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COMMUTATOR FOR DYNAMO-ELECTRIC MACHINES. 


SPECIFICATION forming part of Letters Patent No. 334,823, dated January 26, 1886. 

Application filed May 6, 1885. Serial Ko. 164,534. (Ts r o model.) 

To all whom it may concern: intervening insulating material; B B, the 

Be it known that I, Nikola Tesla, of brushes, d d are sheets of asbestus paper or 
Smiljan Lika, border country of Austria-Hun- other suitable non-conducting material. // 55 
gary, have invented an Improvement in Dy- are springs, the pressure of which may be ad- 
5 namo-Electric Machines, of which the follow- justed by means of the screws g g. 
ing is a specification. In Fig. 2 a simple arrangement is shown 

My invention relates to the commutators with two plates of mica or other material. It 
on dynamo - electric machines, especially in will be seen that whenever one commutator- 60 
machines of great electromotive force, adapted segment passes out of contact with the brush 
10 to arc lights ; and it consists in a device by the formation of the arc will be prevented by 
means of which the sparking on the comma- the intervening insulating material coming in 
tutor is prevented contact with the insulating material on the 

It is known that in machines of great elec- brash. 65 

tromotive force— such, for instance, as those My invention may be carried out in many 
1 5 used for arc lights — whenever one commutator ways; and I do not limit myself to any particu- 
bar or plate comes out of contact with the col- lar device, as my invention consists, broadly, 
lecting-brush a spark appears on the commu- in providing a solid non-conducting body to 
tator. This spark may be due to the break of bear upon the surface of the commutator, by 70 
the complete circuit, or of a shunt of low re- the intervention of which body the sparking 
20 sistance formed by the brash between two or is partly or completely prevented. 

more commutator-bars. In the first case the I prefer to use asbestus paper or cloth im- 
spark is more apparent, as there is at the mo- pregnatecl with zinc-oxide, magnesia, zirconia, 
ment when the circuit is broken a discharge or other suitable material, as the paper and 75 
of the magnets through the field-helices, pro- cloth are soft, and serve at the same time to 
25 during a great spark or flash which causes an wipe and polish the commutator; but mica or 
unsteady current, rapid wear of the commu- any other suitable material may be employed, 
tator bars and brashes, and waste of power, said material being an insulator or a bad con- 
The sparking may bo reduced by various de- ductor of electricity. _ 80 

vices, such as providing a path for the cur- My invention may be applied to any elec- 
30 rent at the moment when the commutator trie apparatus in which sliding contacts are 
segment or bar leaves the brash, by short-cir- employed, 
euiting the field -helices, by increasing the I claim as my invention — • 
number of the commutator-bars, or by other 1 . The combination, with the commutator- 85 
similar means; but all these devices are ex- bars and intervening insulating material and 
35 pensive or not fully available, and seldom at- brushesinadynamo electric machine, of asolid 
tain the object desired. insulator or bad conductor of electricity ar- 

My invention enables me to prevent the ranged to bear upon the surface of the corn- 
sparking in a simple manner. For this pur- mutator adjacent to the end of the brash, for 9c 
pose I employ with the commutator - bars the purpose set forth. 

40 and intervening insulating material mica, as- 2 . In an electric apparatus in which sliding 
bestus paper or other insulating and prefer- contacts with intervening insulating material 
ably incombustible material, wdiich I arrange are employed, the combination, with the con- 
to bear on the surface of the commutator, tact springs or brashes, of a solid insulator or 95 
near to and behind the brash. bad conductor of electricity, as and for the 

45 My invention will be easily understood by purposes set forth. 

reference to the accompanying drawings. Signed by me this 2 d day of May, A. D. 

In the drawings, Figure 1 is a section of a 1885 . 
commutator with an asbestus insulating de- NIKOLA TESLA 

vice'; and Fig. 2 is a similar view, represent- 
30 ing two plates of mica upon the back of the Witnesses: 

brash. Geo. T. Pinckney, 

In Fig. 1 , C represents the commutator and William G. Mott. 
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To all whom it may concern; 

Be it known that I, Nikola Tesla, of Smil- 
jan Lika, border country of Austria-Hungary, 
have invented certain new and useful Im- 
5 provements in Electric- Arc Lamps, of which 
the following is a specification. 

My invention relates more particularly to 
those arc lamps in which the separation and 
feed of the carbon electrodes or their equiva- 
xo lents is accomplished by means of electro- 
magnets or solenoids in connection with suit- 
able clutch-mechanism; and it is designed to 
remedy certain faults common to the greater 
part of the lamps heretofore made. 

15 The objects of my invention are to prevent 
the frequent vibrations of the movable elec- 
trode and flickering of the light arising there- 
from, to prevent the falling into contact of the 
electrodes, to dispense with the dash-pot, 
20 clock-work, or gearing and similar devices 
heretofore used, and to render the lamp ex- 
tremely sensitive, and to feed the carbon al- 
most imperceptibly, and thereby obtain a very 
steady and uniform light. 

25 In that class of lamps where the regulation 
of the arc is effected by forces acting in oppo- 
sition on a free movable rod or lever directly 
connected with the electrode, all or some of 
the forces being dependent on the strength 
30 of the current, any change in the electrical con- 
dition of the circuit causes a vibration and a 
corresponding flicker in the light. This dif- 
ficulty is most apparent when there are only 
a few lamps in circuit. To lessen this diffi- 
35 culty, lamps have been constructed in which 
the lever or armature, after the establishing 
of the arc, is kept in a fixed position and can- 
not vibrate during the feed operation, the feed 
mechanism actingindependently; butin these 
4c lamps, when a clamp is employed, it frequently 
occurs that the carbons come into contact and 
the light is momentarily extinguished, and, 
frequently, parts of the circuit are injured. In 
both these classes of lamps it has been custom- 
45 ary to use dash-pot, clock-work, or equiva- 
lent retarding devices; but these are gener- 
ally unreliable and obj ectionable, and increase 
the cost of construction. 

My invention is intended to effect the de- 


sired objects and to remedy the before-men- 50 
tioned defects. I combine two electro-mag- 
nets— one of low resistance in the main or 
lamp circuit, and the other of comparatively 
high resistance in a shunt around the arc — a 
movable armature - lever, and a novel feed 55 
mechanism, the parts being arranged so that 
in the normal working position of the arma- 
ture-lever the same is kept almost rigidly in 
one position, and is not effected even by con- 
siderable changes in the electric circuit; but 60 
if the carbons fall into contact the armature 
will be actuated by the magnets so as to move 
the lever and start the arc, and hold the car- 
bons until the arc lengthens and the arma- 
ture-lever returns to the normal position. 65 
After this the carbon-rod holder is released by 
the action of the feed mechanism, so as to feed 
the carbon and restore the arc to its normal 
length. 

My invention consists, mainly, in the par- 70 
ticular manner in which the armature is com- 
bined with the magnets and acted upon by 
them and in the feed-controlling mechanism. 

In the drawings, Figure 1 is an elevation of 
the mechanism made use of in the electric 75 
lamp. Fig. 2 is a plan view of the same be- 
low the line x x. Fig. 3 is an elevation of the 
balancing lever and spring, and Fig. 4 is a de- 
tached plan view of the pole-pieces and arma- 
tures upon the friction-clamp, and Fig. 5 is a 80 
section of the clamping-tube. 

M is a helix of coarse wire in a circuit from 
the lower-carbon holder to the negative bind- 
ing-screw 

N is a helix of fine wire in a shunt between 85 
the positive binding -screw -]- and the negative 
binding-screw — . The upper-carbon holder 
S is a parallel rod sliding through the plates 
S' S 2 of the frame of the lamp, and hence the 
electric current passes from the positive bind- gc 
ing-post -f through the plate S 2 , carbon- 
holder S, and upper carbon to the lower car- 
bon, and thence by the holder and a metallic 
connection to the helix M. 

The carbon-holders are of any desired char- 95 
acter, and to insure electric connections the 
springs l are made use of to grasp the upper- 
carbon holding rod S, but to allow the rod to 
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slide freely through the same. These springs 
l may be adj usted in their pressure by the 
screw to, and the spring l may be sustained 
upon any suitable support. I have shown 
5 them as connected with the upper end of the 
core of the magnet 1 ST. 

Around the carbon-holding rod S, between 
the plates S' S 2 , there is a tube, E, which forms 
a clamp. This tube is counterbored, as seen 
to in the section Fig. 5 , so that it bears upon the 
rod S at its upper end and near the middle, and 
at the lower end of this tubular damp E there 
are armature-segments r of soft iron. A frame 
or arm, n, extending, preferably, from the core 
15 E 2 , supports the lever A by a fulcrum-pin, 0. 
This lever A has a hole, through which the 
upper end of the tubular clamp E passes freely, 
and from the lever A is a link, q, to the lever 
t, which lever is pivoted at y to a ring upon 
20 one of the columns S 3 . This lever t has an 
opening or bow surrounding the tubular clamp 
E, and there are pins or pivotal connections 
to between the lever t and this clamp E, and 
a spring, r 2 , serves to support or suspend the 
25 weight of the parts and balance the same, or 
nearly so. This spring is preferably adj ust- 
able. 

At one end of the lever A is a soft- iron arma- 
ture block, a, over the core M' of the helix 
30 M, and there is preferably a limiting-screw, c, 
passing through this armature-block a, and at 
theother end of the lever Ais a soft-iron arma- 
ture-block, b, with the end tapering or wedge- 
shaped, and the same comes close to and in 
35 line with the lateral projection e on the core 
E 2 . The lower ends of the cores M' E 2 are 
made with lateral projecting pole-pieces M 3 
E 3 , respectively, and these pole-pieces are con- 
cave at their outer ends, and are at opposite 
40 sides of the armature-segments r at the lower 
end of the tubular clamp E. 

The operation of these devices isasfollows: 
In the condition of inaction the upper carbon 
rests upon the lower one, and when the cur- 
V 43 rent is turned on the electricity passes freely, 
by the frame and spring l, through the rod S 
and carbons to the coarse wire and helix M, 
and to the negative binding-post V, and the 
core M' thereby is energized. The pole-piece 
50 M 3 attracts the armature r, and by the lateral 
pressure causes the clamp E to grasp the rod 
S', and the lever A is simultaneously moved 
from the position shown by dotted lines, Fig. 
1, to the normal position shown in full lines, 
55 and in so doing the link q and lever t are raised, 
lifting the clamp E and rod S, separating the 
carbons and forming the arc. The magnetism 
of the pole-piece e tends to hold the lever A 
level, or nearly so, the core A 2 being energized 
60 by the current in the shunt which contains 
the helix FT. In this position the lever A is 
not moved by ordinary variation in the elec- 
tric current because the armature b is strongly 
attracted by the magnetism of e, and these parts 
65 are close to each other, and the magnetism of 
• e acts at right angles to the magnetism of 


.the core M'. If, now, the are becomes too 
long, the current through the helix M is less- 
sened, and the magnetism of the core E 3 is in- 
creased by the greater current passing through 70 
the shunt, and this core E 3 attracting the seg- 
mental armature r lessens the hold of the 
clamp E upon the rodS, allowing the latter to 
slide and lessen the length of the arc, which 
instantly restores the magnetic equilibrium 75 
and causes the clamp E to hold the rod S. If 
it happens that the carbons fall into contact, 
then the magnetism of E 2 is lessened so much 
that the attraction of the magnet M will be 
sufficient to move the armature a and lever A 80 
so that the armature b passes above the nor- 
mal position, so as to separate the carbons in- 
stantly; but when the carbons burn away a 
greater amount of current will pass through 
the shunt until the attraction of the core E 2 85 
will overcome the attraction of the core M' and 
bring the armature-lever A again into the nor- 
mal horizontal position, and this occurs before 
the feed can take place. The segmental arma- 
ture pieces r are shown as nearly semicircular. 90 
They may be square or of any other desired 
shape, the ends of the pole-pieces M? E 3 being 
made to correspond in shape. 

I claim as my invention — 

1 . The combination, in an electric-arc lamp, 95 

of the electro-magnets in the main and shunt 
circuits, respectively, an armature-lever and 
connection to the movable carbon -holder, the 
core of the shunt- magnet passing across the 
end of the armature-lever, substantially asset 100 
forth, so that the two magnets act in conjunc- 
tion on the armature-lever in moving the car- 
bon to form the arc and in opposition to each 
other beyond the normal position of the arma- 
ture-lever, substantially as specified. 105 

2 . The combination, with the carbon-hold- 
ers, of two magnets, one in the main circuit 
and the other in a shunt- circuit, and an arma- 
ture-lever to draw the arc, and a feeding 
mechanism and pole-pieces upon the electro- no 
magnets to act upon the feeding mechanism, 
substantially as specified. 

3 . The combination, with the carbon-hold- 
ers, of two magnets, one in the main circuit 
and the other in a shunt-circuit, and an arma- r 1 5 
tnre-lever between two poles of such electro- 
magnets to draw the arc, and a feeding mech- 
anism and pole-pieces upon the other two 
poles of the electro-magnets to act upon the 
feeding mechanism, substantially as specified. 120 

4 . The combination, with the carbon-hold- 
ing rod in an electric-arc lamp, of the clamp 
E, lever t, spring r 2 , armature-lever A, and 
electro-magnets M E in the main and shunt 
circuits, respectively, the pole-pieces M 3 E 3 , 125 
and armature-segments r, substantially as set 
forth. 

5 . ,The combination, with the carbon-holder, 
of a tubular clamp surrounding the same, an 
armature - lever connected to said tubular 130 
clamp, and electro- magnets in the main and 
shunt circuits, respectively, and armature-seg- 
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'ments upon the tubular clamp adjacent to the 
lateral poles of the electro-magnets, substan- 
tially as set forth. 

6. In an electric-arc lamp, the combination, 
5 with the carbon-holding rod, of a clamp, two 
armatures upon the clamp, and electro-mag- 
nets iu the main and shunt circuits, re- 
spectively, the poles of which act upon the 
armatures of the clamp for bringing the same 


into action or releasing it, substantially as set io 
forth. 

Signed by me this 25th day of March, A. 

D. 1885. 

NIKOLA TESLA. 

Witnesses: 

Geo. T. Pinckney, 

Ohas. H. Smith. 
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To all whom it may concern: 

Be it known that I, Nikola Tesla, of Srnil- 
jan Lika, border country of Austria-Hungary, 
have invented certain Improvements in Elec- 
5 trie- Arc Lamps, of which the following is a 
specification. 

In another application, No. 160,574, filed 
by me March 30, 1885, I have shown and de- 
scribed a lamp having two magnets, in the 
io main and shunt circuits, respectively, an ar- 
mature-lever, and feed-mechanism connected 
to the armature-lever. 

My present invention consists in some modi- 
fications of and improvements upon the de- 
15 vices shown in the application referred to. 

In my present invention I further provide 
means for automatically withdrawing a lamp 
from the circuit, or cutting out the same, 
when, from a failure of the feed, the arc reaches 
20 an abnormal length, and also means for auto- 
matically reinserting such lamp in the circuit 
when the rod drops and the carbons come into 
contact. 

My invention will be understood with refer - 
25 ence to the accompanying drawings. 

In the drawings, Figure 1 is an elevation of 
the lamp with the case in section. Fig. 2 is a 
sectional plan at the line x x. Fig. 3 is an 
elevation, partly in section, of the lamp at 
30 right angles to Fig. 1. Fig. 4 is a sectional 
plan at the line y y of Fig. 1. Fig. 5 is a sec- 
tion of the clamp in about full size. Fig. 6 is 
a detached section illustrating the connection 
of the spring to the lever that carries the piv- 
35 ots of the clamp, and Fig, 7 is a diagram 
showing the circuit-connections of the lamp. 

In the drawings, Fig. 1, M represents the 
main and N the shunt magnet, both securely 
fastened to the base A, which, with its side 
40 columns, S S, is preferably cast in one piece of 
brass or other diamagnetic material. To the 
magnets are soldered or otherwise fastened the 
brass washers or disks a a a a. Similar wash- 
ers, b b, of fiber or other insulating material, 
45 serve to insulate the wires from the brass 
washers. 

The magnets M and N are made very flat, 
so that their width exceeds three times their 
thickness, or even more. In this way a com- 
50 paratively small number of convolutions is 


sufficient to produce the required magnetism, 
besides a greater surface is offered for cooling- 
off the wires. 

The upper pole-pieces, m n, of the magnets 
are curved, as indicated in the drawings, Fig. 55 
1. The lower pole-pieces, in' n\ are brought near 
together, tapering toward the armature g , as 
shown in Figs. 2 and 4. The object of this 
taper is to concentrate the greatest amount of 
the developed magnetism upon the armature, 60 
and also to allow the pull to be exerted always 
upon the middle of the armature g. This 
armature g is a piece of iron in the shape of a 
hollow cylinder, having on each side a seg- 
ment cut away, the width of which is equal to 65 
the width of the pole-pieces m' 

The armature is soldered or otherwise fast- 
ened to the clamp r, w'hich is formed of a 
brass tube, provided with gripping-jaws e e, 

Fig. 5. These jaws are arcs of a circle of the 70 
diameter of the rod R, and are made of some 
hard metal, preferably of hardened German 
silver. I also make the guides f f, through 
which the carbon-holding rod R slides, of the 
same material. This has the advantage to re- 75 
duce greatly the wear and corrosion of the 
parts coming in frictional contact w 7 ith the rod, 
which frequently causes trouble. The jaws e e 
are fastened to the inside of the tube r, so 
that one is a little lower than the other. The 80 
object of this is to provide a greater opening 
for the passage of the rod when the same is 
released by the clamp. The clamp r is sup- 
ported on bearings to to, Figs. 1, 3 and 5, which 
are j ust in the middle between the jaws ce. I 85 
find this disposition to be the best. The bear- 
ings to w are carried by a lever, t, one end of 
which rests upon an adjustable support, q, of 
the side columns, S, the other end being con- 
nected by means of the link e' to the armature- 90 
lever L. The armature-lever L is a flat piece 
of iron in Z shape, having its ends curved so 
as to correspond to the form of the upper pole- 
pieces of the magnets M and N. It is hung 
upon the pivots v v, Fig. 2, which are in the 95 
jaw 7 x of the top plate, B. This plate B, wdth 
the jaw, is preferably cast in one piece and 
screwed to the side columns, S S, that extend 
up from the base A. To partly balance the 
overweight of the moving parts a spring, s', 100 
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Figs. 2 and 6, is fastened to the top plate, B, 
and hooked to the lever t. The hook o is to- 
ward one side of the lever or bent a little 
sidewise, as seen in Fig. 6. By this means a 
5 slight tendency is given to swing the armature 
toward the pole-piece ml of the main magnet. 

The binding - posts K K' are preferably 
screwed to the base A. A manual switch, for 
short-circuiting the lamp when the carbons 
io are renewed, is also to be fastened to the base. 
This switch is of ordinary character, and is not 
shown in the drawings. 

The rod R is electrically connected to the 
lamp-frame by means of a flexible conductor 
[5 or otherwise. The lamp-case receives a re- 
movable ornamental cover, s 2 , around the same 
to inclose the parts. 

The electrical connections are as indicated 
diagrammatically in Fig. 7. 

20 The wire in the main magnet consists of two 
parts, %' and p'. These two parts may be in 
two separated coils or in one single helix, as 
shown in the drawings. The part x' being 
normally in circuit, is, with the fine wire upon 
25 the shunt-magnet, wound and traversed by the 
current in the same direction, so as to tend to 
produce similar poles, n n or s s, on the cor- 
responding pole-pieces of the magnets M and 
R. The part p' is only in circuit when the 
30 lamp is cut out, and then the current being in 
the opposite direction produces in the main 
magnet magnetism of the opposite polarity. 

The operation is as follows: At the start the 
carbons are to be in contact, and the current 
35 passes from the positive binding-post K to the 
lamp-frame, carbon-holder, upper and lower 
carbon, insulated return-wire in one of the 
side rods, and from there through the part x' 
of the wire on the main magnet to the nega- 
40 tive binding-post. Upon the passage of the 
current the main magnet is energized and at- 
tracts the clamping-armature g, swinging the 
clamp and gripping the rod by means of the 
gripping-jaws e e. At the same time the ar- 
45 mature-lever L is pulled down and the car- 
bons separated. In pulling down the arma- 
ture-lever L the main magnet is assisted by 
the shunt-magnet A, the latter being mag- 
netized by magnetic induction from the mag- 
50 net M. 

It will be seen that the armatures L and g 
are practically the keepers for the magnets M 
and FT, and owing to this fact both magnets 
with either one of the armatures Land g may 
55 be considered as one horseshoe-magnet, which 
we might term a “compound magnet.” The 
whole of the soft-iron parts m, in', g, 11', 11, and 
L form a compound magnet. 

The carbons being separated, the fine wire 
60 receives a portion of the current. FTow, the 
■ magnetic induction from the magnet M is such 
as to produce opposite poles on the corre- 
sponding ends of the magnet F7; but the cur- 
rent traversing the helices tends to produce 
65 similar poles on the corresponding ends of 
both magnets, and therefore as soon as the fine 
wire is traversed by sufficient current the 


magnetism of the whole compound magnet is 
diminished. 

With regard to the armature g and the Op- 70 
eration of the lamp, the pole in' may be termed 
as the “clamping” and the pole n as the “re- 
leasing” pole. 

As the carbons burn away, the fine wire re- 
ceives more current and the magnetism di- 75 
minishes in proportion. This causes the arma- 
ture-lever L to swing and the armature g to 
descend gradually under the weight of the 
moving parts until the end p. Fig. 1, strikes 
-fr-stop on the top plate, B. The adjustment is 80 
such that when this takes place the rod R is 
yet gripped securely by the jaws e e. The 
further downward movement of the armature- 
lever being prevented, the arc becomes longer 
as the carbons are consumed, and the com- 85 
pound magnet is weakened more and more 
until the clamping -armature g releases the 
hold of the gripping-jaws ee upon the rod R, 
and the rod is allowed to drop a little, short- 
ening thus the arc. The fine wire now re- 90 
ceiving less current, the magnetism increases, 
and the rod is clamped again and slightly 
raised, if necessary. This clamping and re- 
leasing of the rod continues until the carbons 
are consumed. In practice the feed is so sen- 95 
sitive that for the greatest part of the time the 
movement of the rod cannot be detected with- 
out some actual measurement. During the 
normal operation of the lamp the armature- 
lever L remains stationary, or nearly so, in 100 
the position shown in Fig. 1. 

Should it arise that, owing to an imperfec- 
tion in the rod, the same and the carbons drop 
too far, so as to make the arc too short, or even 
bring the carbons in contact, then a very small 105 
amount of current passes through the fine wire, 
and the compound magnet becomes sufficient- 
ly strong to act as on the start in pulling the 
armature-lever L down and separating the 
carbons to a greater distance. 1 10 

It occurs often in practice that the rod sticks 
in the guides. In this case the arc reaches a 
great length, until it finally breaks. Then the 
light goes out, and frequently the fine wire is 
injured. To prevent such an accident, I pro- 115 
vide my lamp with an automatic cut-out. 

This cut-out operates as follows: When, upon 
a failure of the feed, the arc reaches a certain 
predetermined length, such an amount of cur- 
rent is diverted through the fine wire that the 120 
polarity of the compound magnet is reversed. 

The clamping-armature# is now moved against 
the shunt-magnet FT until it strikes the releas- 
ing-pole n'. As soon as the contact is estab- 
lished, the current passes from the positive 125 
binding-post over the clamp r, armature g, 
insulated shunt- magnet, and the helix p' upon 
the main magnet M to the negative binding- 
post. In this case the current passes in the 
opposite direction and changes the polarity of 130 
the magnet M, at the same time maintaining 
by magnetic induction in the core of shunt- 
magnet the required magnetism without re- 
versal of polarity, and the armature g remains 
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against the shunt-magnet pole n'. The lamp 
is thus cut out as long as the carbons are sepa- 
rated. The cut-out may be used in this form 
without any further improvement; but I pre- 
5 fer to arrange it so that if the rod drops and 
the carbons come in contact the arc is started 
again. For this purpose I proportion the re- 
sistance of the party and the number of the 
convolutions of the wire upon the main mag- 
io net so that when the carbons come in contact a 
sufficient amount of current is diverted through 
the carbons and the part ocf to destroy or neu- 
tralize the magnetism of the compound mag- 
net. Then the armature g, having a slight 
15 tendency to approach to the clamping-pole in', 
comes out of contact with the releasing pole m'. 
As soon as this happens, the current through 
the part p' is interrupted, and the whole cur- 
rent passes through the part x. The magnet 
2c M is now strongly magnetized, the armature 
g is attracted, and the rod clamped. At the 
same time the armature-lever L is pulled down 
out of its normal position and the arc started. 
In this way the lamp cuts itself out automatic- 
25 ally when the arc gets so long, and reinserts 
itself automatically in the circuit if the car- 
bons drop together. 

It will be seen that the cut-out may be modi- 
fied without departing from t the spirit of my 
30 invention, as long as the shunt-magnet closes 
a circuit including a wire upon the main mag- 
net and continues to keep the contact closed, 
being magnetized by magnetic induction from 
the main magnet. It is also obvious to say 
35 that the magnets and armatures may be of any 
desired shape. 

I claim as my invention — 

1 . The combination, in an arc-lamp, of a 
main and a shunt magnet, an armature-lever 

40 to draw the arc, a clamp, and an armature to 
act upon the clamp, a clamping-pole and a 
releasing-pole upon the respective cores, the 
cores, poles, armature-lever, and clamping- 
armature forminga compound electromagnet, 
45 substantially as set forth. 

2 . The combination, in an electric arc lamp, 
of a carbon-holder and its rod, a clamp for 
such carbon-holder, a clamping-armature con- 
nected to the clamp, a compound electro-mag- 

50 net controlling the action of the clamping-ar- 
mature, and electric-circuit connections, sub- 
stantially as set forth, for lessening the mag- 
netism of the compound magnet when the arc 
between the carbons lengthens and augment- 
55 ing the magnetism of the same when the arc 
is shortened, substantially as described. 

3 . The combination, with the carbon-hold- 
ers in an electric lamp, of a clamp around 
the rod of the upper-carbon holder, the clamp- 

60 iug-armafcure connected with said clamp, the 
armature-lever and connection from the same 


to the clamp, the main and shunt magnets, 
and the respective poles of the same to act upon 
the clamping -armature and armature -lever, 
respectively, substantially as set forth. 65 

4 . In an electric-arc lamp, a cut-out con- 
sisting of a main magnet, an armature, aud a 
shunt-magnet having an insulated pole-piece, 
and the cut-out circuit-connections through 
the pole-piece and armature, substantially as 70 
set forth. 

5 . In an electric-arc lamp, the combination, 
with the carbon-holder and magnets, of the 
armatures L and g, link e', clamp r, and lever 

t, and the spring s', for the purpose set forth. 75 

6. In an electric-arc lam p, the combination, 
with two upright magnets in the main and 
shunt circuits, respectively, having curved 
ptole-pieces on one end and converging pole- 
pieces on the other end, of a flat Z-shaped 80 
armature - lever between the curved pole- 
pieces and a clamping-armature between the 
convergent pole-pieces, substantially as de- 
scribed. 

7 . The combination, in an electric-arc lamp, 85 

of an electro-magnet in the main circuit and 
an electro- magnet in the shunt - circuit, an 
armature under the influence of the poles of 
the respective magnets, and circuit-connec- 
tions controlled by such armature to cut out 90 
or shunt the lamp, substantially as specified, 
whereby the branch circuit is closed by the 
magnetism of the shunt-magnet, and then kept 
closed by induced magnetism from the main 
magnet, substantially as set forth. 95 

8. The combination, with the carbon-holder 
and rod and the main and shunt magnets, of 
a feeding-clamp, an armature for the same, 
clamping and releasing poles upon the cores 

of the respective magnets, and circuit-connee- 100 
tions through the clamping-armature, substan- 
tially as specified, for shunting the current 
when the electric arc between the carbons be- 
comes abnormally long, substantially as set 
forth. 105 

9 . The combination, with the carbon-hold- 
ing rod and a clamp for the same, of an ar- 
mature upon the clamp, a shunt-magnet the 
pole of which acts to release the clamp, and a 
main maguet with a tw r o-part helix, one por- 1 10 
tion being in the main circuit and the other 
portion in a shunt or cut-out circuit, the clamp- 
ing armature acting to close said cut-out cir- 
cuit wflien the arc becomes too long and to 
break the shunt-circuit wflien the carbons come 115 
together, substantially as set forth. 

Signed by me this 11 th day of July, A. D. 
1885 . 

NIKOLA TESLA. 

Witnesses: 

Geo. T. Pinckney, 

William G. Mott. 
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To all whom it may concern: 

Be it known that I, “Nikola Tesla, of Smil- 
jan Lika, border country of Austria-Hungary, 
have invented an Improvement in Dynamo- 
5 Electric Machines, of which the following is a 
specification. 

The object of my invention is to provide an 
improved method for regulating the current 
on dynamo-electric machines, 
to In my i mprovement I make use of two main 
brushes, to which the ends of the helices of 
the field-magnets are connected, and an auxil- 
iary brush and a branch or shunt connection 
from an intermediate point of the field-wire 
15 to the auxiliary brush. 

■ The relative^ positions of the respective 
brushes are varied, either automatically or by 
hand, so that the shunt becomes inoperative 
when the auxiliary brush has a certain posi- 
20 tion upon the commutator; but when said aux- 
iliary brash is moved in its relation to the 
main brushes, or the latter are moved in their 
relation to the auxiliary brush, the electric 
condition is disturbed and more or less of the 
25 current through the field-helices is diverted 
through the shunt or a current passed over 
said shunt to the field-helices. 

By varying the relative position upon the 
commutator of the respective brushes auto- 
30 matically in proportion to the varying elec- 
trical conditions of the working-circuit the 
current developed can be regulated in pro- 
portion to the demands in the working-circuit. 

Devices for automatically moving the 
35 brushes in dynamo-electric machines are well 
known, and those made use of in my machine 
may be of any desired or known character. 

In the drawings, Figure 1 is a diagram illus- 
trating my invention, showing one core of the 
40 field-magnets with one helix wound in the 
same direction throughout. Figs. 2 and 3 are 
diagrams showing one core of the field- magnets 
with a portion of the helices wound in oppo- 
site directions. Figs. 4 and 5 are diagrams 
45 illustrating the electric devices that may be 
employed for automatically adjusting the 
brushes, and Fig. 6 is a diagram illustrating 
the positions of the brushes when the machine 
is being energized on the start. 

50 a and b are the positive and negative brushes 


of the main or working circuit, and c the aux- 
iliary brush. The working-circuit D extends 
from the brushes a and b, as usual, and con- 
tains electric lamps or other devices, D', either 
in series or in multiple arc. 55 

M M' represent the field-helices, the ends of 
which are connected to the main brushes a 
and 6= The branch or shunt wire c' extends 
from the auxiliary brush c to the circuit of the 
field-helices, and is connected to the same at 60 
an intermediate point, X. 

H represents the commutator, with the 
plates of ordinary construction. It is now to 
be understood that when the auxiliary brush 
c occupies such a position upon the commu- 65 
tator that the electro-motive force between the 
brushes a and c is to the electro-motive force 
between the brushes c and b as the resistance 
of the circuit a lic'c A, to the resistance of 
the circuit b M' c' c B, the potentials of the 70 
points X and Y will be equal, and no current 
will flow over the auxiliary brush : but when the 
brush c occupies a different position the po- 
tentials of the points X and Y will be differ- 
ent, and a current will flow over the auxiliary 75 
brush to or from the commutator, according 
to the relative position of the brushes. If, 
for instance, the commutator-space between 
the brushes a and c, when the latter is at the 
neutral point, is diminished, a current will 80 
flow from the point Y over the shunt C to the 
brush b, thus strengthening the current in the | 

part M', and partly neutralizing the current 
in the part M; but if the space between the 
brushes a and c is increased, the current will 85 
flow over the auxiliary brush in an opposite 
direction, and the current in M will be 
stregthened, and in M' partly neutralized. 

By combining with the brushes a, b, and c 
any knowm automatic regulating mechanism 90 
the current developed can be regulated in 
proportion to the demands in the working- 
circuit. The parts M and M' of the field-wire 
may be wound in the same direction. (In this 
case they are arranged as shown in Fig.i; or, 95 
the part M may be wound in the opposite di- 
rection, as shown in Figs. 2 and 3.) 

It will be apparent that the respective cores 
of the field-magnets are subjected to the neu- 
tralizing or intensifying effects of the current 100 
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in the shunt through </, and the magnetism of 
the cores will be partially neutralized or the 
point of greatest magnetism shifted, so that it 
will be more or less remote from or approach- 
5 ing to the armature, and hence the aggre- 
gate energizing actions of the field magnets 
. on the armature will be correspondingly 
yaried. 

In the form indicated in Fig. 1 the regula- 
io tion is effected by shifting the point of great- 
est magnetism, and in Figs. 2 and 3 the same 
effect is produced by the action of the cur- 
rent in the shunt passing through the neu- 
tralizing-helix. 

15 The relative positions of the respective 
brushes may be varied by moving the auxil- 
iary brush or the brush 0 may remain qui- 
escent and the corep be connected to the main- 
brush holder A', so as to adj ust the brushes 
20 a b in their relation to the brush c. If, how- 
ever, an adjustment is applied to all the 
brushes, as seen in Fig. 5, the solenoid should 
be connected to both A and C, so as to move 
them toward or away from each other. 

25 There are several known devices for giving 
motion in proportion to an electric current. 
I have shown the moving cores in Figs. 4 and 
5 as convenient devices for obtaining the re- 
quired extent of motion with very slight 
30 changes in the current passing through the 
helices. It is understood that the adj ustment 
of the main brushes causes variations in the 
strength of the current independently of the 
relative position of said brushes to the aux- 
35 iliary brush. In all cases the adjustment may 
be such that no current flows over the aux- 
iliary brush when the dynamo is running with 
its normal load. 

In Figs. 4 and 5, A A indicate the main- 
40 brush holder, carrying the main brushes, and 
C the auxiliary-brush holder, carrying the aux- 
iliary brush. These brush-holders are mova- 
ble in arcs concentric with the center of the 
commulator-shaft. An iron piston, P, of the 
45 solenoid S, Fig. 4, is attached to the auxiliary- 
brush holder C. The adjustment is effected 
by means of a spring and screw or tightener. 

In Fig. 5, instead of a solenoid, an iron tube 
inclosing a coil is shown. The piston of the 


coil is attached to both brush-holders A A and 50 
€'. When the brushes are moved directly by 
electrical devices, as shown in Figs. 4 and 5, 
these are so constructed that the force exerted 
for adjusting is practically uniform through 
the whole length of motion. 55 

I am aware that auxiliary brushes have been 
used in connection with the helices of the 
field-wire; but in these instances the helices 
received the entire current through the aux- 
iliary brush or brushes, and said brushes could 60 
not be taken off. without breaking the circuit 
through the field. These brushes caused, 
however, a great sparking upon the commu- 
tator. In my improvement the auxiliary 
brush causes very little or no sparking, and 65 
can be taken off without breaking the circuit 
through the field-helices. 

My improvement has, besides, the advantage 
to facilitate the self-exciting of the machine 
in all cases where the resistance of the field- 70 
wire is very great comparatively to the resist- 
ance of the main circuit at the start — for in- 
stance, on arc-light machines. In this case I 
place the auxiliary brush c near to or in pref- 
erence in contact with the brush b, as shown in 75 
Fig. 6. In this manner the part M' is com- 
pletely cut out, and as the part M has a con- 
siderably smaller resistance than the w r hole 
length of the field -wire the machine excites 
itself, whereupon the auxiliary brush is shifted So 
automatically to its normal position. 

I claim as my invention — 

The combination, with the commutator hav- 
ing two or more main brushes and an auxil- 
iary brush, of the field -helices having their 85 
ends connected to the main brushes, and a 
branch or shunt connection from an interme- 
diate point of the field-helices to the auxiliary 
brush, and means for varying the relative po- 
sition upon the commutator of the respective 9c 
brushes, substantially as set forth. 

Signed by me this 13th day of May, A. D. 
1885. 

NIKOLA TESLA. 

Witnesses: 

Geo. T. Pinckney, 

W ALLACE L. SERKELL. 
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To all whom it may concern : 

Be it known that I, Nikola Tesla, of Sniil- 
janLika, border country of Austria-Hungary, 
have invented an Improvement in Dynamo- 
5 Electric Machines, of which the following is a 
specification. 

My invention is designed to provide an im- 
proved method for regulating the current in 
dynamo-electric machines. 
io In another application, No. 165, 793, filed by 
me May 18, 1885, I have shown a method for 
regulating the current in a dynamo having 
the field -helices in a shunt. My present ap- 
plication relates to a dynamo having its field- 
15 helices connected in the main circuit. 

In my improvement I employ one or more 
auxiliary brushes, by means of which I shunt 
a portion or the whole of the field-helices. 
According to the relative position upon the 
20 commutator of the respective brushes more or 
less current is caused to pass through the 
helices of the field, and the current developed 
by the machine can be varied at will by vary- 
ing the relative positions of the brushes. 

25 _ In the drawings the present invention is 
illustrated by diagrams, which are hereinafter 
separately referred to. 

In Figure 1, a and b are the positive and 
negative brushes of the main circuit, and c 
30 an auxiliary brush. The main circuit D ex- 
tends from the brushes a and b, as usual, and 
contaius the helices M of the field-wire and 
the electric lamps or other working devices. 
The auxiliary brush c is connected to the point 
35 x of the main circuit by means of the wire c' . 

H is a commutator of ordinary construction. 

From that which has been said in the ap- 
plication above referred to it will be seen that 
when the electro-motive force between the 
40 brushes a and c is to the electro-motive force 
between the brushes c and b as the resistance 
of the circuit a Mc'cA to the resistance of 
the circuit b C B c c' D, the potentials of the 
points x and y will be equal, and no current 
45 will pass over the auxiliary brush c; but if 
said brush occupies a different position rela- 
tively to the main brushes the electric condi- 
tion is disturbed, and current will flow either 
from y to x or from x to y, according to the 
50 relative position of the brushes. In the first 


case the current through the field-helices will 
be partly neutralized and the magnetism of 
the field-magnets diminished. In the second 
case the current will be increased and the 
magnets w-ill gain strength. By combining 55 
with the brushes a b c any automatic regulat- 
ing mechanism the current developed can be 
regulated automatically in proportion to the 
demands in the working-circuit. 

In Figs. 6 and 7 I have represented some of 60 
the automatic means that may be used for 
moving the brushes. The core P, Fig. 6, of 
the solenoid-helix S, is connected with the 
brush c to move the same, and in Fig. 7 the 
core P is shown as within the helix S, and 6s 
connected with both brushes a and c, so as to 
move the same toward or from each other, 
according to the strength of the current in the 
helix, the helix being within an iron tube, S', 
that becomes magnetized and increases the 7c 
action of the solenoid. 

Iu practice it is sufficient to move only the 
auxiliary brush, as shown in Fig. 6, as the 
regulation is very sensitive to the slightest 
changes; but the relative position of the aux- 75 
iliary brush to the main brushes maybe varied 
by moving the main brushes, or both main 
and auxiliary brushes maybe moved, as illus- 
trated iu Fig. 7. Iu the latter two cases, it 
will be understood, the motion of the main 80 
brushes relatively to the neutral line of the 
machine causes variations in the strength of 
the current independently of their relative 
position to the auxiliary brush. In all cases 
the adjustment may be such that when the 85 
machine is running with the ordinary load no 
current flows over the auxiliary brush. 

The field-helices may be connected as shown 
in Fig. 1, or a part of the field-helices maybe 
in the outgoing and the other part in the return 90 
circuit, and two auxiliary brushes may be 
employed as shown in Figs. 3 and 4. Instead 
of shunting the whole of the field-helices, a 
portion only of such helices may be shunted, 
as shown iu Figs. 2 and 4. 95 

The arrangement shown in Fig. 4 is advan- 
tageous, as it diminishes the sparking upon 
the commutator, the main circuit being closed 
through the auxiliary brushes at the moment 
of the break of the circuit at the main brushes. 100 
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The field-helices may be wound in the same 
direction, or a part may be wound in opposite 
directions. 

The connection between the helices and the 
5 auxiliary brush or brushes may be made by a 
wire of small resistance, or a resistance may 
be interposed (E, Pig. 5) between the point x 
and the auxiliary brush or brushes to divide 
the sensitiveness when the brushes are ad- 
io justed. 

I am aware that it is not new to use auxiliary 
brushes on the commutator, and that auxiliary 
brushes have been connected to the field heli- 
ces; but I am not aware that the helices of a 
i s series dynamo have been shunted by means of 
auxiliary brushes, and that the- relative posi- 
tion of the respective brushes has been varied 
for the purpose of regulating the current de- 
veloped by the machine. 

20 In instances where auxiliary brushes have 
been used in connection with the field-helices 


said auxiliary brushes received the current 
continuously and caused great sparking, 
whereas in my invention the auxiliary brush 
receives current only when the normal elec- 25 
trical conditions of the circuit are disturbed. 

I claim as my invention — 

The combination, with the commutator and 
main brushes and one or more auxiliary 
brushes, of the field-helices in the main cir- 30 
cuits and one or more shunt-connections from 
the field-helices to the auxiliary brushes, the 
relative positions upon the commutator of the 
respective brushes being adjustable, for the 
purpose set forth. 35 

Signed by me this 16th day of May, A. D. 
1885. 

NIKOLA TESLA. 

Witnesses: 

Geo. T. Pinckney, 

Wallace L. Seeeell. 
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To all ivhovi- it may concern: 

.Be it; known tl i fit I. Nikola Tesla, from 
Siniljan Lika, bonier country of Austria-Hun- 
gary, liave invented certain Improvements in 
5 Dynamo-Electric Machines, of which tin; fol- 
lowing is a specification. 

In other applications 1 have shown the com- 
mutator of a dynamo-machine with the main 
brushes connected in an electric circuit, and 
io one or more auxiliary brushes serving to shunt 
a part or the whole of the field-coils, the regu- 
lation of the current being effected by shifting 
the 'respective brushes automatically upon the 
commutator in proportion to the varying re- 
15 sistances of the circuit. 

My present invention relates to the mechani- 
cal devices which I employ to effect the shift- 
ing of the brushes. 

My invention is clearly sho wn in the accom- 
20 panying drawings, in which Figure 1 is an ele- 
vation of the regulator with the frame partly 
m section: and Fig. 2 is a section at the line 
xx, Fig. 1. 

C is the^commutator; B and B', the brash- 
25 holders, B carrying the main brushes a a' 
and B' the auxiliary or shunt brushes l> b. The 
axis of. the brush-holder B is supported by two 
pivot-screws, pp. The other brush-holder, B', 
has a sleeve, d. and is movable around the axis 
30 of the brush-holder B. In this way both 
brush -holders can turn very freely, the fric- 
tion of the parts being reduced to a minimum. I 
Over the brush-holders is mounted the solen- 
oid S, which rests upon a forked column, c. 
35 This column also affords a support for the niv- 
otspp, and isjastened upon a solid bracket 
or projection. T, which extends from the base 
of the machine, and is preferably east in one 
piece with the same. The brush-holders B B' 
40 are connected by means of thelinks e e and the 
cross-piece F to the iron core I, which slides 
freely in the tube T of the solenoid. Theiron 
core I has a screw, «, by means of which it 
can be raised and adjusted in its position rel- 
45 atively to the solenoid, so that the pull ex- 
erted 1141011 it by the solenoid is practically 
uniform through the whole length of mo- 
tion which is required to effect the regulation. 
In order to effect the adj nstment with a greater 


precision the core 1 is provided with a small 50 
iron screw, s'. The core being first brought 
very nearly in the required position relatively 
to the solenoid by means of the screw s, the 
small screw s' is then adjusted until the mag- 
netic attraction upon the core is the samewlien 55 
the core is in any position. A con venient stop, 
f, serves to limit the upward movement of the 
iron core. 

To check somewhat the movement of the 
core I, a dash-pot, K, is nsed. The piston L 60 
of the dash-pot is provided with a valve, V. 
which opens by a downward pressure and al- 
I lows an easy dowmward movement of the iron 
core I. but closes and checks the movement of 
the core when the same is pulled up under the 65 
action of the solenoid. 

To balance the opposing forces, the weight 
of the moving parts, ancrthepull exerted by 
the solenoid upon the iron core, the weights 
AY AY may be used. The adjustment is such 7c 
that when the solenoid is traversed by the 
normal current it is just strong enough to bal- 
ance the downward pull of the parts. 

| The electrical circuit-connections are sub- 
stantially the same, as indicated in my former 75 
applications, the solenoid being in series with 
the circuit when ’ the translating devices are 
in series and in a shunt when the devices are 
in multiple are. 

The operation of the device is as follows: So 
When. upon a decrease of the resistance of the 
circuit or some other reason the current is in- 
creased, the solenoid S gains in strength and 
pulls up the iron core I, thus shifting the main 
brushes in the direction of rotation and the 85 
auxiliary brushes in the opposite way. This 
diminishes the strength of the current until 
the opposing forces are balanced and the solen- 
oid is traversed by the normal current; but 
if from any cause the current in the circuit is 90 
diminished, then the weight of the moving 
parts overcomes the pull of the solenoid, the 
iron core I descends, thus shifting the brushes 
the opposite way and increasing the current 
to the normal strength. The dash-pot con- 95 
nected to the iron core I may be of ordinary 
construction; but I prefer, especially in ma- 
chines for arc lights, to iprovide the piston of 
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the dash-pot with a valve, as indicated in the 
drawings. This valve permits a compara- 
tively easy downward movement of the iron 
core, but checks its movement when it is 
5 drawn up by the solenoid. Such an arrange- 
ment has the advantage that a great number 
of lights may be put on without diminishing 
the light-power of the lamps in the circuit, as 
the brushes assume at once the proper position, 
io When lights are cut out, the dash-pot acts to 
retard the movement; but if the current is 
considerably increased the solenoid gets ab- 
normally strong and the brushes are shifted in- 
stantly. ' 

15 The regulator being properly adjusted, lights 
or other devices may be put on or out with 
scarcely any perceptible difference. 

It is obvious that instead of the dash-pot any 
other retarding device may be used. 

20 I claim as my invention— 

1 . The combination, with the main and aux- 
iliary brushes, of two brush-holders, an axis 
fastened to one of the brush-holders, support- 
ing-screws for the same, a support for theother 

25 brush-holder surrounding the axis, a solenoid, 
a Core for the same, and links connecting the 
core to the respective brush-holders, substan- 
tially as set forth. 

2 . The combination, with thebruslies, brush- 
30 holders, and the axis upon which the brush- 

holders swing, of a solenoid and core, con- 
nections from the same to the brush-holders, 
and an adjusting-screwto limit the movements 
of the core, substantially as set forth. 


3 . The combination, with the brush-holders 35 
and their axes, of a solenoid and core, and a 
connection from the core to the brush-holders, 
and an iron screw at the inner end pf the core 

to adjust the action of the magnetism on the 
core, substantially as set forth. 4 ° 

4 . The combination, with the brushes, the 
brush-holders and their axes, of a solenoid and 
core, and connections to move the brush-hold- 
ers, and a dash-pot provided with a valve, 
substantially as described, to diminish the 4 5 
speed of movement of the core in one direc- 
tion more than the other, substantially as set 
forth. 

5 . The combination, with the brushes, the 
brush -holders and their axes, of a solenoid and 50 
core, and connections to move the brush-hold- 
ers, and a dash-pot to diminish the speed of 
movement of the core, substantially as set 
forth. - 

6. The combination, with the brush-holders 55 
and the solenoid and core, of links connecting 

to the holdei-s, and a screw to adjust the posi- 
tion of the core in l'elation to the solenoid, 
substantially as set forth. 

Signed by me this 12 th day of January, A. 60 
D. 1886 . 

NIKOLA TESLA. 

Witnesses: 

Geo. T. Pinckney, - 
William G. Mott. 
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To all whom id may concern: | nets currents are generated in tlie iron body 50 

Be it known that I, Nikola Tesla, of Smil- of the armature which develop heat, and eon- 
jau Lika, border country of Austria-Hungary, sequently, cause a waste of power. Owing to 
have invented certain Improvements in Dy- the mutiuil notion of the lines of foice ? tlienuig- 
S namo-Electric Machines, of which the follow- netic properties of iron, and the speed of the 
i nC r is n specification. different portions of tlie tiriu£itni 6 'Coio } these 55 

i The main objects of my invention are to in- currents are generated principally on and near 

| crease the efficiency of the machine and to fa- the surface of the armature-core, diminishing 

1 cilitate and cheapen the construction of the in strength gradually toward the center of the 
j 10 same; and to this end my invention relates to core. Their quantity is under same conditions 

the magnetic frame and the armature, and to proportional to the length of the iron body in 60 
other features of construction, hereinafter more the direction in which these currents are gen- 
i fully explained. erated. By subdividing the iron core electric- 

My invention is illustrated in the accompa- ally in this direction the generation of these 
j k nying drawings, in which Figure 1 is a longi- currents can be reduced to a great extent. Foi 
i tudinal section, and Fig. 2 a cross-section, of the instance, if the length of the armature-core is 65 

' machine. Fig. 3 is a top view, and Fig. 4 a side twelve inches, and by a suitable construction 

view of the magnetic frame. Fig. 5 is an end the same is subdivided electrically, so thatthere 

view’ of the commutator-bars, and Fig. 6 is a a re in the generating direction six in dies of iron 

' 20 section of the shaft aud commutator - bars, and six inches of intervening air-spaces or 111- 

Fig;. 7 is a diagram illustrating the coils of the sulating material, the currents will be reduced 70 
armature and the connections to the comma- to fifty per cent. 

1 tator-plates. As shown in the drawings, the armature is 

The cores c c c c of the field-magnets may be constructed of thin iron disks I) D D, of vari- 

25 tapering in botli directions, as sliown, for the ons diameters, fastened upon the armature- 

1 purposes of concentrating the magnetism upon sliaffc iu a suitable manner and aiianged ac- 7 d 

the middle of the pole-pieces. cording to their sizes, so that a series of iron 

The connecting-frame F F of the field -mag- bodies, iii, is formed, each of which dimin- 
nets is in the form indicated in the side view, ishes in thickness from the centei toward the 
I 10 Fi°\ 4 , the lower part being provided with the periphery. At both ends of the armature the 

1 spreading curved cast legs c e, so that the in a- inwardly-curved disks d d, preferably of cast- 80 

chine will rest firmly upon two base-bars, r r. iron, are fastened to the armature-shaft. 

To the lower pole, S, of the field-magnet M The armature - core being constructed as 
^. . is fastened, preferably by means of Babbitt or shown, it will be easily seen that on those por- 

other fusible diamagnetic material, the base tions of the armature that are the most remote 

- 13 which, is provided writh bearings b for the from the axis, and where the curients aie 85 

■I armature-shaft H. The base B has a projec- principally developed, the length of iron in 

tion, R, which supports the brash -holders aud the generating direction is only a small frac- 

the regulating devices, which may be of any tion of the total length of the armature-core, 

: 40 ordinary character, or may be such as shown and besides this the iron body is subdivided 

in an application of like date herewith. in the generating direction, aud therefore the 90 

• The armature is constructed with the view Foucault currents are greatly reduced. A11- 

! to reduce to a minimum the loss of power due other cause of heating is the shifting of the 

i to the transversal or Foucault currents and to poles of the armature-core. Inconsequence 

the change of polarity, and also to shorten as of the subdivision of the iron in the armature 

' much aspossible the length of the inactive and the increased surface for radiation the 95 

wire wound upon the armature-core. risk ol heating is lessened. 

It is well known that when the armature is The iron disks D D D may be insulated or 
K revolved between the poles of the field-mag- I coated with some insulating-paint, a very care- 
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ful insulation being unnecessary, as an elec- 
trical contact between several disks can only 
occur on places where the generated currents 
are comparatively weak. An armature-core 
5 constructed in the manner described may be 
revolved between the poles of the field-mag- 
nets without showing the slightest increase of 
temperature. 

The end disks, d d, which are of sufficient 
to thickness and, for the sake of cheapness, pref- 
erably of cast-iron, are curved inwardly, as 
indicated in the drawings, The extent of the 
curve is dependent on the amount of wire to 
be wound upon the armatures. In my present 
15 invention the wire is wound upon the arma- 
ture in two superimposed parts, and the curve 
of the end disks, d d, is so calculated that the 
first part— that is, practically half of the wire — 
just fills up the hollow space to the line x x; 
20 or, if the wire is wound in any other manner, 
the curve is such that when the whole of the 
wire is wound the outside mass of wires, w , and 
the inside mass of wires, w', are equal at each 
side of the plane x x. In this case it will be 
25 seen the passive or electrically-inactive wires 
are of the smallest length practicable. The 
arrangement has further the advantage that 
the total lengths of the crossing wires at the 
two sides of the plane x x are practically 
30 equal. 

To further equalize the armature-coils at 
both sides of the plates that are in contact 
with the brushes, the winding and connecting 
up is effected in the following manner: The 
35 whole wire is wound upon the" armature-core 
in two superimposed parts, which are thor- 
oughly insulated from each other. Each of 
these two parts is composed of three separated 
groups of coils. The first group of coils of the 
40 first part of wire being wound and connected 
to the commutator-bars in the usual manner, 
this group is insulated and the second group 
wound; but the coils of this second group in- 
stead of being connected to the next following 
5.5 commutator-bars, are connected to the directly- 
opposite bars of the commutator. The second 
group is then insulated and the third group 
wound, the coils of this group being connected 
to those bars to which they would be con- 
50 nected in the usual way. The wires are then 
thoroughly insulated and the second part of 
wire w r ound and connected in the same man- 
ner. Suppose, for instance, that there are 
twenty- four coils— that is, twelve in each part- 
55 and consequently twenty -four commutator- 
plates. There will be in each part three groups, 
each containing four coils, and the coils will 
be connected as follows: 

Groups. Commutaior-bars. 


60 ( First 1 — 5 

First part of wire < Second 17 — 21 

( Third 9—13 

( First 13—17 

Second part of wire Second 5— 9 

65 (Third .21—1 


In constructing the armature-core and wind- 
ing and connecting the coils in the manner in- 
dicated, the passive or electrically-inactive 
wire is reduced to a minimum, and the coils 
at each side of the plates that are in contact 
with the brushes are practically equal, and in 
this w r ay the electrical efficiency of the ma- 
chine is increased. 

_ The commutator-plates t are shown as out- 
side the bearing b of the armature-shaft. The 
shaft IT is tubular and split at the end portion, 
and the wires are carried through the same in 
any usual manner and connected to the re- 
spective commutator-plates. The commuta- 
tor-plates are upon a cylinder, u, and insu- 
lated, and this cylinder is to be properly placed 
and secured by expanding the split end of the 
shaft by a tapering screw'-plug, v. 

I do not claim herein the cores of the field- 
magnets converging toward the pole-pieces; 
nor do I claim the method of fastening the 
base to the lower field-magnet, as this lias been 
claimed in my former application on dynamo- 
electric machines. 

What I claim is — 

1 . In a dynamo-electric machine, the arma- 
ture constructed of iron disks of various di- 
ameters arranged upon the shaft in such a 
manner that a series of iron bodies is formed, 
each diminishing iii thickness from the cen- 
ter to the periphery, substantially as and for 
the purposes set forth. 

2 . In a dynamo-electric machine, the arma- 
ture-core having iron disks of various diame- 
ters, in combination with inwardly - curved 
end disks, for the purposes and substantially 
as set forth. 

3 . In a dynamo-electric machine, an arma- 
ture-core having inwardly - curved ends, in 
combination with the armature-coils, the cross- 
ing wires of w'hich coils pass into the concave 
heads and project equally, substantially as set 
forth. 

4 . In a dynamo-electric machine, an arma- 
ture having separate coils superimposed and 
connected to the commutator-plates in alter- 
nating groups, substantially as set forth. 

5 . An armature for dynamo - electric ma- 
chines, having a core composed of disks of va- 
rious diameters, in combination with separate 
superimposed coils connected to the commu- 
tator-plates in alternate groups, substantially 
as set forth. 

6. In a dynamo-electric machine, the mag- 
netic frame composed of the cores c c c c, the 
curved pole-pieces A S, and the connecting- 
frame with the curved and outwardly -pro- 
jecting legs e e, substantially as described. 

Signed by me this 12th day of January, A. 
D. 188 G. 

NIKOLA TESLA. 

Witnesses: 

Geo. T. Pinckney, 

Wallace L, Sekkell. 
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To all whom it may concern: I 

Be it known that I, Nikola Tesla, from 
SmiljanLika, border country of Austria-Hun- 
gary, residing at New York, N. Y., havein- 
5 vented certain new and useful Improvements 
in Electro-Magnetic Motors, of which the fol- 
lowing is a specification, reference being had 
to the drawings accompanying and forming a 
part of the same. 

io The practical solution of the problem of the 
electrical conversion and transmission of me- 
chanical energy involves certain requirements 
which the apparatus and systems heretofore 
employed have not been capable of fulfilling, 
te Such a solution, primarily, demands a uni- 
formity of speed in the motor irrespective of 
its load within its normal working limits. On 
the other hand, it is necessary, to attain a 
greater economy of conversion than has liere- 
20 tofore existed, to construct cheaper and more 
reliable and simple apparatus, and, lastly, the 
apparatus must be capable of easy manage- 
ment, and such that all danger from the use of 
currents of high tension, which are neces- 
25 sary to an economical transmission, may be 
avoided. 

My present invention is directed to thepro- 
duction and improvement of apparatus capa- 
ble of more nearly meeting these requirements 
30 than those heretofore available, and though I 
have described various means for the purpose, 
they involve the same main principles of con- 
struction and mode of operation, which may be 
described as follows: A motor is employed in 
35 which there are two or more independent cir- 
cuits through which alternate currents are 
passed at proper intervals, in the manner here- 
inafter described, for the purpose of effecting 
a progressive shifting of the magnetism or of 
40 the “lines of force” in accordance with the 
well-known theory, and a consequent action 
of the motor. It is obvious that a proper 
progressive shifting of the lines of force may 
be utilized to set up a movement or rotation 
4 c of either element of the motor, the armature, 
or the field -magnet, and that if the currents 
directed through the several circuits of the 
motor are in the proper direction no commu- 
tator for the motor will be required; but to 
50 avoid all the usual commutating appliances in 


the system I prefer to connect the motor-cir- 
cuits directly with those of a suitable alter- 
nate-current generator. The practical results 
of such a system, its economical advantages, 
and the mode of its construction and opera- 55 
tion will be described more in detail by ref- 
erence to the accompanying diagrams and 
drawings. 

Figures 1 to 8 and l a to 8 a , inclusive, are dia- 
grams illustrating the principle of the action 60 
of my invention. The remaining figures are 
views of the apparatus in various forms by 
means of which the invention may be carried 
into effect, and which will be described in 
their order. ‘ 65 

Referring first to Fig. 9 , which is a diagram- 
matic representation of a motor, a generator, 
and connecting-circuits in accordance with my 
invention, M is the motor, and G the gener- 
ator for driving it. The motor comprises a 70 
ring or annulus, R, preferably built up of 
thin insulated iron rings or annular plates, so 
as to be as susceptible as possible to variations 
in its magnetic condition. This ring is sur- 
rounded by four coils of insulated wire sym- 75 
metrically placed, and designated by C C G C'. 

The diametrically-opposite coils are connected 
up so as to co-operate in pairs in producing 
free poles on diametrically-opposite parts of 
the ring. The four free ends thus left are con- 80 
nected to terminals T T T' T', as indicated. 

Near the ring, and preferably inside of it, there 
is mounted on an axis or shaft, a, a magnetic 
disk, D, generally circular in shape, but hav- 
ing two segments cut away, as shown. This 85 
disk is mounted so as to turn freely within the 
ring R. The generator G is of any ordinary 
type, that shown in the present instance hav- 
ing field-magnets N S and a cylindrical arma- 
ture-core, A, wound with the two coils B B'. 90 
The free ends of each coil are carried through 
the shaft a! and connected, respectively, to in- 
sulated contact-rings bib' b’. Any conven- 
ient form of collector or brush bears on each 
ring and forms a terminal by which the cur- 95 
rent to and from a ring is conveyed. • These 
terminals are connected to the terminals of 
the motor by the wires L and L' in the' man- 
ner indicated, whereby two complete circuits 
are formed— one including, say, the coils B of icO 
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the generator O'. O' of the motor, and the other 
the remaining coils B' and C C of the generator 
and the motor. 

It remains now to explain the mode of op- 
5 eration of this system, and for this purpose I 
refer to the diagrams, Figs. .1 to 8, and 1* to 8“ 

for an illustration of the various phases through 

which the coils of the generator pass when in 
operation, and the corresponding and result- 
io ant magnetic changes produced in the motor. 

The revolution of the armature of the gener- 
ator between the field-magnets N S obviously 
produces in the coils B B' alternating currents 
the intensity and direction of which depend 
iS upon well-known laws. In the position of the 
coils indicated in Fig. 1 the current in the 
coil B is practically nil, whereas the coil B'at 
the same time is developing its maximum cur- 
rent, and by the means indicated in the de- 
2C scription of Fig. 9 the circuit including this 
coil B may also include, say, the coils C C of 
the motor, Fig. p- The result, with the proper 
connections, would be the magnetization of 
the ring R', the poles being on the line N S. 

25 The same order of connections being observed 
between the coil B and the coils C', the latter 
when traversed by a current, tend to fix the 
poles at right angles to the line N S of Fig. l a . 

It results, therefore, that when the generator- 
30 coils have made one eighth of a revolution 
reaching the position shown in Fig. 2 , both 
pairs of coils C and C' will be traversed by 
currents and act in opposition, in so far as the 
location of the poles is concerned. The posi 
35 tion of the poles will therefore be the result- 
ant of the magnetizing forces of the coils— that 
is to say, it will advance along the ring to a 
position corresponding to one-eighth of the 
revolution of the . armature of the generator, 
to In Fig. 3 the armature of the generator has 
progressed to one quarter of a revolution. At 
the point indicated the current in the coil B 
is maximum, while in B' it is nil, the latter 
coil being in its neutral position. The poles 
tS of the ring R in Fig. 3 “ will, in consequence, 
be shifted to a position ninety degrees from 
that at the start, as shown. I have in like 
manner shown the conditions existing at each 
successive eighth of one revolution in the re- 
5 3 maining figures. A short reference to these 
figures will suffice foran understanding of their 
significance. Figs. 4 and 4 ‘ illustrate the con- 
ditions which exist when the generator arma- 
ture has completed three eighths of a revolu- 

55 tion. Here both coils are generating current- 

but the coil B', having now entered the oppo- 
site field, is generating a current in the oppo- 
site direction, having the opposite magnetiz- 
ing effect; hence the resultant pole will be on 
60 the line N S, as shown. In Fig. 5 one-half of 
one revolution of the armature of the gener- 
ator has been completed, and the resulting 
magnetic condition of the ring is shown in Fig. 

5 *. In this phase coil B is in the neutral posi- 
65 tion while coil B' is generating its maximum 
current, which is in the same direction as in 
Fig. 4 . The poles will consequently be shifted 


through one half of the ring. In Fig. 6 the ar- 
mature has completed five-eighths of a revolu- 
tion. In this position coil B' develops a less 70 
powerful current, but in the same direction as 
before. The coil B, on the other hand, having 
entered a field of opposite polarity, generates 
a current of opposite direction. The resultant 

poles will therefore be in the line NS, Fig 6* 7c 

or, in other words, the poles of the ring will 
be shifted along five-eighths of its periphery'. 
Figs. 7 and 7 “ in the same manner illustrate 
the phases of the generator and ring at three- 
quarters of a revolution, and Figs. 8 and 8* 80 
the same at seven-eighths of a revolution of 
the generator-armature. These figures will 
be readily understood from the foregoing. 
When a complete revolution is accomplished, 
the conditions existing at the start are re-es* 8* 
tablishedand the same action is repeated for 3 
the next and all subsequent revolutions, and, 
iu general, it will now be seen that every revo- 
lution of the armature of the generator pro- 
duces a corresponding shifting of the poles or on 
lines of force around the ring. This effect I 
utilize in producing the rotation of a body or 
ai mature in a variety of ways— for example, 
applying the principle above described to the 
apparatus shown iu Fig. 9 . The disk D, ow- q - 
ing to its tendency to assume that position in 
which it embraces the greatest possible num- 
ber of the magnetic lines, is set in rotation, 
following the motion of the lines or the points 
of greatest attraction. IC0 

The disk D in Fig. 9 is shown as cut away 
on opposite sides; but this, I have found, is not 
essential to effecting its rotation, as a circular 
disk, as indicated by dotted lines, is also set 
in rotation. This phenomenon I attribute to 103 
a certain inertia or resistance inherent in the 
metal to the rapid shifting of the lines of force 
through the same, which results in a continu- 
ous tangential pull upon the disk, causing its 
rotation. This seems to be confirmed by the 1 10 
fact that a circular disk of steel is more effect 
ively rotated than one of soft iron, for the rea- 
son that the former is assumed to possess a 
gieater lesistance to the shifting of the macr- 
netic lines. b 

In illustration of other forms of my inven- ^ 
tion, I shall now describe the remainino-figures 
of the drawings. 

Fig. 10 is a view in elevation and part ver- 
tical section of a motor. Fig. 12 is a top view 12c 
of the same with the field in section and a dia- 
gram of connections. Fig. 11 is an end or 
side view of a generator with the fields in sec- 
tion. This form of motor may be used in place 
of that shown above. D is a cy lindrical or pc 
drum-armature core, which, for “obvious rea- 
sons, should besplit up as far as practicable to 
prevent the circulation within it of currents 
of induction. The core is wound longitudi- 
nally with two coils, E and E', the ends of which 130 
are respectively connected to insulated con- 
tact-rings add’ d’, carried by the shaft a, upon 
which the armature is mounted. The arma- 
ture is set to revolve within an iron shell, R', 
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which constitutes the field-magnet, or other 
element of the motor. This shell is preferably 
formed with a slot or opening, r, but it may 
be continuous, as shown by the dotted lines, 

5 and in this event it is preferably made of steel. 
It is also desirable that this shell should be 
divided up similarly to the armature and for 
similar reasons. As a generator for driving 
this motor 1 may use the device shown in Fig. 
io 11. This represents an annular or ring arma- 
ture, A, surrounded by four coils, F F F' F', of 
which those diametrically opposite are con- 
nected in series, so that four free ends are left, 
which are connected to the insulated contact- 
15 rings bbb' b'. The ring is suitably mounted 
on a shaft, a', between the poles N S. The 
contact-rings of each jrnir of generator- coils 
are connected to these of the motor, respect- 
ively, by means of contact-brushes and the 
20 two pairs of conductors L L and L' L', as in- 
dicated diagrammatically in Fig. 12. Now it 
is obvious from a consideration of the preced- 
ing figures that the rotation of the generator- 
ring produces currents in the coils F F', which, 
525 being transmitted to the motor-coils, impart to 
the core of the latter magnetic poles constantly 
shifting or whirling around the core. This 
effect sets up a rotation of the armature ow- 
ing to the attractive force between the shell 
I30 and the poles of the armature, but inasmuch 
as the coils in this case move relative to the 
shell or field -magnet the movement of the 
coils is in the opposite direction to the pro- 
gressive shifting of the poles. 

35 Other arrangements of the coils of both gen- 
erator and motor are possible, and a greater 
numberof circuits may be used, as will be seen 
in the two succeeding figures. 

Fig. 13 is a diagrammatic illustration of a 
40 motor and a generator constructed and con- 
nected in accordance with my invention. Fig. 
14 is an end view of the generator with its 
field-magnets in section. The field of the mo- 
tor M is produced by six magnetic poles, G' G', 
45 secured to or projecting from a ring or frame, 
H.. These magnets or poles are wound with 
insulated coils, those diametrically opposite 
to each other being connected in pairs so as to 
produce opposite poles in each pair. This 
50 leaves six free ends, which are connected to 
the terminals T T T' T'T" T". The armature, 
which is mounted to rotate between the poles, 
is a cylinder or disk, D, of wrought-iron, 
mounted on the shaft a. Two segments of 
55 the same are cut away, as shown. The gen- 
erator for this motor has in this instance 
an armature, A, wound with three coils, K 
K' K", at sixty degrees apart. The ends of 
these coils are connected, respectively, to in- 
6. sulated contact- rings e e e' e' e" e". These 
rings are connected to those of the motor in 
proper order by means of collecting-brushes 
and six wires, forming three independent cir- 
cuits. The variations in the strength and di- 
65 rection of the currents transmitted through 
these circuits and traversing the coils of the 
motor produce a steadily-progressive shifting 


of the resultant attractive force exerted by 
the poles G' upon the armature D, and conse- 
quently keep the armature rapidly rotating. 70 
The peculiar advantage of this disposition is 
in obtaining a more concentrated and power- 
ful field. The application of this principle to 
systems involving multiple circuits generally 
will be understood from this apparatus. 75 
Referring, now, to Figs. 15 and 16, Fig. 15 
is a diagrammatic representation of a modifi- 
fied disposition of my invention. Fig. 16 is a 
horizontal cross section of the motor. In this 
case a disk, D, of magnetic metal, preferably 80 
cut away at opposite edges, as shown in dot- 
ted lines in Fig. 15, is mounted so as to turn 
freely inside two stationary coils, N' N", placed 
at right angles to one another. The coils are 
preferably wound on a frame, O, of insulating 85 
material, and their ends are connected to the 
fixed terminals T T T' T'. The generator G is 
a representative of that class of alternating- 
current machinesin whichastationaryinduced 
element is employed. That shown consists of 90 
a revolving permanent or electro magnet, A, 
and four independent stationary magnets, P 
P', wound with coils, those diametrically op- 
posite to each other being connected in series 
and having their ends secured to the termi- 95 
nals t t t' t'. From these terminals the cur- 
rents are led to the terminals of the motor, as 
shown in the drawings. The mode of opera- 
tion is substantially the same as in the previ- 
ous cases, the currents traversing the coils of ico 
the motor having the effect to turn the disk 
D. This mode of carrying out the invention 
has the advantage of dispensing with the slid- 
ing contacts in the system. 

In the forms of motor above described only 105 
one of the elements, the armature or the field- 
magnet-, is provided with energizing-coils. It 
remains, then, to show how both elements may 
be wound with coils. Reference is therefore 
had to Figs. 17, 18, and 19. Fig. 17 is an end 1 10 
view of such a motor. Fig. 18 is a similar 
view of the generator with the field-magnets 
in section, and Fig. 19 is a diagram of the cir- 
cuit-connections. In Fig. 17 the field-magnet 
of the motor consists of a ring, R, preferably of 1 1 5 
thin insulated iron sheets or bands with eight 
pole pieces, G', and corresponding recesses, in 
which four pairs of coils, V, are wound. The 
diametrically opposite pairs of coils are con- 
nected In series and the free ends connected to 1 2c 
four terminals, w, the rule to be followed in 
connect ing being the same as hereinbefore ex- 
plained. An armature, D, with two coils, EE', 
at right angles to each other, is mounted to ro- 
tate in side of the field-maguetR. The ends of 125 
the armature-coils are connected to two pairs 
of contact-rings, ddd' d’, Fig. 19. The gener- 
ator for this motor may be of any suitable kind 
to produce currents of the desired character. 

In the present instance it consists of a field- 130 
magnet, N S, and an armature, A, with two 
coilsat right angles, the ends of. which are con- 
nected to four contact-rings, b bb' b', carried 
by its shaft. The circuit-connections are es- 
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tablished between the rings on the generator- 
shaft and those on the motor-shaft by collect- 
ing brushes and wires, as previously explained. 
Tn order to properly energize the field-magnet 
5 of the motor, however, the connections are so 
made with the armature coils or wires leading 
thereto that while the points of greatest at- 
traction or greatest density of magnetic lines 
of force upon the armature are shifted in one 
io direction those upon the field-magnet are made 
to progress in an opposite direction. In other 
respects the operation is identically the same 
as in the other cases cited. This arrangement 
results, in an increased speed of rotation. In 
iS Figs. 17 and 19, for example, the terminals of 
each set of field-coils are connected with the 
wires to the two armature-coils in such way 
that the field-coils will maintain opposite poles 
in advance of the poles of the armature. 

2 -> In' the drawings the field- coils are in shunts 
to the armature, but they may be in series or 
in independent Circuits. 

It is obvious that the same principle may be 
„ applied to the various typical forms of motor 
25 hereinbefore described. 

Having now described the nature of my in- 
vention and some of the various ways in w'hich 
it is or may be carried into effect, I would call 
attention to certain characteristics which the 
30 applications of the invention possess and the 
advantages which the invention secures. 

In my motor, considering for convenience 
that represented in Fig. 9, it will be observed 
that since the disk Dhas a tendency to follow 
35 continuously the points of greatest attraction, 
and since these points are shifted around the 
ring once for each revolution of the armature 
of the generator, it follows that the movement 
of the disk D will be synchronous with that of 
1° the armature A. This feature by practical 
demonstrations I have found to exist in all 
other forms in which one revolution of the 
armature of the generator produces a shifting 
of the poles of the motor through three hun- 
45 dred and.sixty degrees. 

In the particular construction shown in Fig. 
15, or in others constructed on a similar plan, 
the number of alternating impulses resulting 
from one revolution of the generator arma- 
50 ture is double as compared with the preced- 
ing cases, and the polarities in the motor are 
shifted around twice by one revolution of the 
generator-armature. The speed of the motor 
will, therefore, be twice that of the generator. 
55 The same result is evidently obtained by such 
a disposition as that shown in Fig. 17, where 
the poles of both elements are shifted in op- 
posite directions. 

Again, considering theapparatus illustrated 
60 by Fig. 9 as typk. of the invention, it is ob- 
vious that since the attractive effect upon the 
disk D is greatest when the disk is in its 
proper relative position to the poles devel- 
oped in the ring R— that is to say, when its 
65 ends or poles immediately follow those of the 
ring— the speed of the motor for all the loads 
within the normal working limits of the mo- 


tor will be practically constant. It is clearly • 
apparent that the speed can never exceed the 
arbitrary limit as determined by the gener- jo 
ator, and also that within certain limits at 
least the speed of the motor will be independ- 
ent of the strength of the current. 

It will now be more readily seen from the 
above description how far the requirements of 75 
a practical system of electrical transmission 
of power are realized in my invention. I se- 
cure, first, a uniform speed under all loads 
within the normal working limits of the mo- 
tor without the use of any auxiliary regulator; 80 
second, synchronism between the motor and 
generator; third, greater efficiency by the 
more direct application of the current, no 
commutating devices being required on either 
the motor or generator ; fourth, cheapness and 83 
simplicity ot mechanical construction and 
economy in maintenance; fifth, the capability 
of being very easily managed or controlled; 
and, sixth, diminution of danger from injury to 
persons and apparatus. ^ 

These motors may be run in series, multiple 
arc or multiple series, under conditions well 
understood by those skilled in the art. 

The means or devices for carrying out the 
principle may be varied to a far greater ex- 05 
tent than I have been able to indicate; but I 
regard as within my invention, and I desire to 
secure by Letters Patent in general, motors 
containing two or more independent circuits 
through which the operating-currents are led ice 
in the manner described. By “ independent” 

I do not mean to imply that the circuits are 
necessarily isolated from one another, for in 
some instances there might be electrical con- 
nections- between them to regulate or modify 105 
the action of the motor without necessarily 
producing a new or different action. 

I am aware that the rotation of the arma- 
ture of a motor wound with two energizing- 
coils at right angles to each other has been 1 10 
effected by an intermittent shifting of the en- 
ergizing effect of both coils through which a 
direct current by means of mechanical de- 
vices has been transmitted in alternately-op-' 
posite directions; but this method or plan Ire- 115. 
gard as absolutely impracticable for the pur- 
poses for which my invention is designed — at 
least on any extended scale — for the reasons, 
mainly, that a great waste of energy is neces- 
sarily involved unless the number of energiz- 120 
ing-circuits is very great, and that the inter- 
ruption and reversal of a current of any con- 
siderable strength by means of any known 
mechanical devices is a matter of the greatest 
difficulty and expense. I2 c 

In this application I do not claim (he method 
of operating motors which is herein involved, 
having made separate application for such 
method. 

I therefore claim the following: 130 

1. The combination, with a motor contain- 
ing separate or independent circuits on the 
armature or field-magnet, or both, of an alter- 
nating-current- generator containing induced 
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circuits connected independently to corre- 
sponding circuits in the motor, whereby a ro- 
tation of the generator produces a progressive 
shifting of the poles of the motor, as herein 
5 described. 

2 . In a system for the electrical transmis- 
sion of power, the combination of a motor pro- 
vided with two or more independent magnet- 
izing-coils and an alternating-current gener- 

io ator containing induced coils corresponding to 
the motor-coils, and circuits connecting di- 
rectly the motor and generator eoils in such 
order that the currents developed by the gen- 
erator will be passed through the correspond- 
15 ing motor-coils, and thereby produce a pro- 
gressive shifting of the poles of the motor, as 
herein set forth. 

3 . The combination, with a motor having 
an annular or ring-shaped field magnet and a 

2c cylindrical or equivalent armature, and inde- 
pendent coils on the field- magnet or armature, ! 
or both, of an alternating-current generator 
having correspondingly independent coils, 
and circuits including the generator coils and 
2 j corresponding motor coilsin such mannerthat 


the rotation of the generator causes a pro- 
gressive shifting of the poles of the motor in 
the manner set forth. 

4 . In a system for the electrical transmis- 
sion of power, the combination of the follow- 30 
ing 'instrumentalities, to wit: a motor com- 
posed of a disk or its equivalent mounted 
within a ring or annular field-magnet, which 
is provided with magnetizing-coils connected 
in diametrically-opposite pairs or groups to 33 
independent terminals, a generator having in- 
duced coils or groups of coils equal in number 
to the pairs or groups of motor-coils, and cir- 
cuits connecting the terminals of said coils to 
the terminals of the motor, respectively, and 40 
in such order that the rotation of the gener- 
ator and the consequent production of alter- 
nating currents in the respective circuits pro- 
duces a progressive shifting of the poles of the 
motor, as hereinbefore described. 

! NIKOLA TESLA. 

Witnesses: 

Frank E. Hartley, 

Frank B. Murphy. 
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To all whom it may concern: 

Be it known that I, Nikola Tesla, from 
Smiljan Lika, border country of Austria-Hun- 
gary, now residing- in New Y r ork,in the county 
5 and State of New York, have invented certain 
new and useful Improvements in Electro-Mag- 
netic Motors, of which the following is a speci- 
fication, reference being ha’d to the drawings 
accompanying and forming apart of the same. 
io In an application filed by me October 12, 
1887, No.252,132, I have shown and described, 
a novel form of electro-magnetic motor and a 
mode of operating the same, which may be 
generally described as follows: The motor is 
IS wound with coils forming independent ener- 
gizing-circuits on either the armature or field 
magnet, or both, (it js sufficient for present pur- 
poses to consider the case in which the coils 
are on the armature alone,) and these coils are 
20 connected up with corresponding circuits on 
an alternating-current generator. As the re- 
sult of this, currents of alternately -opposite 
direction are sent through the energizing-coils 
of the motor in such manner as to produce a 
25 progressive shifting or rotation of the mag- 
netic poles of the armature. This movement 
of the poles of the armature obviously tends 
to rotate the armature in the opposite direc- 
tion to that in which themovement of the poles 
30 takes place, owing to the attractive force be- 
tween said poles and the field-magnets, and the 
speed of rotation increases from the start un- 
til it equals that of the generator, supposing 
both motor and generator to be alike. 

35 As the poles of the armature are shifted in 
a direction opposite to that in which the arma- 
ture rotates, it will be apparent that when the 
normal speed is attained the poles of the 
armature will assume a fixed position relative 
4.0 to the field-magnet, and that in consequence 
the field-magnets will be energized by mag- 
netic induction, exhibiting two distinct poles, 
one in each of the pole-pieces. ' In starting 
the motor, however, the speed of the arma- 
45 ture being comparatively slow, the pole-pieces 
are subjected to rapid reversals of magnetic 
polarity; but as the speed increases these re- 
versals become less and less frequent, and 
finally cease when the movement of the arma- 
50 ture become synchronous with that of the gen- 


erator. This being the case, the field- cores and 
the pole-pieces of the motor become a mag- 
net, but by induction only. 

I have found that advantageous results are 
j secured by winding the field-magnets with a 55 
coil or coils and passing a continuous current 
through them, thus maintaining a permanent 
field, and in this feature my present invention 
consists. 

I shall now describe the apparatus wdiich I 60 
have devised for carrying out this invention 
and explain the mode of using or operating 
the same. 

Figure 1 is an end view in elevation of my 
improved motor. Fig. 2 is a part horizontal 65 
central, section, and Fig. 3 is a diagrammatic 
representation of the motor and generator 
combined and connected for operation. 

Let A A in Fig. 1 represent the legs orj)ole- 
pieces of a field-magnet, around which are 70 
coils B B, included in the circuit of a contin- 
uous-current generator, C, which is adapted 
to impart magnetism to the said poles -in the 
ordinary manner. 

D D' are two independent coils wound upon 75 
a suitable cylindrical or equivalent armature- 
core, which, like all others used in a similar 
manner, ehould be split or divided up into al- 
ternate magnetic and insulating parts in the 
usual way. This armature is mounted in non- 80 
magnetic cross-bars E E, secured to the poles 
of the field-magnet. The terminals of the ar- 
mature-coils D D' are connected to insulated 
sliding contact-rings a ab b, carried by the ar- 
mature shaft, and brushes c d bear upon these 8= 
rings to convey to the coils the currents which 
operate the motor. 

The generator for operating this motor is or 
may be of precisely identical construction; 
and for convenience of referencelhavemarked 90 
in Fig. 3 its parts, as follows: F F, the field- 
magnets, energized by a continuous current 
passing in its field-coils G G; H H', the coils 
carried by the cylindrical armature; d d e e, 
the friction or collecting rings, carried by the 9s 
armature-shaft and forming the terminals of 
the armature-coils; and the collecting- 
brushes which deliver the currents developed 
in the armature-coils to the two circuits g g', 
which connect the generators with the motor, 100 
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The operation of this system will be under- 
stood from the foregoing. The action of the 
generator, by causing a progressive shifting of 
the poles in the motor-armature, sets up in the 
5 latter a rotation opposite in direction to that 
in which the poles move. If, now, the continu- 
ous current be directed through the field coils, 
so as to strongly energize the magnet A A, the 
speed of the motor, which depends upon that 
ro of the generator, will not be increased, but the 
power which produces its rotation will be in- 
creased in proportion to the energy supplied 
through the coils B B. 

It is characteristic of this motor that its di- 
15 rection of rotation is not reversed by revers- 
ing the direction of the current through its 
field-coils, for the direction of rotation de- 
pends nob upon the polarity of the field, but 
upon the direction in which the poles of the 
20 armature are shifted. To reverse the motor, 
the connections of either of tire circuits g g' 
must be reversed. 

I have found that if the field-magnet of the 
motor be strongly energized by its coils B B 
25 and the circuits through the armature-coils 
closed, assuming the generator to be running 
at a certain speed, the motor will not start; 
but if the field be but slightly energized or in 
general in such condition that the magnetic 
30 influence of the armature preponderates in 
determining its magnetic condition the motor 
will start and, with sufficient current, will 
reach its maximum or normal speed. For this 
reason it is desirable to keep at the start and 
35 until the motor has attained its normal speed, 
or nearly so, the field-circuit open or to per- 
mit but little current to pass through it. I 
have found, however, if the fields of both the 
generator and motor be strongly energized 
40 that starting the generator starts the motor, 
and that the speed of the motor is increased 


in synchronism with the generator. Motors 
constructed and operated on this principle 
maintain almost absolutely the same speed for 
all loads within their normal working-limits; 45 
and in practice I have observed that if the 
motor be overloaded to such an extent as to 
check its speed the speed of the generator, if 
its motive power be not too great, is dimin- 
ished synchronously with that of the motor. 50 
I have in other applications shown how the 
construction of these or similar motors may 
be varied in certain well-known ways — as, for 
instance, by rotating the field about a station- 
ary armature or rotating conductors within 55 
the field; but I do not illustrate these features 
further herein, as with the illustration which 
I have given I regard the rest as within the 
power of a person skilled in the art to con- 
struct. 60 

The present form of motor is cheap, simple, 
reliable, and easy to maintain. It recxuires 
the simplest type of generator for its opera- 
tion, and when properly constructed shows a 
high efficiency. • 65 

I do not claim herein the method of trans- 
mitting power which this system involves, 
having made it the subject of another appli- 
cation for patent. 

What I claim is — 70 

The combination, with a motor having in- 
dependent energizing or armature circuits, of 
an alternating-current generator with corre- 
sponding induced circuits connected with the 
motor for effecting a progressive shifting of 75 
the poles of the motor-armature, and a source 
of continuous current for energizing the field 
of said motor, as set forth. ■ 

NIKOLA TESLA 

Witnesses: 

Fjkank B. Murphy, 

Frank' E. Hartley. 
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To all ivh'om it may concern: 

Be it known that I, Nikola Tesla, from 
Smiljan Lika, border country of Austria-Hun- 
gary, now residing at New York, in the county 
5 and State of New York, have invented certain 
new and useful Improvements in Systems of 
Electrical Distribution, of which the following 
is a specification, reference being had to the 
drawings accompanying and forming a part of 
to the same. 

This invention relates to those systems of 
electrical distribution in which a current from 
a single source of supply in a main or trans- 
mitting circuit is caused to induce by means 
15 of suitable induction apparatus a current or 
currents in an independent working circuit or 
circuits. 

The main objects of the invention are the 
same as have been heretofore obtained by the 
20 use of these systems — viz., to divide the cur- 
rent from a single source, whereby a number 
of lamps, motors, or other translating devices 
may be independently controlled and operated 
by the same source of current, and in some 
25 cases to reduce a current of high potential in 
the main circuit to one of greater quantity and 
lower potential in the independent consump- 
tion or working circuit or circuits. 

The general character of the devices em- 
30 ployed in these systems is now well under- 
stood. An alternating-current magneto-ma- 
chine is used as the source of supply. The cur- 
rent developed thereby is conducted through 
a transmission-circuit to one or more distant 
35 points at which the transformers are located. 
These consist of induction-machines of various 
kinds. In some cases ordinary forms of induc- 
tion-coil have been used with one coil in the 
transmitting-circuit and the other in a local 
40 or consumption circuit, the coils being differ- 
ently proportioned according to the work to 
be done in the consumption-circuit-“-that is 
to say, if the work requires a current of higher 
potential than that in the transmission circuit 
43 the secondary or induced coil is of greater 
length and resistance than the primary, while* 
on the other hand, if a quantity current of 
lower potential is wanted the longer coil is 
made the primary. In lieu of these devices 


various forms of electro dynamic induction- 50 
machines, including the combined motors and 
generators, have been devised. For instance, 
a motor is constructed in accordance with well- 
understood principles, and on the same arma- 
ture are wound induced coils which constitute , j 
a generator. The motor-coils are generally of 
fine wire and the generator-coils of coarser 
wire, so as to produce a current of greater 
quantity and lower potential than the line-cur- 
rent, which is of relatively high potential, to 6c 
avoid loss in long transmission. A similar ar- 
rangement is to wind coils corresponding to 
those described in a ring or similar core, and 
by means of a commutator of suitable kind to 
direct the current through the inducing-coils 65 
successively, so as to maintain a movement of 
the poles of the core and of the lines of force 
which set up the currents in the induced coils. 

Without euumeratingthe objections to these 
systems in detail, it will suffice to say that the 70 
theory or the principle of the action or opera- 
tion of these devices has apparently been so 
little understood that their proper construc- 
tion and use have up to the present time been 
attended with various difficulties and great 75 
expense. The transformers are very liable to 
be injured and burned out, and the means re- 
sorted to for curing this and other defects 
have almost invariably been at the expense of 
efficiency. 80 

The form of converter or transformer which 
I have devised appears to be largely free from 
the defects and objections to which I have al- 
luded. While I do not herein advance any 
theory as to its mode of operation, I would 85 
state that, in so far as the principal of con- 
struction is concerned, it is analogous to those 
transformers which I have above described as 
electro - dynamic induction - machines, except 
that it involves no moving parts whatever, and 9c 
is hence not liable to wear or other derange- 
ment) and requires no more attention than the 
other and more common induction-machines. 

In carrying out my invention I provide a 
series of inducing-coils and corresponding in- 95 
duced coils, which, by preference, I wind upon 
a core closed upon itself— such as an annulus or 
ring subdivided in the usual manner. The 


2 


331,970 


two sets of coils are wound side by side or su- 
perposed or otherwise placed in well-known 
ways to bring them into the most effective re- 
' lations to one another and to the core. The 
5 inducing or primary coils wound on the core 
are divided into pairs or sets by the proper 
electrical connections, so that while the coils of 
one xiair or set to co-operate in fixing the mag- 
netic poles of the core at two given diametric- 
io ally-opposite points, the coils of the other pair 
or set — assuming, forsake of illustration, that 
there are but two — tend to fix the poles ninety 
degiees from such points. 'With this induc- 
tion device I use an alternating-current gen- 

1 s erator with coils or sets of coils to correspond 

with those of the converter, and by means of 
suitable conductors I connect up in independ- 
• ent circuits the corresponding coils of the gen- 
erator and converter. It results from this 

2 that the different electrical phases in the gen- 
erator are attended by corresponding mag- 
netic changes in the converter; or, in other 
words, that as the generator-coils revolve the 
points of greatest magnetic intensity in the 

25 converter will be progressively shifted or 
whirled around. This principle I have ap- 
plied under variously-modified conditions to 
the operation of electro magnetic motors, and 
in previous applications, notably in those hav- 
30 ing Serial Nos. 252,132 and 256 , 561, 1 have de- 
scribed in detail the manner of constructing 
and using such motors. In the present appli- 
cation my object is to describe the best and 
most convenient manner of which I am at pres- 
35 ent aware of carrying out the invention as ap- 
plied to a system of electrical distribution; 
but one skilled in the art will readily under- 
stand from the description by the modifica- 
tions proposed in said applications, wherein 
40 the form of both the generator and converter 
in the present case may be modified. 

In illustration therefore of the details of 
construction which my present invention in- 
volves, I now refer to the accompanying draw- 
45 ings- 

Figure 1 is a diagrammatic illustration of 
the converter and the electrical connections of 
the same. Fig. 2 is a horizontal central cross- 
section of Fig. 1 . Fig. 3 is a diagram of the cir- 
5c cuits of the entire system, the generator being 
shown in section. 

I use a core, A, which is closed upon itself — 
that is to say, of an annular cylindrical or 
equivalent form — and as the efficiency of the 
55 apparatus is largely increased by the subdi- 
vision of this core I make it of thin strips, 
plates, or wires of soft iron electrically insu- 
lated as far as practicable. Upon this core, 
by any well-known method, I wind, say, four 
Co coils, EBB' B', which I use as primary coils, 
and for which I use long lengths of compara- 
tively fine wire. Over these coils I then wind 
shorter coils of coarser wire, 0 C 0 ' O', to con- 
stitute the induced or secondary coils. The 
65 construction of this' or any equivalent form of 
converter may be carried further, as above 


pointed out, by inclosing these coils with iron — 
as, for example, by winding over the coils a 
layer or layers of insulated iron wire. 

The device is provided with suitable bind- 70 
ing-posts, to which the ends of the coils are 
led. The diametrically-opposite coils B B and 
B'B'are connected, respectively, in series, and 
the four terminals are connected to the bind- 
ing-posts 1 2 3 4 . The induced coils are con- 75 
nected together in any desired manner. For 
example, as shown in Fig. 3 , C C may be con 
nected in multiple arc when a quantity cur- 
rent is desired — as for running a group of in- 
candescent lamps, D — wTiile 0 ' 0 ' may be in- 80 
dependency connected in series in a circuit 
including arc lamps or the like. The gener- 
ator in this system will be adapted to the con- 
verter in the manner illustrated. For exam- 
ple, in the present case I employ a pair of or- S5 
dinary inermanent or electro magnets, E E, 
between which is mounted a cylindrical arma- 
ture on a shaft, F, and wound with two coils, 

G G'. The terminals of these coils are con- 
nected, respectively, to four insulated contact 90 
or collecting rings, IT IT IT' IT, and the four 
line circuit-wires L connect the brushes IT, 
bearing on these rings, to the converter in the 
order shown. Noting the results of this com- 
bination, it will be observed that at a given 95 
point of time the coil G is in its neutral posi- 
tion and isgeneratinglittle or no current, while 
the other coil, G', is in a position where it ex- 
erts its maximum effect. Assuming coil G to 
be connected in circuit with coils B B of the too 
converter, and coil G' with coils B' B', it is 
evident that the poles of the ring A will be 
determined by coils B' B' alone; but as the 
armature of the generator revolves, coilG de- 
delops more current and coil G' less, until G 105 
reaches its maximum and G' its neutral posi- 
tion. The obvious result will be to shift the 
poles of the ring A through one-quarter of 
its periphery. The movement of the coils 
through the next quarter of a turn, during no 
w'hich coil G' enters a field of opposite po- 
larity and .generates a current of opposite 
direction and increasing strength, while coil 
G, in passing from its maximum to its neu- 
tral jmsition generates a current of decreas- 115 
ing strength and same direction as before, 
causes a further shifting of the poles through 
the second quarter of the ring. The sec- 
ond half-revolution will obviously be a repe- 
tition of the same action. By the shifting of 120 
the poles of the ring A a powerful dynamic 
inductive effect on the coils C C' is produced. 
Besides the currents generated in the second- 
ary coils by dynamo-magnetic induction other 
currents will be set up in the same coils in con- 125 
sequence of any variations in the intensity of 
the poles in the ring A. This should be avoided 
by maintaining the intensity of the poles con- 
stant, to accomplish wTiich care should be 
taken in designing and proportioning the gen- 130 
erator and in distributing the coils in the ring 
A and balancing their effect. When this is 


done, the currents are produced by dynamo- 
magnetic induction only, the same result be- 
ing obtained as though the poles were shifted 
by a commutator with an infinite number of 
5 segments. 

The modifications which are applicable to 
other forms of converter are in many respects 
applicable to this. I refer more particularly 
to the form of the core, the relative lengths 
io and resistances of the primary and secondary 
coils, and the arrangements for running or op- 
erating the same. 

The new method of electrical conversion 
which this system involves I have made the 
15 subject of another application, and I do not 
claim it therefore herein. 

Without limiting myself therefore to any 
specific form, what I claim is — 

1. The combination, with a core closed upon 
20 itself, inducing or primary coils wound thereon 
and connected up in independent pairs or sets, 
and induced or secondary coils wound upon 
or near the primary coils, of a generator of 
alternating currents and independent eonnec- 
25 tions to the primary coils, whereby by the op- 
eration of the generator a progressive shifting 
of the poles of the core is effected, as set forth. - 


2 . The combination, with an annular or simi- 

lar magnetic core and primary and secondary 
coils wound thereon, of an alternating - cur- 30 
rent generator having induced or armature 
coils corresponding to the primary coils, and 
independent circuits connecting the primary 
coils with the corresponding coils of the gen- 
erator, as herein set forth. -25 

3 . The combination, with independent elec- 
tric transmission-circuits, of transformers con- 
sisting of annular or similar cores wound with 
primary and secondary coils, the opposite pri- 
mary coils of each transformer being connected 40 
to one of the transmission-circuits, an alter- 
nating-current generator with independent in- 
duced or armature coils connected with the 
transmission-circuits, whereby alternating cur- 
rents may be directed through the primary 45 
coils of the transformers in the order and man- 
ner herein described. 

NIKOLA TESLA. 

Witnesses: 

Robt. H. Duncan, 

Robt. P. Gaylord. 
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To all whom it may concern: 

Be it known that I, Nikola Tesla, a sub- 
ject of the Emperor of Austria, from Smiljan, 
Lika, border country of Austria-Hungary, now 
5 residing at New York, in the county and State 
of New York, have invented certain new and 
useful Improvements in Electro-Magnetic Mo- 
tors, of which the following is a specification, 
reference being had to the drawings aceom- 
ro panying and forming a part of the same. 

In a former application, filed October 12, 
1887, No. 252,132, 1 have shown and described 
a mode or plan of operating electric motors by 
causing a progressive shifting of the poles of 
15 one or both of the parts or elements of a mo- 
tor — that is to say, of either the field magnet 
or magnets or armature, or both. I aceom- 
- plish this by constructing a motor with two or 
more independent energizing-circuits, on the 
20 field-magnets, for example, and I connect these 
up with corresponding induced or generating 
circuits in an alternating-current generator, so 
that alternating currents are caused to trav- 
erse the motor - circuits. By so doing the 
25 poles of the field-magnet of the motor are pro- 
gressively shifted, and by their attraction upon 
a rotary armature set up a rotation in the lat- 
ter in the direction of the movement of the 
poles. In this case, However, the rotation is 
3c produced and maintained by the direct attrac- 
tion of the magnetic elements of the motor. I 
have discovered that advantageous results may 
be secured in this system by utilizing the shift- 
ing of the poles primarily to setup currents in 
35 a closed conductor located -within the influence 
of the field of the motor, so that the rotation 
may result from the reaction of such currents 
upon the field. 

To illustrate more fully the nature of the in- 
40 vention Irefer to the accompanying drawings. 

Figure 1 represents in side elevation the 
operative parts or elements of a motor em- 
bodying the principles of my invention, and 
in section the generator for operating the same. 
45 Pig. 2 is a horizontal central section of the mo- 
tor in Pig. l,the circuits being shown partly in 
diagram. Fig. 3 is a modified form of motor 
in side elevation. Pig. 4 is a central horizon- 
tal cross-section of Pig. 3. 

50 In Pigs. 1 and 2, A is an annular core of soft 
iron, preferably laminated or formed of in- 


sulated sections, so as to be susceptible to rapid 
variations of magnetism. This core is wound 
with four coils, C C C' O', the diametrically-op- 
posite coils being connected in the same cir- 55 
cuit, and the two free ends of each pair being 
brought to the terminals t and £', respectively, 
as shown. Within this annular field-magnet 
A is mounted a soft-iron cylinder or disk, D, 
on an axis, a, in bearings b b, jiroperly sup- 60 
ported by the frame-work of the machine. 

The disk carries two coils, E E', of insulated 
wire, wound at right angles to one another, and 
having their respective ends joined, so that 
each coil forms a separate closed circuit. 6g 
In illustration of the action or mode of op- 
eration of this apparatus, let it be assumed that . 
the annular field-magnet A is permanently 
magnetized, so as to present two free poles dia- 
metrically opposite. If suitable mechanical 70 
provision be now* made for rotating the field- 
magnet around the disk, the apparatus exem- 
plifies the conditions of an ordinary magneto- 
generator, and currents would be, set up in the 
coils or closed conductors E E' on the disk D. 75 
Evidently these currents would be the most 
powerful at or near the points of the greatest 
density of the lines of force, and they would, 
as in all similar cases, tend, at least theoreti- 
cally, to establish magnetic poles in the disk 8o _ ~ 
D at right angles to those in the annular field- 
magnet A. As a- result of the well-known 
reaction of these polarities upon each other, 
a more or less powerful tendency in the disk 
to rotate in the same direction as that of the 85 
field-magnet would be established. If, on the 
other hand, the ring or annular field-magnet 
A be held stationary and its magnetic poles 
progressively shifted by passing through its 
coils C O' properly-alternated currents, it is go 
obvious that similar results will follow, for 
the passage of the currents causing the shift- 
ing or whirling of the poles of the field-mag- 
net A- induces currents in the closed circuits 
of the armature coils E E', with the result of 95 
setting up a rotation of the diskD in the same 
direction of such shifting. Inasmuch as the 
currents are always induced or generated in 
the coils E E' in the same manner, the poles 
of the disk or cylinder follow continuously ic.o 
the poles of the annular field-magnet, main- 
taining, at least theoretically, the same rela- 
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tive positions. This results in an even and 
perfect action of the apparatus. 

In order that the system as a whole may be 
better understood, I shall now describe the 
5 mode or plan devised by me for producing the 
currents that effect the progressive shifting of 
the poles of the motor. 

In Pig. 1, B B' are the poles or pole-pieces 
of an alternating-current generator. "They 
io are permanently magnetized and of opposite 
polarity. P is a cylindrical or other armature 
containing the independent coils G G'. These 
coils are wound at right angles, so that while 
one is crossing the strongest portion of, the 
1 5 field of force the other is at the neutral point. 
The coils G G' terminate in the two pairs of 
insulated collecting-rings/ and /',upon which 
bear the brushes# g'. Pour wires connect the 
motor-terminals t and i' with the brushes g and 
20 respectively. When the generator is ro- 
tated, the coil G will at the certain point shown 
in the drawings be" generating its maximum 
current, while coil G' is neutral. Let it be as- 
sumed that this current is conveyed from the 
25 rings/ / to the terminals 1 1 and through the 
coils 0 C. Its effect will be to establish poles 
in the ring midway between the two coils. 
By the further rotation of the generator the 
coil G' is brought within the influence of the 
30 field and begins to produce a current, which 
grows stronger as the said coil approaches 
the maximum points of the field, while the 
current produced in the coil G- diminishes as 
the said coil recedes from those points. The 
35 current from the coil G', being conveyed to 
the terminals t' t' and through coils O' O', has 
a tendency to establish poles at right angles 
to those set up by the coils C C; but owing 
to the greater effect of the current in coils 0 
40 C the result is merely to advance the poles 
from the position in which they would remain 
if due to the magnetizing influence of coils 0 
G alone. This progression continues for a 
quarter-revolution until coil G G becomes 
45 neutral and coil G' G' produces its maximum 
current. The action described is then re- 
peated, the poles having been shifted through 
one-half of the field, or a half-revolution. The 
second half revolution is accomplished in a 
50 similar way, the same polarity being main- 
tained in the shifting poles by the movement 
of the generator - coils alternately through 
fields of opposite polarity. 

The same principle of operation may be ap- 
55 plied to motors of various forms, and I have 
shown one of such modified forms in Figs. 3 
and 4 of the drawings. In these figures, M M' 
are field-magnets secured to or forming part 
of a frame, F', mounted on a base, P. "These 
60 magnets should be laminated or comjmsed of 
a number of electrically-insulated magnetic 
sections, to prevent the circulation of induced 
currents and to render them capable of rapid 
magnetic changes. These magnetic cores or 
65 poles are wound with insulated coils G C', the 
diametrically-opposite coils being connected 


together in series and their free ends brought 
to terminals t t 1 , respectively. Between the 
poles there is mounted, in bearingsin the cross- 
pieces G", a cylindrical iron core, D, which, 70 
in order to prevent the formation of eddying 
currents, and the loss consequent thereon, is 
subdivided in the usual way. Insulated con- 
ductors or coils are applied to the cylinder D 
longitudinally, and for these I may employ 75 
copper plates E E', which are secured to the 
sides and ends of the cylindrical core in well- 
known ways. These plates or conductors may 
form one or preferably several independent 
circuits around the core. In the drawings two 80 
of such circuits areshown, formed respectively 
by the conductors E and E', which are insu- 
lated from each other. It is advantageous also 
to slot these plates longitudinally, to prevent 
the formation of eddy currents and waste of 85 
energy. 

From what has now been given the opera- 
tion of this apparatus will be readily under- 
stood. To the binding-posts t V are connected 
the proper circuits from the generator to cause go 
a progressive shifting of the resultant mag- 
netic poles produced by the magnets M upon 
the armature. Thus currents are induced in 
the closed circuits on the core, which, energiz- 
ing the core strongly, maintain a powerful at- 95 
traction between the same and the field, which 
causes a rotation of the armature in the direc- 
tion in which the resultant poles are shifted. 

The particular advantage of the construc- 
tion illustrated in Figs. 3 and 4 is that a con- 100 
centrated and powerful field is obtained and 
a remarkably powerful tendency to rotation 
in the armature secured. The same results 
may be obtained in the form illustrated in 
Figs. 1 and 2 , however, by forming polar pro- 105 
jeetions on the field and armature cores. 

When these motors are not loaded, but run- 
ning free, the rotation of the armature is nearly 
synchronous with the rotation of the poles of 
the field, and under these circumstances very nc; 
little current is perceptible in the coils E E'; 
but if a load is added the speed tends to di- 
minish and the currents in coils EE' arc aug- 
mented, so that the rotary effort is increased 
proportionately. ng 

Obviously the principle of this invention is 
capable of many modified applications, most of 
which follow' as a matter of course from the 
constructions described. For instance, the 
armature-coils, or those in which the currents 120 
are set lip by induction, may be held stationary' 
and the alternating currents from the genera- 
tor conducted through the rotating inducing 
or field coils by means of suitable sliding con- 
tacts. It is also apparent that the induced 12; 
coils may he movable and the magnetic parts 
of the motor stationary; hut I have illustrated 
these modifications fully' in the application to 
which reference has herein been made. 

In the ease of motors wound with independ- 13c 
ent field and armature circuits and operated 
by shifting their poles, as described in my said 
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prior application, I may by short circuiting 
the armature-coils apply the present invention 
in order to obtain greater power on starting. 

An advantage and characteristic feature of 
5 m otors constructed and operated in accordance 
with this invention is their capability of al- 
most instantaneous reversal by a reversal of 
one of the energizing-currents from the gen- 
erator. This will be understood from a con- 
ic siderationof the working conditions. Assum- 
ing the armature to be rotating in a certain di- 
rection following the movement of the shifting 
poles, then reverse the direction of the shift- 
ing, which may be done by reversing the con- 
15 nections of one of the two energizing-circuits. 
If it be borne in mind that in a dynamo-elec- 
tric machine the energy developed is very 
nearly proportionate to the cube of the speed, 
it is evident that at such moment an extra- 
20 ordinary power is brought to play in reversing 
the motor. In addition to this the resistance 
of the motor is very greatly reduced at the 
moment of reversal, so that a much greater 
amount of current passes through the energiz- 
25 ing-circuits. 

The phenomenon alluded to — viz., the varia- 
tion of the resistance of the motor apparently 
like that in ordinary motors — I attribute to the 
variation in the amount of self-induction in 
30 the primary or energizing circuits. 

These motors presentnumerous advantages, 
chief among which are their simplicity, relia- 
bility, economy in construction and mainte- 
nance, and their easy and dangerless manage- 
35 ment. As no commutators are required on 


either the generators or the motors, the system 
is capable of a very perfect action and involves 
but little loss. 

I do not claim herein the mode or plan of 
producing currents in closed conductors in a 40 
magnetic field which is herein disclosed, except 
in its application to this particular purpose; 
but 

What I claim is — 

1 . The combination, with a motor contain- 1.5 
ing independent inducing or energizing cir- 
cuits and closed induced circuits, of an alter- 
nating-current generator having induced or 
generating circuits corresponding to and con- 
nected with the energizing-circuits of the mo- 50 
tor, as set forth. 

2 . An electro - magnetic motor having its 
field-magnets wound with independent coils 
and its armature with independent closed coils, 

in combination with a source of alternating 55 
currents connected to the field-coils and capa- 
ble of progressively shifting the poles of the 
field-magnet, as set forth. 

3 . A motor constructed with an annular 
field-magnet wound with independent coils 60 
and a cylindrical or disk armature wound with 
closed coils, in combination with a source of 
alternating currents connected with the field- 
magnet coils and acting to progressively shift 

or rotate the poles of the field, as herein set 
forth. 

NIKOLA TESLA. 

Witnesses: 

Frank B. Murphy, 

Frank E. Hartley. 
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To all whom it may concern; 

Be it known tliat I, Nikola Tesla, from 
Smiijan, Lika, border conntry of Austria-Hun- 
gary, and residing in the city, county, and State 
of New York, have invented certain new and 
useful Improvements in the Transmission of 
Power, of which the following is a specification, 
reference being had to the drawings accom- 
panying and forming a part of the same. 

This application is a division of an applica- 
tion filed by me October 12, 1887, No. 252,132. 

The practical solution of the problem of the 
electrical conversion and transmission of me- 
chanical energy in volves certain requirements 
which the apparatus and systems heretofore 
employed have not been capable of fulfilling. 
Such a solution primarily demands a uni- 
formity of speed in the motor irrespective of 
its load within its normal working limits. On 
the other hand, it is necessary, to attain a 
greater economy of conversion than has here- 
tofore existed, to construct cheaper and more 
reliable and simple apparatus, and such that 
all danger from the use of currents of high 
tension; which are necessary to an economical 
transmission, may be avoided. 

My present invention is a new method or 
mode of effecting the transmission of power 
by electrical agency, whereby many of the 
t present objections are overcome and great 
economy and efficiency secured. 

In carrying out my invention I employ a 
motor in which there are two or more inde- 
pendent energizingcircuits, through which I 
; pass, in die manner hereinafter described, al- 
ternating currents, effecting thereby a progres- 
sive shifting of the magnetism or of the “lines 
offorce,’’ which, in accordance with well-known 
theories, produces the action of the motor. 

) It is obvious that a proper progressive shift- 
ing of the lines of force may be utilized to set 
up a movement or rotation of either element 
of the motor, the armature, or the field- magnet, 
and that if the currents directed through the 
5 several circuits of the motor are in proper di- 
rection no commutator for the motor will be 
required; but to avoid all the usual commu- 
tating appliances in the system I connect the 
motor-circuits directly with those of a suitable 
9 alternating-current generator. The practical 
results of such a system, its economical advan- 


tages, and the mode of its construction and 
operation will be described more in detail by 
reference to the accompanying diagrams and 
drawings. 55 

Figures 1 to 8 and 1" to 8% inclusive, are dia- 
grams illustrating the principle of the action 
of my invention. The remaining figures are 
views of the apparatus in various forms by 
means of which the invention may be carried 6o 
into effect, and which will be described in their 
order. 

Referring first to Fig. 9, which is a dia- 
grammatic representation of a motor, a gen- , 
erator, and connecting-circuits in accordance 65 
with my invention, M is the motor, and G 
the generator for driving it. The motor com- 
prises a ring or annulus, R, preferably built 
up of thin insulated iron rings or annular . 
plates, so as to be as susceptible as possible to 70 
variations in its magnetic condition. Thisring 
is surrounded by four coils of insulated wire 
symmetrically placed and designated by CCC' 

C'. The diametrically-opposite coils are con- 
nected upso as to co-operatein pairs in produc- 75 
ing free poles on diametrically-opposite parts 
of the ring. The four free ends thus left are 
connected to terminals TTT T', as indicated. 

Near the ring, and - preferably inside of it, 
there is mounted on an axis or shaft a mag- 80 
netic disk, C, generally circular in shape, but 
having two segments, cut away as shown. 

1 This disk is mounted so asto turn freely within 
the ring R. The generator G is of any ordi- 
nary type, that shown in the present instance 85 
having field-magnets N S and a cylindrical ar- 
mature-core, A, wound with the two coils B 
B'. The free ends of each coil are carried 
through the shaft a' and connected, respect- 
ively, to insulated contact-rings b b V V. Any 90 
convenient form of collector or brush bears on 
. each ring and forms a terminal by which the 
current to and from a ring is conveyed. These 
terminals are connected to the terminals of the 
motor by the wires L and L' in the manner in- 95 „ 
dicated, whereby two complete circuits are 
formed, one including, say, the coils B of the 
generator and C C of the motor and the other 
the remaining coils B' and O' O' of the gen- 
erator and the motor. tco 

It remains now to explain the mode of op- 
eration of this system, and for this purpose I 
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refer to the diagrams, Figs. 1 to 8 and 1“ to 8“, 
for an illustration of the various -phases 
through which the coils of the generator pass 
when in operation, and the corresponding and 
5 resultant magnetic changes produced in the 
motor. The revolution of the armature of the 
generator between the field-magnets N S ob- 
viously produces in the coils B B' alternating 
currents the intensity and direction of .which 
to depend Upon well-known laws. In the posi- 
tion of the coils indicated in Fig. 1 the current 
in the coil B is practically nil, whereas the 
coil B' at the same time is developing its 
maximum current, and by the means indicated 
15 in the description of Fig. 9 the circuitinclud- 
ing this coil may also include, say, the coils C 
C of the motor, Fig. 1 “. The result, with the 
proper connections, would be the magnetiza- 
tion of the ring E, the poles being on the line 
20 NS. The same, order of connections being 
observed between the coil B and the coil C', 
the latter when traversed by a current tend to 
fix the poles at right angles to the line N S of 
Fig. 1 \ It results, therefore, that when the 
25 generator- coils have made one-eighth of a re- 
volution, reaching the position shown in Fig. 
2 , both pairs of coils, C and O', will be trav- 
ersed by current and act in opposition in so 
far as the location of the poles is concerned. 
30 The position of the poles will therefore be the 
resultant of the magnetizing forcesof the coils — 
that is to say, it will advance along the ring to 
a position corresponding to one-eighth of the 
revolution of the armature of the generator. 

35 In Fig. 3 the armature of the generator has 
progressed to one-fourth of a revolution. At 
the point indicated the current in the coil B 
is maximum, while in B' it is nil, the latter 
coil being in its neutral, position. The poles ‘ 
40 of the ring E in Fig, 3 “ will in consequence be 
shifted to a position ninety degrees from that 
at the start, as shown. , I have in like manner 
shown the conditions existing at each succes- 
sive eighth of one revolution in the remaining 
45 figures. A short reference to these figures will 
suffice to an understanding of their. signifi- 
cance. 

Figs. 4 and 4 * illustrate the conditions which 
exist when the generator-armature has coth- 
50 pleted three-eighths of a revolution. Here 
both coils are generating currents; but the coil 
B', having now entered the opposite field, is 
generating a current in the opposite direction 
having the opposite magnetizing effect; hence 
.55 the resultant pole will be on the line N S, as 
shown. 

In Fig. 5 one-half of one revolution of the 
armature of the generator has been completed, 
and the resulting magnetic condition of the 
60 ring is shown in Fig. 5 °. In this phase coil B 
is in the neutral position, while coil B' is gen- 
erating its maximum current, which is in the 
same direction as in Fig. 4 . The poles will 
consequently be shifted through one half of 
65 the ring. 

In Fig. 6 the armature has completed five- 
eighths of a revolution. In this position coil 


B' develops a less powerful current, but in the 
same direction as before. The coil B, on the 
other hand, having entered a field of opposite 
polarity, generates a current of opposite di- 
rection. The resultant poles will therefore be 
in the line N S, Fig. 6"; or, in other words, 
the poles of the ring will be shifted along five- 
eighths of its periphery. 

Figs. 7 and 7 a in the same manner illustrate 
the phases of the generator and ring at three- 
quarters of a revolution, and Figs. 8 and 8* 
the same at seven eighths of a revolution of 
the generator-armature. These figures will be 
readily understood from the foregoing. 

When a complete revolution is accomplished, 
the conditions existing at the start are re-es- 
tablished, and the same action is repeated for 
the next and all subsequent revolutions, and in 
general it will now be seen that every revolu- 
tion of the armature of the generator produces 
a corresponding shifting of the poles or lines 
of force around the ring. This effect I utilize 
in producing the rotation of a body or arma- 
ture in a variety of ways — for example, apply- 
ing the principle above described to theappa- 
ratus shown in Fig. 9 . The disk D, owing to 
its tendency to assume that position in which 
it embraces the greatest possible number of the 
magnetic lines, is set in rotation, following the 
motion of the lines or the points of greatest 
attraction. 

The disk D in Fig. 9 is shown as cut away 
ou opposite sides; but this I have found is not 
essential to effecting its rotation, as a circular 
disk, as indicated by dotted lines, is also set 
in rotation. This phenomenon I attribute to 
a certain inertia or resistance inherent in the 
metal to the rapid shifting of the lines of force 
through the same, which results in a continu- 
ous tangeutial pull upon the disk, causing its 
rotation. This seems to be confirmed by the 
fact that a circular disk of steel is more effect- 
ively rotated than one of soft iron, for the rea- 
son that the former is assnmed to possess a 
greater resistance to the shifting of the mag- 
netic lines. 

In illustration of other forms of apparatus 
by means of which I carry out my invention, 
I shall now describe the remaining figures of 
the drawings. 

Fig. 10 is a view in elevation and part ver- 
tical section of a motor; Fig. 12 is a top view 
of the same with, the field in section and- a 
diagram of connections. Fig, 11 is an end or 
side view of a generator with the fields in sec- 
tion. This form of motor may be used in place 
of that shown. 

D is a cylindrical or drum armature- core, 
which, for obvious reasons, shonld bd split up 
as far as practicable topreventthe circulation 
within it of currents of induction. The core 
is wound longitudinally with two coils, B and 
E', the ends of which are respectively con- 
nected to insulated contact-rings ddi S, car- 
ried by theBhaft a, upon which the armature 
is mounted. 

The armature is set to revolve within an 
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iron shell, R, which constitutes the field-mag- 
net or other element of the motor. This shell 
is preferably formed with a slot or opening, r; 
but it may be continuous, as shown by the 
5 dotted lines, and in this event it is preferably 
made of steel. It is also desirable that this 
shell should be divided up similarly to the 
armature, and for similar reasons. As a gen- 
erator for driving this motor, I may use the 
to device shown in Fig. 11. This represents an 
annular or ring armature, A, surrounded by 
four coils, F F F' F, of which those diamet- 
rically opposite are connected in series, so 
that four free ends are left, which are con- 
1 5 nected to the insulated contact- rings bbb' b’. 
The ring is suitably mounted on a shaft, a', 
between the poles N S. The contact-rings of 
each pair of generator coils are connected to 
those of the motor, respectively, by means of 
20 contact-brushes and the two pairs of conduct- 
ors, L L and 1/ L', as indicated diagrammat- 
ieally in Fig. 13. 

Now, it is obvious from a consideration of 
the preceding figures that the rotation of the 
25 generator- ring produces currents in the coils 
FF, which, being transmitted to the motor- 
coils, impart to the core of the latter magnetic 
poles constantly shifting or whirling around 
the core. This effect sets up a rotation of the 
30 armature, otving to the attractive force between 
the shell and the poles of the armature; but 
inasmuch as the coils in this case move rela- 
tively to the shell or field-magnet the move- 
ment of the coils is in the opposite direction 
.35 t0 the progressive shifting of the poles. 

Other arrangements of the coils of both gen- 
erator and motor are possible, and a greater 
number of circuits may be used, as will- be 
seen in the two succeeding figures, 
to Fig. 13 is a diagrammatic illustration of a 
motor and a generator connected and con- 
structed in accordance with my invention. 
Fig. 14 is an end view of the generator with 
its field-magnets in section. 

45 The field of the motor M is produced by six 
magnetic poles, G'G', secured to or projecting 
from a ring or frame, H. These magnets or 
poles are wound with insulated coils, those 
diametrically opposite to each other being con- 
50 nected in pairs, so as to produce opposite poles 
in each pair. This leaves six free ends, which 
are connected to the terminals T T T' T' T" T". 
The armature which is mounted to rotate be- 
tween the poles is a cylinder or disk, D, of 
55 wrought-iron, mounted on the shaft a. Two 
segments of the same are cut away, as shown. 
The generator for this motor has in this in- 
stance an armature, A, wound with three 
coils, K K' 3L", at sixty degrees apart. The 
60 ends of these coils are connected, respectively, 
to insulated contact rings e eeVe"e". These 
rings are connected to those of the motor in 
proper order by means of collecting-brushes 
and six wires, forming three independent cir- 
65 cuits. The variations in the strength and di- 
rection of the currents transmitted through 
these circuits and traversing the coils of the 


motor produce a steadily-progressive shifting 
of the resultant attractive force exerted by the 
poles G' upon the armature D, and conse- 70 
quently keep the armature rapidly rotating. 

The peculiar advantage of this disposition is 
in obtaining a more concentrated and power- 
ful field. The application of this principle to 
systems involving multiple circuits generally 75 
will be understood from this apparatus. 

Referring now to Figs. 15 and 16, Fig. 15 is 
a diagrammatic representation of a modified 
disposition of my invention. Fig. 16 is a hori- 
zontal cross-section of the motor. In this case 80 
a disk,- D, of magnetic metal, preferably cut 
away at opposite edges, as shown in dotted 
lines in the figure, is mounted so as to turn 
freely inside two stationary coils, N'N", placed 
at right angles to one another. The coils are 85 
preferably wound on a frame, O, of insulating 
material, and their ends are connected to the 
fixed terminals T TT' T'. The generator G is 
a representative of that class of alternating- 
current machines in which a stationary in- 90 
duced element is employed. Thatshown con- 
sists of a revolving permanent or electromag- 
net, A, and four independent stationary mag- 
nets, P P', wound with coils, those diamet- 
rically opposite to. each other being connected 93 
in series and having their ends secured to the 
terminals ttf t'. From these terminals the 
currents are led to the terminals of the motor, 
as shown in the drawings. The mode of op- 
eration is substantially the same as in the pre- 100 
vious cases, the currents traversing the coils 
of the motor having the effect to turn the disk 
D. This mode of carrying out the invention 
has the advantage of dispensing with the slid- 
ing contacts in the sy stem. I0 5 

In the forms of motor above described only 
one of the elements— the armature or the field- 
magnet — is provided with energizing- coils. It 
remains, then, to show how both elements may 
be wound with coils. Reference is therefore no 
had to Figs. 17, 18, and 19. Fig. 17 is an end 
view of such a motor. Fig. 18 is a similar 
view of the generator, with' the field-magnets 
in section; and Fig. 19 is a diagram of the cir- 
cuit-connections. In Frg. 17 the field-magnet 1 15 
of the motor consists of a ring, R, preferably 
of thin insulated iron sheets or bands, with 
eight pole-pieces, G, and corresponding- re- 
cesses in which four pairs of coils, Y, are 
wound. The diametrically-opposite pairs of 120 
coils are connected in series and the free ends 
connected to four terminals, w, the rule to be 
followed in connecting being the same as here- 
inbefore explained. An armature, D, with two 
coils, E If, at right angles to each other, is 125 
mounted to rotate inside of the field-magnet 
R. The ends of the armature-coils are con- 
nected to two pairs of contact-rings, d&g <t. 

The generator for this motor may be of any 
suitable kind to produce currents of the de- 130 
sired character. In the present instance P 
consists of a field-magnet, N S, and an arma- 
ture, A, with two coils at right angles, the 
ends of. which are connected to four contact- 
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rings, bbb' b', carried by its shaft. The cir- 
cuit-connections are established between the 
rings on the generator-shaft and those on the 
motor-shaft by collecting brushes and wires, as 
5 previously explained. In order to properly 
energize the field-magnet of the motor, how- 
ever, the connections are so made with the 
armature-coils by wires leading thereto that 
while the points of greatest attraction or great- 
io est density of magnetic lines of force upon the 
armature are shifted in one direction those 
upon the field-magnet are madetoprogressin 
an opposite direction. In other respects the 
operation is identically the same, as in the 
15 other cases cited. This arrangement results 
in an increased speed of rotation. 

In Figs. 17 and 19 , for example, theterminals 
of each set of field-coils are connected with the 
wires to the two armature-coils in such a way 
2c that the field-coils wi]l maintain opposite poles 
in advance of the poles of the armature. 

In the drawings the field-coils are in shunts 
to the armature; but they may be in series or 
in independent circuits. 

25 It is obvious that the same principle may 
be applied to the various typical forms of mo- 
tor hereinbefore described. 

Having now described the nature of my in- 
vention and some of the various ways in Which 
30 it is or may be carried into effect, I would call 
attention to certain characteristics which the 
applications of the invention possess, and the 
advantages which it offers. 

In my motor, considering, for convenience, 
35 that represented in Fig. 9 , it will be observed 
that since the dish D has a tendency to follow 
continuously the points of greatest attraction, 
and since these points are shifted around the 
ring once for each revolution of the armature 
40 of the generator, it follows that the move- 
ment of the disk D will be synchronous with 
that of the armature A. This feature by 
practical demonstration I have found to ex- 
ist in all other forms in which one revolution 
45 of the armature of the-generator produces a 
shifting of the poles of the motor through 
three hundred and- sixty degrees. 

In the particular modification shown in Fig. 
15 , or in others constructed on a similar plan, 
50 the number of alternating impulses resulting 
from one revolution of the generator-armature 
is double as compared with the preceding 
cases, and the polarities in the motor are 
shifted, around twice by one revolution of the 
55 generator-armature/ The speed of the motor 
will therefore be twice that of the generator. 
The same result is evidently obtained by such 
a disposition as that shown in Fig. 17 , where 
the poles pf both elements are shifted in op- 
60 posite directions. 

Again, considering the apparatus illustrated 
by Fig. 9 as typical of the invention, it is ob- 
vious that since the attractive effect upon the 
disk D is greatest when the disk is in its proper 
65 relative position to the poles developed in the 
ring R— that is to say, when its ends or poles 
immediately follow those of the ring— the 


speed of the motor for all loads within the 
normal working limits of the motor will be 
practically constant. 

It is clearly apparent that the speed can 
never exceed the arbitrary limit as determined 
by the generator, and also that within certain 
limits, at least, the speed of the motor will be 
independent of the strength of the current. 

It will now be more readily seen from the 
above description how far the requirements of 
a practical system of electrical transmission 
of power are realized in my invention. I se- 
cure, first, a uniform speed under all loads 
within the normal working limits of the mo- 
tor without the use of any auxiliary regula- 
tor; second, synchronism between the motor 
and the generator; third, greater efficiency by 
the more direct application of the current, no 
commutating devices being required on either 
the, motor or the generator; fourth, cheapness 
and simplicity of mechanical construction; 
fifth, the capability of being very easily man- 
aged or controlled, and, sixth, diminution of 
danger from injury to persons and apparatus. 

These motors may be run in series — multi- 
ple arc or multiple series — under conditions 
well understood by those skilled in the art. 

I am aware that it is not new to produce the 
rotations of a motor by. intermittently shifting 
the poles of one of its elements. This has been 
done by passing through independent ener- 
gizing-coils on one of the elements the cur- 
rent from a battery or other source of direct 
or continuous currents, reversing 3 such cur- 
rent by suitable mechanical appliances, so that 
it is directed through the coils in alternately 
opposite directions. In such cases, however, 
the potential of the energizing - currents re- 
mains the same, tlveir direction only being 
changed. According to my invention, how- 
ever, I employ true alternating currents; and 
my invention consists in the discovery of the 
mode or method of utilizing such currents. 

The difference between the two plans and 
the advantages of mine are obvious. By pro- 
ducing an alternating current each impulse 
of which involves a rise and fall of potential 
I reproduce in the motor the exact conditions 
of the generator, and by such currents and the 
consequent production of resultant poles the 
progression of the poles will be continuous 
and not intermittent. In addition to this, the 
practical difficulty of interrupting or revers- 
ing a current of any considerable strength is 
such that none of the devices at present could 
be made to economically or practically effect 
the transmission Of power by reversing in the 
manner described a continuous or direct cur- 
rent^ In so far, then, as the plan of acting upon 
one element of the motor is concerned, my in- 
vention involves the use of an alternating as 
distinguished from a reversed current, or a cur- 
rent which, while continuous and direet, is 
shifted from coil to coil by any form of com- 
mutator, reverser, or interrupter. With re- 
gard to that part of the invention which con- 
sists in acting upon both elements of the motor 
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simultaneously, ,1 regard tbc use of either al- 
ternating or reversed currents as within the 
scope of the invention, although I do not con- 
sider the use of reversed currents of any prac- 
5 tical importance. 

What I claim is— 

The method herein described of electrically 
transmitting power, which consists in produc- 
ing a continuously-progressive shifting of the 


polarities of either or both elements (the arma- io 
tore or field magnet or magnets) of a motor by 
developing alternating currents in independ- 
ent circuits, including the magnetizing-coils of 
either or both elements, as herein set forth. 


Witnesses! 

Frank B. Murphy, 
Frank E. Hartley. 
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To all whom it may concerto: 

Be it known that I, Nifola Tesla, from 
Ssniljan, Lika, border country of Austria-Hun- 
gary, and residing in the city, county, and 
5 State of New York, have invented certain new 
and useful Improvements in the Electric Trans- 
mission of Power, of which the following is a 
specification, this application being a division 
of an application filed bv me November 30, 
10 1887, Serial No. 256,562. " 

In a previous application filed by me — viz. , 
No. 252,132, filed October 12, 1887 — Ihavt set 
forth an improvement in motors and in the 
mode or method of operating the same, v/hich, 
15 generally stated, consists in progressively and 
continuously shifting the poles or lines of 
maximum magnetic effect of either the field- 
magnets or armature, or both, of a motor, and 
thereby producing a movement of rotation in 
20 the motor. The means which I have shown 
for effecting this, while varying in detail, are 
■jxeKjplifled in the followingsystem. which, for 
present purposes, it will be sufficient to con- 
sider as a typical embodiment of the inven- 
ts 5 tioa. 

The motor is wound with coils forming in- 
dependent energizing-circuits on the arma- 
ture, which is a cylinder or disk mounted to 
rotate between two opposite magnetic poles. 
30 These coils are connected up with correspond- 
ing induced or current-producing circuits in 
an alternating-current generator. As a result 
of this, when the generator is set in motion, 
currents of alternately-opposite direction are 
35 directed through the energizing-coils of the 
motor in such manner as to produce a pro- 
gressive shifting or rotation of the magnetic 
poles of the motor-armature. This movement 
of the poles of the armature obviously tends to 
40 rotate the armature in the opposite direction 
to that in which the movement of the poles 
takes place, owing to the attractive force be- 
tween said poles and the field-magnets, and the 
speed of rotation increases from the start un- 
45 til it equals that of the generator, supposing 
both motor and generator to be alike. 

As the magnetic poles of the armature are 
shifted in a direction opposite to that in which 
the armature rotates, it will be apparent that 
50 when the normal speed is attained the poles of 


the armature will assume a fixed position rela- 
tively to the field-magnets, and that in conse= 
qtience the field-magnets will be energized by 
magnetic induction, exhibiting two distinct 
poles, one on each or the pole-pieces. In start- 55 
ing the motor, however, the speed of the ar- 
mature being comparatively slow, the pole- 
pieces are subjected to rapid reversals of mag- 
netic polarity; but as the speed increases these 
'reversals become less and less frequent and 60 
finally cease, when the movement of the arma- 
ture becomes .synchronous with that of the 
generator. This being the case, the field-cores 
or the pole-pieces of the motor become a mag- 
net, but by induction only. 65 

I. have found that advantageous results are 
secured by winding the field-magnets with a 
coil or coils and passing a continuous current 
through them, thus maintaining a permanent . 
field, and in this feature my present invention 70 
consists. 

I shall now describe the apparatus which I 
have devised for carrying out this invention 
and explain the mode of using or operating 
the same. 75 

Figure 1 is an end view in elevation of my 
improved motor. Fig. 2 is a part horizontal 
central section, and Fig. 3 is a diagrammatic 
representation of the motor and generator 
combined and connected for operation. 80 

Let A A in Fig. 1 represent the legs or pole- 
pieces of a field-magnet, around which are 
coils B B, included in the circuit of a continu- 
ous-current generator, G, which is adapted to 
impart magnetism to the said poles in the or- 85 
dinary manner. 

D D' are two independent coils wound upon 
a suitable cylindrical or equivalent armature- 
core, which, like all others used in a similar 
manner, should be split or. divided up into 90 
alternate magnetic and insulating parts in the 
usual way. This armature is mounted in non- 
magnetic cross-bars E E, secured to the poles 
of the field-magnet. The terminals of the ar- 
mature-coils. DD' are connected to insulated 95 
sliding contact rings a a b b, carried by the 
armature -shaft, and brushes c c bear upon 
these rings to convey to the coils the currents 
which operate the motor. 

The generator for operating this motor is or 
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may be of precisely identical construction, 
and forconvenieuceof reference I have marked 
in mg. 3 its parts, as follows: F F, the field- 
magnets energized by a continuous current 

5 fiel f. c ° ils G G; H H', the coils 

carried by the cylindrical armature: d dee 
the friction or collecting rings carried bv the 
armature-shaft and forming the terminals of 
the armature. coils; and// the collecting- 
xo brashes which deliver the currents developed 
in the armature-coils to the two circuits q q\ 
irmch connect the generator with the motor. 

The operation of this system will be under- 
stood from the foregoing. The actiou of the 
t5 generator by causing a progressive shifting of 
the poles in the motor-armature sets up in 
the latter a rotation opposite in direction to 
Jiat in which the poles move. If. now, the 
continuous current he directed through the 
20 80 to strongly energize the mag- 

net A A, the speed of the motor, which depends 

upon thatof thegenerator, will not bcincreased, 

hut the power which produces its rotation will 
be increased in proportion to the energy sup- 
25 plied through the coils B B. It is character- 
istic of this motor that its direction of rota- 
tion is not reversed by reversing the direction 
of the current through its field coils, for the 
direction of rotation depends not upon the 
30 polarity of the field, bub upon the direction 
i n which the poles of the armature arc shifted. 
e ^ eve . rse the motor the connections of either 
of the circuits g g' must be reversed. 

found that if the field-magnet of the 
35 motor be strongly energized by its coils B B 
and the circuits through the armature- coils 
closed, assuming the generator to be running 
at a certain speed, the motor will not start; 
but if the field be but slightly energized, or in 
40 general in such condition that the magnetic 
influence of the armature preponderates in de- 
' termining its magnetic condition, the motor 
will start, and with sufficient correot will 
reach its maximum or normal speed. For 
4.5 this reason it is desirable to keep at the start, 
and until the motor has attained its normal 
speed, or nearly so, the field-circuit open, or 
to permit but little current to passthrough it. 

I have found, however, if the fields of both the 
30 generator and motor be strongly energized 
that starting the generator starts the motor, 
and that the speed of the motor is increased 
in synchronism with the generator. 1 


Motors constructed and operated on this 
principle maintain almost absolutely the same 55 
speed for all loads within their normal work- 
ing. limits, and in practice I have observed 
that if the motor be overloaded to such an ex- 
tent as to check its speed the speed of the 
generator, if its motive power be not too great, 60 
is diminished synchronously with that of the 
motor. 

T have in other applications shown how Hie 
construction of these or similar motors may be 
varied in certain well-known ways— as, for in- 6s 
stance, by rotating the field about a station- 
ary armature or rotating conductors within 
the field— but I do not illustrate these features 
further herein, as with the illustration which 
I have given I regard the rest as within the 70 
power of a person skilled in the art to con- 
struct. 

I am aware that a device embodying the 
characteristics of a motor and having a per- 
manently-magneMzed field-magnet has been 75. 
operated by passing through independent coils 
on its armature a direct or continuous current 
in opposite directions. Such a system, how- 
ever, I do_ not regard as capable of the prac- 
tical applications for which my invention is 80 
designed, nor is it the same in principle or 
mode of operation, mainly in,that the shifting 
of the poles is intermittent and not contin 
ous, and that there is necessarily involved a 
waste of energy. 85 

In my present application I donotlimitmy- 
self to any special form of motor, nor of the 
means for producing the alternating currents 
as distinguished from what are called “re- 
versed currents , >! and I may excite or energize 90 
the field of the motor and of the generator by 
any source of current which will produce the 
desired result. 

What I claim is — 

The method herein described of transmit;'- 95 
ting power by electro magnetic motors, which 
consists in continuously and progressively 
shifting the poles of one element of the motor 
by alternating currents and magnetizing the 
other element by a direct or continuous cur- 100 
rent, as set forth. 

NIKOLA TESL'A. 

Witnesses: 

Frank B. Murphy, 

Frank E. Hartley. 
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To all whom il may concern : 

Be it known that I, Nikola Tesla, from 
Smiljan, Lika, border country of Austria-Hun- 
gary, and now residing at New York, in the 
5 county and State of New York, have invented 
certain new and useful Improvements in Meth- 
ods of Converting and Distributing Electric 
Currents, of which the following is a specifica- 
tion, this application being a division of anap- 
ic plication filed by me December 23, 1887, Serial 
No. 258,787. 

This invention relates to those systems of 
electrical distribution in which a current from 
a single source of supply in a main or trans- 
15 mitting circuit is caused to induce, by means 
of suitable induction apparatus, a current or 
currents in an independent working circuit or 
circuits. 

The main objects of the invention are the 
20 same as have been heretofore obtained by the 
use of these, systems— viz., to divide the cur- 
rent from a single source, whereby a number 
of lamps, motors, or other translating devices 
may be independently controlled and operated 
25 by the same source of current, and in some 
cases to reduce a current of high potential in 
the main circuit to one of greater quantity and 
lower potential in the independent consump- 
tion or working circuit or circuits. 

30 The general character of the devices em- 
ployed in these systems is now well understood. 
An alternating - current magneto-machine is 
used as a source of supply. The current de- 
veloped thereby is conducted through a trans- 
35 mission- circuit to one or more distant points, 
at which the transformers are located. These 
consist of induction-machines of various kinds. 
In some cases ordinary forms of induction- 
coil have been used with one coil in the trans- 
40 mitting-circuit and the other in a local or con- 
sumption circuit, the coils being differently 
proportioned, according to the work to be 
done in the consumption-circuit — that is to 
say, if the work requires a current of higher 
45 potential than that in the transmission-circuit 
the secondary or induced coil is of greater 
length and resistance than the primary, while, 
on the other hand, if a quantity current of 
lower potential is wanted, the longer coil is 
50 made the primary. In lied of these devices 
various forms of electro-dynamic induction- 


machines, including the combined motors and 
generators, have been devised. For instance, 
a motor is constructed in accordance with well- 
understood principles, and on the same arma- 55 
ture are wound induced coils which constitute 
a generator. The motor-coils are generally of 
fine wire and the generator - coils of coarser 
wire, so as to produce a current of greater 
quantity and lower potential thau theline-eur- 60 
rent, which is of relatively high potential to ' 
avoid loss in long transmission. A similar ar- 
rangement is to wind coils corresponding to 
those described on a ring or similar core, and 
by means of a commutator of suitable kind to 65 
direct the current through the induciug-coils 
successively, so as to maintain a movement of 
the poles of the core or of the lines of force 
which set up the currents in the induced coils. 

Without enumerating the objections to these 70 
systems in detail, it will suffice to say that the 
theory or the principle of the action or oper- 
ation of these devices has apparently been so 
little understood that their proper construc- 
tion and use have, up to the present time, been 75 
attended with various difficulties and great ex- 
pense. The transformers are very liable to be 
injured and burned out, and the means resorted 
to for curing this and other defects have in- 
variably been at the expense of efficiency. I 80 
have discovered amethodof conversion anddis- 
tribution, however, which is not subject to the 
defects and objections to which I have alluded, 
and which is both efficient and safe. I secure 
by it a conversion by true dynamic induction 85 
under highly efficient conditions and without 
the use of expensive or complicated apparatus 
or moving devices, which in use wear out and 
require attention. This method consists in 
progressively and continuously shifting the 90 
line or points of maximum effect in an induct- 
ive field across the convolutions of a coil or 
conductor within the influence of said field 
and included in or forming part of a second- 
ary or translating circuit. , 95 

In carrying out my invention I provide a 
series of inducing-coils and corresponding in- 
duced coils which, by preference, I wind upon 
a core closed upon itself— such as an annulus 
or ring— subdivided in the usual manner. The 100 
two sets of coils are wound side by side or su- 
perposed or otherwise placed ih well-known 
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ways to bring them into the most effective re- 
lations to one another and to the core. The 
inducing or primary coils wound on the core 
are divided into pairs or sets by the proper 
5 electrical connections, so that while the coils 
of one pair or set co-operate in fixing the mag- 
netic poles of the core at two given diametric- 
ally-opposite points the coils of the other pair 
or set — assuming, for the sake of illustration,, 
io that there are but two— tend to fix the poles 
at ninety degrees from such points. With this 
induction device I use an alternating-current 
generator with coils or sets of coils to' corre- 
spond with those of the converter, and by means 
15 of suitable conductors I connect up in inde- 
pendent circuits the corresponding coils of the 
generator and converter. It results from this 
that the different electrical phases in the gen- 
erator are attended by corresponding magnetic 
•20 changes in the converter; or, in other words, 
that as the generator-coils revolve the points 
of greatest magnetic intensity in the converter 
will be progressively shifted or whirled around. 

* This principle I have applied under variously 
25 modified conditions to the operation of elec- 
tro-magnetic motors, and in previous applica- 
tions — notably in those having serial numbers 
252,132 and 256 , 561 — I have described in de- 
tail the manner of constructing aud using such 
30 motors. 

In the present application my object is to 
describe the best and most convenient manner 
of which I am at present aware of carrying 
out the invention as applied to a system of 
35 electrical distribution; but one skilled in the 
art will readily understand, from the descrip- 
tion of the modifications proposed in said aj)- 
plications, wherein the form of both the gener- 
ator and converter in the present case may be 
40 modified. In illustration, therefore, of the de- 
tails of construction which my present inven- 
tion involves, I now refer to the accompanying 
drawings., 

Figure 1 is a diagrammatic illustration of 
45 the converter and the electrical connections of 
the same. Fig. 2 is a horizontal central cross- 
section of Fig. 1. Fig. 3 is a diagram of the 
circuits of the entire system, the generator 
being shown in section. 

50 I use a core, A, which is closed upon itself — 
that is to say, of an annular, cylindrical, or 
equivalent form— and as the efficiency of the 
apparatus is largely increased by the subdi- 
vision of this core I make it of thin strips, 
55 plates, or wires of soft iron electrically insu- 
lated as far as practicable. Upon this core, by 
any well-known method, I wind, say, four coils, 
B B B' B', which I use as primary coils, and 
for which I use long lengths of comparatively 
60 fine wire. Over these coils I then wind shorter 
coils of coarser wire, C C C' O', to constitute 
the induced or secondary coils. The construc- 
tion of this or any equivalent form of converter 
may be carried farther, as above pointed out, 
65 by inclosing these coils with iron— as, for ex- 
ample, by winding over the coils a layer or 
layers of insulated iron wire. 


The device is provided with suitable bind- 
ing-posts, to which the ends of the coils are 
led. The diametrically-opposite coils B Band 
B' B'are connected, respectively, in series, and 
the four terminals are connected to the bind- 
ing-posts 1 2 3 4 . The induced coils are con- 
nected together in any desired manner. For 
example, as shown in Fig. 3 , C C may be con- 
nected in multiple arc when a quantity cur- 
rent is desired — as for running a group of in- 
candescent lamps, D — while C' O' may be in- 
dependently connected in series in a circuit 
including arc lamps D', or the like. 

The generator in this system will be adapted 
to the converter in the manner illustrated. 
For example, in the present ease I employ a 
pair of ordinary permanent or electromagnets, 
E E, between which is mounted a cylindrical 
armature 011 a shaft, F, and wound with tw r o 
coils, G G'. The terminals of these coils are 
connected, respectively, to four insulated con- 
tact or collecting rings, II II IF II', aud the 
four line-circuit wares L connect the brashes 
K bearing on these rings to the converter in the 
order shown. Noting the results of this combi- 
nation, it will be observed that at a given point 
of time the coil G is in its neutral position and 
is generating little or no current, while the 
other coil, G', is in a position where it exerts its 
maximum effect. Assuming coil G to be con- 
nected in circuit with coils B B of the converter 
aud coil G' with coils B' B', it is evident that 
the poles of the ring A will be determined by 
coils B' B' alone; but as the armature of the 
generator revolves, coil G develops more cur- 
rent and coil G' less until G reaches its maxi- 
mum and G' its neutral position. The obvious 
result will he to shift the poles of the ring A 
through one quarter of its periphery. The 
movement of the coils through the next quar- 
ter of a turn, during which coil G' enters a field 
of opposite polarity and generates a current 
of opposite direction and increasing strength, 
while coil G is passing from its maximum to 
its neutral position, generates a current of de- 
creasing strength and same direction as be- 
fore, aud causes a farther shifting of the poles 
through the second quarter of the ring. The 
second half- revolution will obviously be a 
repetition of the same action. By the shifting 
of the poles of the ring A a power-dynamic in- 
ductive effect on the coils C 0' is produced. 
Besides the currents generated in the second- 
ary coils by dynamo-magnetic induction, other 
currents will be set up in the same coils in 
consequence of any variations in the intensity 
of the poles iu the ring A. This should be 
avoided by maintaining the intensity of the 
poles constant, to accomplish which care should 
be taken in designing and proportioning the 
generator and in distributing the coils in the 
ring A and balancing their effect. When this 
is done, the currents are produced by dynamo- 
magnetic induction only, the same result be- 
ing obtained as though the poles w'ere shifted 
by a commutator with an infinite number of 
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The apparatus by means of which this 
method of conversion is or may be carried out 
may be varied almost indefinitely. The spe- 
cific form which I have herein shown I regard 
5 as the best and most efficient, and in another 
application I have claimed it; but I do not 
limit myself herein to the use of any particu- 
lar form or combination of devices which is or 
may be capable of effecting the same result in 
to a similar way. 

What I claim is— - 

1. The method of electrical conversion and 
distribution herein described, which consists 
in continuously and progressively shifting the 
15 points or line of maximum effect in an induct- 
ive field, and inducing thereby currents in 
the coils or convolutions of a circuit located 


within the inductive influence of said field, as 
herein set forth. 

2. The method of electrical conversion and 2 c 
distribution herein described, which consists 
in generating in independent circuits produc- 
ing an inductive field alternating currents in 
such order or manner as to produce by their 
conjoint effect a progressive shifting of the 25 
points of maximum effect of the field, and in- 
ducing thereby currents in the coils or convo- 
lutions of a circuit located within the induct- 
ive influence of the field, as set forth. 

NIKOLA TESLA. 

Witnesses: 

Frank B. Murphy, 

Frank E. Hartley. 
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To all whom it may concern: 

Be it known that I, Nikola Tesla, from 
Smiljan, Lika, border country of Austria-Hun- 
gary, at present residing in the city, county, and 
5 State of New York, have invented certain new 
and useful Improvements in Commutators for 
Dynamo - Electric Machines and Motors, of 
which the following is -a specification, refer- 
ence beingbad to the drawings accompanying 
io and forming a part of the same. 

This invention relates to dynamo electric 
machines or motors, and is an improvement in 
the devices for commutating and collecting the 
currents. 

jc The objects of the Invention ai'e, first, to 
avoid the sparking and the gradual wearing 
away or destruction of the commutator-seg- 
ments and brushes or collectors resulting 
therefrom; second, to obviate the necessity of 
2o readjustment of thecommutator or thebrushes 
or collectors and other consecpiences of the 
wear of the same; third, to render practicable ■ 
the construction of very large dynamo-electric 
machines and motors with the minimum miin- 
25 ber.of commutator-segments, and, fourth, toin- 

crease the efficiency and safety and reduce the 
cost of the machine. 

In carrying out my invention in a manner 
to accomnlish these results I construct a corn- 
30 mutator and the collators therefor in two 
parts mutually adapted to one another, and, so 
far as the essential features are concerned, 
alike in mechanical structure. Selecting as 
an illustration a commutator of two segments 
15 adapted for use with an armature the coils 
or coil of which have but two free ends, con- 
nected respectively to the said segments/the 
bearing-surface is the face ol a disk, and is 
formed of two metallic quadrant-segments and 
40 two insulating-segments of the same dimen- 
sions, and the face of the disk should be 
smoothed off, so that the metal and insulating 
segments are flusli. The part which takes the 
place of thy usual brushes, or what I term the 
45 '‘collector,’’ is a disk of the same character as 
the commutator and having a surface simi- 
larly formed With two insulating and two me- 
tallic segments. These two parts are mounted 
•with their faces in contact and in such man- 
ner that the rotation of the armature causes 


the commutator to turn upon the collector, 
whereby tbe currents induced iu the coils are 
taken off by tbe collector-segments and thence 
conveyed off by suitable conductors leading 
from the collector-segments. This is the gen- 55 
eral plan of the construction which I have in- 
vented.’ Aside from certain adjuncts, the na- 
ture and functions of which will be hereinaf- 
ter set forth, this means of commutation, will 
be seen to possess many important advan- 60 
tages. In the first place the short-circuiting 
and breaking of the armature-coil connected 
to the commutator-segments occur at thesame 
instant, and from the nature of the construc- 
tion this will be done with the greatest pre- 65 
cision ; secondly, the duration of both the 
break and that of the short circuit will bo re- 
duced to a minimum. The first results in a 
reduction which amounts practically to a sup- 
pression of the spark, since the break and the 7° 
short circuit produce Opposite effects in the 
armature-coil. The second lias the effect of 
diminishing the destructive effect of a spark, 
since this would be in a measure proportioned 
to theduration of thesparlc, while lessening the 75 
duration of the short circuit obviously in- 
creases the efficiency of the machine. 

The mechanical advantages will be better 
understood by referring to the accompanying 
drawings, in which-— L . „ 8c 

Figure 1 is a central longitudinal section ot 
the end of a shaft with my improved commu- 
tator carried thereon. Fig. 2 is a view of the 
inner or bearing face of the collector. Fig. 3 
is an end view from the armature side of a 85 
modified form of commutator. ; Figs. A and 5 
are views of details of Fig. 3 . Fig. 6 is a lon- 
gitudinal central section of another modifica- 
tion, and Fig. 7 is a sectional view of the same. 

A is the end of the armature-shaft of a dy- 90 

namo-electric machine or motor. 

A' is a sleeve of insulating material around 
the shaft, secured in place by a, screw, a , or 
by other suitable means. 

The commutator proper is in the form of a 95 
disk which is made up of four segments, DD 
GG', similar to those shown in Fig. 3 . Two 
of these segments, as D D', are of metal and 
are in electrical connection with the ends of 
the coils on tbe armature. The other twp seg- ico 
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men is are of insulating material. The seg- 
ments are held in place by a band, B, of in- 
sulating material. The disk is held in place 
by friction or by .screws, such as g' g\ Fig. 3 , . 
5 which secure the disk -firmly to the sleeve A'. 
The collector, is made in the same form as 
tin- commutator. It is composed of the two 
metallic Segments B E' and the two insulating- 
segments F F', bound together by a band, 0 . 
ro The metallic segments E E' are of the same or 
practically the same width or extent as the 
insulating segments or spaces of the commu- 
tator. The collector is secured to asleeve, B', 
by screws g g, and the sleeve is arranged to 
15 turn freely on the shaft A. The end of the 
•sleeve B' is closed by a plate, as/, upon which 
presses a pivot-pointed screw, h, adjustable in 
a spring, II, which acts to maintain the col- 
lector in close contact with the commutator 
20 and to compensate for the play of the shaft. 
Any convenient means is employed to hold 
the collector so that it may not turn with the 
shaft. ■ For example, I . have shown a slotted 
plate, K, which is designed to be attached to 
25 a stationary support, and an arm extending 
from the collector and carrying a clamping- 
screw, L, by which the collector may be ad- 
justed and set to the desired position. - 
I prefer in the form shown in Figs. 1 and 2 
30 to lit the insulating-segments of both commu- 
tator and collector loosely and to provide some 
means — as, for example, light springs e e, se- 
, cored to the bands A' B', respectively, and 
bearing against the segments— to exert a light 
35 pressure upon them and keep them in close 
contact and to compensate for wear. . The 
metal segments of the commutator may be 
moved forward by loosening the screw 
The circuit or line wires are led from the 
40 metal segments of the collector, being secured, 
thereto in any convenient manner, the plan of 
connections being shown as applied to a modi- 
fied form of the commutator in Fig. 6. The 
commutator and the collector in thus present- 
45 ing two flat and smooth bearing-surfaces pre- 
vent by mechanical action the occurrence of 
sparks, and this is mpre effectively accom- 
plished as is here done — that is to say, by the 
interposition of an insulating body between 
50 the separating plates or segments of the com- 
mutator and collector — than by any other me- 
chanical devices of which I am aware. 

The insulating-segments are made of some 
hard material capable of being polished and 
55 formed with sharp edges. Such materials as 
glass, marble, or soapstone may be advanta 
geously used. The metal segments are pref- 
erably of copper or brass; bnt they may have 
a facing or edge of durable material— such as 
60 platinum or the like— where the sparks are 
liable to occur. 

In Fig. 3 a somewhat modified form of my 
invention is shown, a form designed to facili- 
tate the construction and replacing of the 
65 parts. In this form the commutator and col- 
lector are made in substantially the same man- 
ner as previously described, except that the. 


bands B C may be omitted. The four seg- 
ments of each part, however, are secured to 
their respective sleeves by screws g' g', and 70 
one edge of each segment is cut away, so that 
small plates a b may be slipped into the spaces 
thus formed. Of these plates a a arc of metal, 
and are in contact, with the metal segments D 
D',. respectively. The other two, bb, are of glass 75 
or marble, and they are all preferably square, 
as shown in Figs. -1 and. 5 , so that they may- 
be. turned to present new edges should any 
edge become worn by use. Light springs d 
bear upon these plates aud press those in the 80 
commutator toward those i n the collector, and 
insulating-strips c c are secured to 'the periph- 
ery of the disks to prevent the blocks fronr 
being thrown out by centrifugal action. These 
plates are, of course, useful at t hose edges of 85 
the segments only where sparks are liable to 
occur, and, as they arc easily replaced, they 
are of great advantage. .. I prefer to coat them 
with platinum or silver. 

In Figs. 6 and 7 is shown the construction 90 
which I use when, instead of solid segments, a 
fluid is employed. I n this case the commutator 
.and collector are made of two insulating-disks, 

S T, and in lien of the metal segments a space 
is cut out of each part, as at R R', correspond- 95 
ing in shape and size to a metal segment. 

The two parts are fitted smoothly and the col- 
lector T held by the screw h and spring H 
against the commutator S. As in the other 
cases, the commutator revolves while the col- roc 
lector remains stationary. The ends of the 
coils are connected to -binding-posts s s, which 
are in electrical connection with metal plates 
1 1 within the recesses in the two parts S T. 
These chambers or recesses are filled with 105 
mercury, and in the collector part are tubes 
W W, with screws w w, carrying springs X 
and pistons X', which compensate for the ex- 
pansion and contraction of the mercury under 
varying temperatures, but which are suffi- uc 
ciently strong not to yield to the pressure of 
the fluid dne le centrifugal action, and which 
serve as binding-posts. 

In all the above cases I have described com- 
mutators adapted for a single coil, and the de- 115 
vice is particularly adapted to such purposes. 

The number of segments may be increased, 
however, or more than one commutator used 
with a single armature, as will be well under- 
stood. 12c 

Although I haveshown the bearing-surfaces 
as planes at right angles to the shaft or axis, 
it is evident that in this particular the con- 
struction may be very greatly modified with- 
out departure from the invention. 125 

Without confining myself, therefore, to the 
details of construction which Jjjfiave shown in 
illustration of the invention, what I claim as 
new is— 

1 . In a dynamo-electric machine, the com- * 3 ° 
bination, with a commutator formed with con- 
ducting terminals or segments with interven- 
ing Insulating-spaces, of a collector adapted 
to bear upon the surface of the commutator 
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and formed with conducting terminals or seg- 
ments equal in extent to. the insulating-space 
between the commutator-segments, as set forth. 

2. The combination, with a commutator 
5 built or formed of alternate blocks or seg- 
ments of conducting and insulating material, 
of a collector adapted to bear upon the surface 
of the commutator and formed of conducting 
blocks or segments of a width or extent equal 

io to that of the insulating-segments of the com- 
mutator and separated by interposed blocks 
or segments of insulating -material, as de- 
scribed. 

3 . trhe combination, with a commutator 
15 formed as a disk with alternate terminals or 

segments of conducting and insulating ma- 
terial, of a collector similarly formed and 
mounted with its face in contact with that of 
the commutator, as set forth. : 

20 , 4 . The combination, with a commutator hav- 


ing a bearing-surface formed of alternate sec- 
tions. of conducting and insulating material, 
of a collector with a.similarandsymmetrically- 
formed bearing-surface and means for apply- 
ing spring-pressure to force the two bearing- 25 
surfaces together, as set forth. 

5 . The combination, with a commutator and 
a collector the bearing-surfaces of which are 
identical in respect to the disposition of the 
conducting and insulating parts, of means for 30 
applying spring-pressure to maintain the two 
bearing-surfaces in contact and means for hold- 
ing the collector against rotary movement, as 
set forth. . 

Signed, this 21st day of April, 1887 . 

NIKOLA TESLA. 

Witnesses: 

Kobt. F. Gaylord, 

Frank E. Hartley. 
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To all whom it may concern ; 

Be it known that I, Nikola Tesla, a sub- 
ject of the Emperor of Austria, from Smiljan, 
Lika, border country of Austria-Hungary, re* 

5 siding in the city, county, and State of New 
York, have invented certain new and useful 
Improvements in Systems of Electrical Dis- 
tribution, of which the following is a specifi- 
cation, reference being had to the drawings ac- 
io eompanying and forming a part of the same. 

In previous applications lor patents made 
by me I have shown and described electrical 
systems for the transmission of power and the . 
conversion and. distribution of electrical en- 
1 5 ergy, in which the motors and the transformers 
contain two or more coils or sets of coils, which 
■were connected up in independent circuits 
with corresponding coils of an alternating-eur- i 
rent generator, the operation of the system be- j 
20 ing brought about by the co-operation of the 
alternating currents in the independent cir- 
cuits in progressively moving or shifting the 
poles or points of maximum magnetic effect of 
the motors or converters. In these systems, 
25 as I have described them, two independent 
conductors were em|>loyed for each of the 
independent circuits connecting the gener- 
ator with the devices for converting the trans- 
mitted currents into mechanical energy or 
30 into electric currents of another character; 
but I have found that this is not always neces- 
sary, and that the two or more circuits may 
have a single return path or wire in common, 
with a loss, if any, which is so extremely slight 
35 that it may be disregarded entirely. For sake 
of illustration, if the generator' have two in-' 
dependent coils and the. motor two coils or 
two sets of coils in corresponding relations to 
its operative elements one terminal of each 
40 generator-eoil is connected to the correspond- 
ing terminals of the motor .coils through two 
independent conductors, while the opposite 
terminals of the respective coils are both con- 
nected to one returipwire. 

45 This invention is applicable .to my system 
in various ways, as will be seen fay reference, 
to the drawings, in which — 

Figure i is a diagrammatic illustration of a 
generator and single motor constructed and , 
30 electrically connected in accordance with the 


invention. Fig. 2 is a diagram of the system 
as it is used in operating motors or converters, 
or both, in parallel or multiple arc. Fig. 3 
illustrates diagramniatically the manner of 
operating two or more motors or converters, or 55 
both, in series. 

It is obvious that for purposes of this inven- 
tion motors or transformers, which may be all 
designated as “converters,” are the same, and 
that either or both may be operated by the 60 
same system or arrangement of circuits. 

Referring to Fig. 1 , A A designate the poles 
of the field- mag sets of an alternating-current 
generator, the' armature of which, being in 
this ease cylindrical in form and mounted on a 65 
shaft, G, is wound longitudinally with coils B 
B'. The shaft C carries three insulated, con- 
tact-rings, a b c, to two of which, as b 0, one 
terminal of each coil, as e d, is connected. The 
lemaining terminals, f g, are both connected. 70 
to the third ring, a. 

A motor in this case- is shown as copiposeu 
of a ring, H, wound with four coils, 1 1 J J, 
electrically connected, so as to co-operate in 
pairs; with a tendency to fix the poles of the 75 
ring at four points ninety degrees apart. 
Within the magnetic ring H is a disk or cy- 
lindrical core wound with two coils, G G', 
which may be connected to form two closed 
circuits. The terminals J Jc of the two sets or 80 
pairs of coils are connected, respectively, to 
the binding-posts E' F', and the other termi- 
nals, h i, are connected to a single binding- 
post, D'. To operate tlie motor, three line- 
wires are used to connect the terminals of the 85 
generator with those of the motor. 

So far as the apparent action or mode' of 
operation of this arrangement is concerned, 
the single wire D, which js, so to 3peak, a com- 
mon return-wire for both circuits, may be re- go 
garded as two independent wires. In 'illus- 
tration, with the order of connection shown, 
coil B' of the generator is producing its maxi- 
mum current and coil B its minimum; hence 
the current which passes through wire e,;ring 95 
b, brush line-wire E, terminal E', wire j, 
coils I I,- wire .or terminal D', line-wire D, 
brush a', ring a, and wire /, fixes the polar 
line of the motor midway between, the two 
coils 1 1 ; but as the coil B' moves from the po- io< 
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sition indicated it generates less current, while 
coil B, moving into the field, generates more. 
The current from coil B passes through the 
devices and wires designated by the letters d, 

5 c, c', F, F', /r, J J, i, D', D, a', a, and ff, and 
the position of the poles of the motor will be 
due to the resultant effect of the currents in 
the two sets of coils— that is, it will be ad- 
vanced in proportion to the advance or for- 
io ward movement of- the armature coils. The 
movement of the generator-armature through 
one- quarter of a revolution will obviously 
bring coil B' into its neutral position and coil 
B into its position of maximum effect, and 
15 this shifts the poles ninety degrees, as they are 
fixed solely by coils B. This action is re- 
peated for each quarter of a complete revolu- 
tion. 

When more than one motor or other device 
20 is employed, they maybe run either in paral- 
lel or series. In Fig. 2 the former arrangement 
is shown. The electrical device is shown as 
a converter, L, constructed as I have described 
in my application Serial No. 258,787, filed 
25 December 23, 1887. The two sets of primary 
coils p r are connected, respectively, to the 
mains F E, which are electrically connected 
with the two coils of the generator. The 
cross-circuit wires l m, making these connec- 
30 tions, are then connected to the common re- 
turn-wire D. The secondary coils p’p" are in 
circuits n 0, including, for example, incan- 
descent lamps. Only one converter is shown 
entire'-in this figure, the others being illus- 
35 trated diagrammatically. 

When motors or converters are to be run in 
series, the two wires E F are led from the gen- 
erator to the coils of the first motor or con- 
verter, then continued on to the next, and so 
40 on through the whole series, and are then 
joined to the single wire D, which completes 
both circuits through the generator. This is 
shown in Fig. 3, in which J I represent the 
two coils or sets of coils of the motors. 

45 Obviously it is immaterial to the operation 
of the motor or equivalent device in Fig. 1 
what order of connections is observed between 
the respective terminals of the generator or 
motor. 

50 I have described the invention in its best 
and most practicable form of which I am 
aware; but there are other conditions under 
which it may be carried out. For example, in 
case the motor andgenerator each has three in- 
55 dependent circuits, one terminal of each cir- 


cuit is connected to a line-wire and the other 
three terminals to a common return-conductoit 
This arrangement will secure similar results to 
those attained with a generator and motor hav- 
ing but twoindependent circuits, as above de- 60 
scribed. 

When applied to such machines and motors 
as have three or more induced circuits with a 
common electrical joint, the threeor more ter- 
minals of the generator would be simply con- 65 
nected to those of the motor. Such forms of 
machines, when adapted in this manner to my 
system, I have, however, found to be less effi- 
cient than the others. 

The invention is applicable to machines and 70 
motors of various types, and according to cir- 
cumstancesand conditions readily understood, 
with more or less efficient results. I do not 
therefore limit myself to any of the details of 
construction of the apparatus herein shown. 75 

What I claim is — 

1. The combination, with a generator hav- 
ing independent current-generating circuits 
and a converter or converters having inde- 
pendent and 'Corresponding circuits, of inde- 80 
pendent conductors connecting one terminal 

of each generator-circuit with a corresponding 
terminal of the motor and a single conductor 
connecting the remaining generator and con- 
verter terminals, as set forth. 85 

2. The combination, with a generator hav- 
ing independent current-generating circuits 
and a converter or converters having inde- 
pendent and corresponding circuits, of inde- 
pendent line or connecting circuits formed in 90 
part through a conductor common to all, as 
set forth. 

3. The system of electrical distribution 
herein set forth, consisting of the combina- 
tion, with an alternating -current generator 95 
having independent geuerating-circuits and 
electro-magnetic motors or converters pro- 
vided with corresponding energiziug r circuits, 

of line wires or conductors connecting the coils 
of the motors or converters, respectively, in too 
series with one terminal of each circuit of the 
generator, and a single return wire or con- 
ductor connecting the said conductors with 
the other terminals of the generator, as set 
forth. 

NIKOLA. TESLA. 

Witnesses: 

Robt. F. Gaylord, 

Frank E. Hartley. 




BEST AVAILABLE COP' 


2 Sheets— Sheet 2. 


(No Model, i 

N. TESLA. 

DYNAMO ELECTRIC MACHINE. 

No. 390.414. Patented Oct. 2, 1888. 






BEST AVAILABLE COP' 

United States Patent: Office. 


NIKOpA'TESLAi: OF NEW YORK, N.Y., ASSIGNOR TO THE TESLA ELECTRIC 
' COMPANY, OP SAME PLACE. 


DYNAMO-ELECTRIC MACHINE. 


SPECIFICATION forming part of Letters Patent No. 390,414, dated October 2, 1888. 
i Amritaufa Hied April 23, «». Serial No. Cll.fi-Jt;. fNonKxlel.l 


To all wlwiib it vifiy concern: 

Be Test. a, a sub- 

ject of tbe Emperorof Austria, from Smiljan, 
Lika, border . country of Austria- Hungary, 

5 now residing at New York, in the county and 
State. of New York, have invented certain new 
and useful Improvements in Dynamo-Electric 
Machines^ofrwbjeh-the following is a specifi- 
<aiipttj?reference Ireing had to the drawings 
io accompanying andforming a part of the same, 
lu certain patentsgranted to Charles F. Peek 
and myself-r-notahly in Patents No. 381,968 
and No.- 382 ; 280 ,Muy 1, 1888 — I have shown 
anddescribed a planof constructing and oper- 
15 ating motors, transformers, and the like, by al- 
ternating currents conveyed through two or 
more independent circuits from a generator 
having* such relation to the motors or trans- 
formera as to produce therein a progressive 
20 movehmnttof the ^magnetic poles or lines of 
force. In the said applications the descrip- 
tions and-iHustrations of the generators were 
confined .to those types of alternating current 
machine in which the current generating coils 
25 are independent or separate; but I have found 
that the ordinary forms of continuous current 
dynamos now in use may be readily and cheaply 
adapted to my system, or utilized both as con- 
tinuous and alternating current generators 
30 with but slight changes in their construction. 
The mode of effecting this forms the substance 
of my- present application. 

General iy stated; ;th e plan pursued by mein 
carrying ouLthishinventioa is as follows: On 
35 the shaft of a:giyeu; generator, either in place 
of or in addition to the regular commutator, 

[ secure as many pairs of insulated collecting- 
rings as therearecireuits to be formed. Now, 
it will be understood that in the operation of 
40 any dynamo clcctriogencrator the currents is 
the coils in their movement through the field 
of force undergo different phases— that is to 
say, at'different positions of the coils the cur- 
rents have certain, directions and certain: 
45 strengths — and that in my improved motors or 
transformers it is necessary that the currents 
in the energizing-coils should undergo a cer- j 
tain order of variations in strength and direc- 
tion- Hence, the further step — viz, the con- 
50 nection between the induced or generating 
coils of the machine and the contact- rings from 


! which the currents are to be taken off— will 
be determine d so lely by what order of varia- 
tions of strength and direction in the currents 
is desired for producing a given result in the 55 
electrical translating device. This may be ac- . 
complished in various ways; but in the draw- 
ings I have given typical instances only ofthe 
best and mostpracticable waysof applying the 
invention to three of the best-known types of 60 
machines, in order to illustrate the principle 
and 60 enable any one skilled in the art to ap- 
ply the invention in any other case or under 
any modified conditions which the circum- 
stances of particular cases may require. 65 
Figure 1 is a diagram illustrative of the 
mode of applying the inventiou to the well- 
known type of elosed op continuous circuit 
machines. Fig. 2 is a Similar diagram con- 
taining an armature with separate coils con- 70 
nected diametrically, or what is generally 
called an “open-circuit” maehiue. Fig. 3 is 
a diagram showing the application of the in- 
ventiou to a machine the armature-coils of 
which have a common joint. 75 

Referring to Fig. 1, let A represent one of my 
improved motors or transformers, which, for 
convenience, I shall designate a ^converter,” 
which consists of an annular core, B, wound 
with four independent coils, C and D, those 80 
diametrically opposite being connected to- 
gether so as to co-operate in pairs in estab- 
lishing free poles in the ring, the tendency of 
each pair being to fix the poles at ninety de- 
grees from the other. 'There may be an arma- 85 
ture, E, within the ring, which is wound with 
coils closed upon themselves. The object is 
to pass through coils G D currents of such 
relative strength and direction as to produce 
a progressive shifting or movement of tin: 90 
points of maximum magnetic effect around the 
ring, and to thereby maintain a rotary move- 
ment of the armature. I therefore secure to 
the shaft F of the generator four insulated 
contact-rings, abed, upon which I cause to 95 
bear the collecting- brushes a' b' o' <!', connected 
by wires G G H H, respectively, with the 
terminals of coils C and I). , 

Assume, for sake of illustration, that the 
coils I) D are to receive- the maximum and 100 
coils C Cat the same instant the minimum 
current, so that the polar line may be midway 
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between the coils D D, the rings a b would 
therefore be connected to the continuous ar- 
mature-coil, at its neutral points with respect 
to the field or the point corresponding with 
5 that of the ordinary commutator-brushes, and 
between which exists the greatest difference 
of potential, while rings c d would be con- 
nected to two points iu the coil, between which 
exists no difference of potential. The best re- 
io suits will be obtained by making these con- 
nections at point!) equidistant from one an- 
other, as shown. These connections are easi- 
est-made by using wires L between the rings 
and the loops or wires J, connect ing~the coil I 
5 to the segmebts of the commutator K. When 
the converters are made in this manner, it is 
evident that the phases of the currents iu the 
seciionsof the generator coil will be repro- 
duced in the converter coils. For example, 
20 after turning through an arc of ninety degrees 
the conductors ,L L, which before conveyed 
the maximum current,, will receiye the mini- 
mum current by reason of the change in the 
position of their coils, and it is evident that 
25 for the same reason the current in said coils 
lias gradually fallen from the maximum to the 
minimum in passing through the arc of ninety 
degrees. In this special plan of connections 
the rotation of the magnetic poles of the con- 
30 verter will be synchronous with that of the 
armature-coils of the generator,- and the result 
will be the same, whether the energizing-cir- 
cuits are derivations from a continuous arma- 
ture-coil or from independent coils, as in my 
35 previous devices. 

I have shown in Fig. 1, iu dotted lines, the 
brushes M M in their proper normal position. 
In practice these brushes may be removed 
from the commutator and the field of the gen- 
40 eralor excited by an external source of cur- 
rent ; or the brushes may be allowed to remain 
on the commutator and to take off a converted 
current -to excite the field, or to be used for 
other purposes. 

45 In a certain well-known class of machines 
the armature contains a number of coils the 
terminals of which connect to commutator*-, 
segments, the coils being connected across the 
armature iu pairs. This type of machine is 
50 represented in Fig. 2. In this machine each 
pair of coils goes through the same phases as 
the coils in some of the generators I have 
shown, and it is obviously only necessary to 
utilize them in pairs or sets to operate one of 
55 my converters by extending the segments of 
the commutators belonging to each pair of 
coils and causing a collecting-brush to bear on 
the continuous portion of each segment. In 
this wav two or more circuits may be taken 
60 off from the generator, each including one or 
mofe'pairs or sets of Cbils, as may be desired. 
•' :Tri;iF.i^i 2 1 1 represent 'the armature-coils, 
T T t'fie poles of the field-magnet, and F the 
shaft, carrying the commutators, which are ex- 


tended to form continuous portions a l c d. 65 
The brushes bearing ou the continuous por- 
tions for taking off the alternating' currents 
are represented by a' V d d\ The collecting- 
brashes, or those which may be used to take 
off the direct current,' ^ are designated by M M. 70 
Two pairs of the armature -coils and their 
commutators are shown in the figure as being 
utilized; but all may be utilized in a similar 
manner. 

There is auother well-known type of ma- 75 
chine in which three or more coils, A' B' Cf, 
on -the armature have a common joint, the 
free ends being connected to .the segments of a 
commutator. This form of generator is illus- 
trated in Fig. 3. In this case each terminal 80 
of the generator is connected directly or in 
derivation to a continuous ring, abo , and col- 
lecting-brashes o' b'c', bearing thereon, take off 
the alternating' currents that operate the mo- 
tor. It is preferable in this case to employ a 85 
motor or transformer with three energizing- 
coils, A!' B" C ", placed symmetrically with 
those of the generator, and the circuits from 
the latter are connected to the terminals of 
such coils either directly— as when they are 90 
stationary— or by means of brushes e’ and eon- 
tact-r i ngs c. In this, as i n the other cases, the 
ordinary commutator may be used ou the gen- 
erator, and the current taken from it. utilized 
for exciting the generator field-magnets or for 95 
other purposes. 

These examples serve to illustrate the priu- 
_cfple of the invention. It will be observed 
that iu auy ease it is necessary only to add the 
continuous contact or collecting rings and to 100 
establish the connections between them and 
the appropriate coils. 

It will be understood that this invention is 
applicable to other types of machine— as, for 
example, those by which the induced coils are 105 
stationary and tin” brushes and magnet re- 
volve; but the manner of its application is 
obvious to one skilled in the art. 

Having now described my invention, what I 
claim is— 110 

1. The combination, with a converter hav- 
ing independent energizing-coils, of a continu- 
ous or direct current dynamo or magneto ma- 
chine, and intermediate circuits permanently 
connected at suitable points to the induced or 1 15 
generating coils of the generator, as. herein set 
forth. 

2. The combination, with a converter pro- 
videdwith independent energizing-circuits, of 

a continuous or direct current generator pro- 1 20 
vided with continuous collecting • rings con- 
nected in derivation to the armature-coils to 
form the terminals of circuits corresponding 
to those of the converter, as herein set forth. 

NIKOLA TESLA. 

Witnesses: 

Robt. F. Gaylord, 

Frank B. Murphy. 
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To all whom it may concern: 

Be it known that I, Nikola Tesla, a subject 
of.tke Emperor of Austria, from Smiljan, Lika, 
border country of Austria-Hungary, now re- 
5 siding at New York, in the county and State 
of New York, have invented certain new and 
useful Improvementsin Dynamo-Electric Ma- 
chines and Motors, of which the following is a 
specification, reference being had to the draw- 
to ings accompanying and forming a part of the 
same. 

This invention is an improvement in the 
construction of dynamo or magneto electric 
machines or motors, the improvement consist- 
15 ing in a novel form of frame and field-magnet 
which renders the machine more solid and com- 
pact as a structure, which requires fewer parts, 
and which involves less trouble and expense 
in its manufacture. 

20 The invention is applicable to generators 
and motors generally, not only to those which 
1 have described in former patents, and which 
have independent circuits adapted for use in 
my patented alternating current system, but 
25 to other continuous or alternating current ma- 
chines, such as have heretofore been more gen- 
erally used. 

In the drawings hereto annexed, which illus- 
trate my improvements, Figure 1 shows the 
30 machine in side elevation. Pig. 2 is a vertical 
sectional view of the field -magnets and frame 
and an end view of the armature: and Pig. 3 
is a plan view of one of the parts of the frame 
and the armature, a portion of the latter being 
35 cut away. 

I cast the field-magnets and frame in two 
parts. These parts are identical in size and 
shape, and each consists of the solid plates or 
ends A B, from which project inwardly the 
40 cores C D and the side bars or bridge-pieces, 
E P. The precise shape of these parts is 
largely a matter of choice— that is to say, each 
casting, as shown, forms an approximately- 
rectang’ular frame; but it may obviously be 
45 more or less oval, round, or square without 
departure from the invention. I also prefer to 
reduce the width of the side bars, E P, at the 
center and to so proportion the parts that when 
the frame is put together the spaces between 
50 the pole-pieces will be practically equal to the 
arcs which the surfaces of the poles occupy. 


The bearings G for the armature-shaft are 
cast in the side bars, E P. The field-coils are 
either wound on the pole-pieces or, preferably, 
wound on a form and then slipped on over the 55 
ends of the pole-pieces. The lower part or 
casting is secured toasuitable base after being 
finished off. The armature K on its shaft is 
then mounted in the bearings of the lower 
casting and the other part of the frame placed 60 
in position, dowel-pins L or any other means 
being used to secure the two parts in proper 
position. 

In order to secure an easier fit I cast the side 
bars, E F, and end pieces, A B, so that slots M 65 
are formed when the two parts are put to- 
gether. 

This machine possesses many advantages. 
For example, I magnetize the cores alternately, 
as indicated by the characters N S, and it will 70 
be seen that the magnetic circuit between the 
poles of each part of a casting is completed 
through the solid iron side bars. The bear- 
ings for the shaft are located at the neutral 
points of the field, so that the armature-core is 75 
not affected by the magnetic condition of the 
field. 

My improvement is not restricted to the use 
of four pole-pieces, as it is evident that each 
pole-piece could be divided or more than four 80 
formed by the shape of the casting. 

What I claim is— 

1 . A dynamo or magneto electric machine 
or motor the frame of which is built up of two 
castings, each consisting of end plates with 85 
pole-pieces extending inwardly therefrom and 
connecting- side bars, as set forth. 

2 . A frame forgenerators or motors built up 
of two superposed castings, each consisting of a 
rectangular frame with pole-pieces extending 90 
inwardly from its ends, as set forth. 

3 . A frame and field-magnet for generators 
and motors built up of two rectangular cast- 
ings having pole-pieces extending inwardly 
from their ends, the faces of said pole-pieces 95 
being curved to afford clearance for the arma- 
ture and provided with energizing-coils, asset 
forth. 

NIKOLA TESLA. 

Witnesses: 

Robt. P. Gaylord, 

Frank E. Hartley. 
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To all whom it may concern* 

Be it known that I, Nikola Tesla, a sub- 
ject of the Emperor of 'Austria, from Smiljan, 
Lika, Border country of Austria-Hungary, now 
5 residing at New. York, in the county and State 
of New York, have invented certain new ahd 
nsoful Improvements in Electric Generators, of 
which the following'is a specification, reference 
being had to the drawing accompanying arid 
io forming a part of the same. 

My present invention relates, chiefly, to the 
alternating-current system invented by me 
and described in prior patents, notabfy Nos. 
381,968 and 382 , 280 , of May 1 , 1888 , in which 
15 the motors or transformers, Or generally the 
converters, arc operated by a progressive shift- 
ing or movement of their magnetic poles pro- 
duced by the co-operative action of independ- 
ent magnetizing-coils through which pass al- 
20 ternating currents in proper order and direc- 
tion. In my said,system, as I have heretofore 
shown, T employed a generator of alternating 
currents in' which there were independent in- 
duced or generating coils corresponding to the 
25 energizing-coils of the converter, and the re- 
lations of the generator and converters were 
generally such that the speed of rotation of 
the magnetic poles of the converter equaled 
that of the armature of the generator. 

30 To secure the greatest efficiency, it is neces- 
sary to run the machines at a high speed, and 
this is true not only of those generators and 
motors which are particularly adapted for use 
in my systein, but of others. The practica- 
35 bility of running at very high speeds, how- 
ever, particularly in the case of large genera- 
tors, is limited by mechanical conditions, iu 
seeking to avoid which I have devised various 
plans lor operating the system huder efficient 
40 conditions, although running the generator at 
a comparatively low rate of speed. 

My present invention consists of another 
way of accomplishing this result, which in 
certain respects presents many advantages. 
45 According to the invention, in lieu of driving 
the armature of the generator at a high rate 
of speed, I produce a rotation of the magnetic 
poles of one clement of the generator and drive 
the other at a different speed, by which simi- 
50 lar results arc obtained to those secured by a 
rapid rotation of one of the elements. 


I shall describe this invention by reference 
to the diagram drawing hereto annexed. 

The generator which supplies the current 
for operating the motors or transformers con- 55 
sists in this instance of a subdivided ring or 
annular core wound with four diametrically- 
opposite coils, EIF. Withintheringismonnted 
a cylindrical armature-core wound longitudi- 
nally with two independent coils, F F', the 60 
ends of which lead, respectively, to two pairsof 
insulated contact or collecting rings, D D' G G', 
on the armature shaft. Collecting-brushes d 
<f g <f bear upon these rings, respectively, and 
convey thecurrents through the two independ- 65 
ent line-circuits M M'. In the main line there 
may be included one or more motors or trans- 
formers, or both. If motors be used, they are 
constructed in accordance with my invention 
with independent coils or sets of coils ,T J', in- 70 
eluded, respectively, in the circuits M M'. 
These energizing-coils are wound on a ring or 
annular field or on pole- pieces therqon, and 
produce by the action of the alternating cur- 
rents passing through them a progressive 75 
shifting of the magnetism from pole to pole. 

The cylindrical armature H of the motor is 
wound with two coils, at right angles, which 
form independent closed circuits. 

If transformers be employed, I connect one 80 
set of the primary coils, as N N, wound on a 
ring or annular core, to one circuit, as M', and 
the other primary coils, N' N', to the cirouit 
M. The secondary coils K K' may then be 
utilized for running groups of incandescent 8c 
lamps PF. 3 

With the generator I employ an exciter. 
This consists of two poles, A A, of steel per- 
manently magnetized, or of iron excited by a 
battery or other generator of continuous cur- go 
rents, and a cylindrical armature-core mounted ■ 
on a 6haft, B, and wound with two longitudi- 
nal coils, C G. One end of each of these coils 
is connected to the collecting-rings b c, respect- 
ively, while the other ends are both connected gc 
to a ring, a. Collecting-brushes^' c' bear on 
the rings b c, respectively, and conductors L 
L convey the currents therefrom through the 
coils E and E' of the generator. U is a com- 
mon return- wire to brush a'. Two independ- too 
ent circuits are thus formed, one iududing 
coils Oof the exciter and E E of the generator 
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the other coils O' of the exciter and E' E' of 
the generator. It results from this that the 
operation of the exciter produces a progressive 
movement. of the magnetic poles of theannu- 
5 lar field- core of the generator, the shifting or 
rotary movement of said poles being synch- 
ronous with the rotation of the exciter -arma- 
ture. Considering the operative conditions of 
a system thus established, it will be found that 
io when the exciter is driven so as to energize 
the field of the generator the armature of the 

latter,* if 'left free to tarn, would rotate at a 
speed practically the same as that of the ex- 
citer. If under such conditions the coils P 
15 F of the generator-armature be closed upon 
themselves or short-circuited, no currents, at 
least theoretically, will be generated in the 
said armature-coils. In practice I have ob 
served the presence of slight currents, the ex- 
20 istence of which is attributable to more or less 
pronounced fluctuations in the intensity of the 
magnetic poles of the generator ring. So, if 
tho armature-coils P F be closed through the 
motor, the latter will n6t ‘be turned as long as 
25 the movement of the generator-armature is 
synchronous with that of the exciter or of the 
maguetic poles of its field. If, on the eon- 
trary, the speed of the generator-armatufre be 
i n any way checked, so that the shifting or ro- 
30 tation of the poles of the field becomes rela- 
tively more rapid, currents will be induced in 
the armature-coils. This obviously follows 
from the passing of the lines of force across 
the armature - conductors. The greater the 
35 speed of rotation of the toagnetic poles rela- 
tively to that of the armature the more rap- 
idly the currents developed in the coils of the 
latter will follow one auother, and the more 
rapidly the motor will revolve in response 
40 thereto, and this continftes until the armature- 
generator is stopped entirely, as by a brake, 
when the motor, if properly constructed^ runs 
at the same speed with which the magnetic 
poles of the generator rotate. 

45 The effective strength of the currents devel- 
oped in the armature-coils of. the generator is 
dependent upon the strength of the currents 
energizing the generator and upon the num- 
ber of rotations per anit of time of. the mag-i 

50 netic poles of the generator; hence the speed 
of the motor- arinatn re will depend in all cases 
upon the relative speeds of the armature of 
the generator and of its maguetic poles. For 
example, if the poles are turned twb thousand 
55 times per unit of time and the armature is 
turned eight hundred, the motor will turn 
twelve hundred times, or nearly so. Very 
slight differences of speed may be indicated by 
a delicately-balanced motor. 

60 Let it now be assumed that power is applied 
to the generator-armature to turn it in a di- 
rection opposite to that in which its magnetic 
pdies rotate. In such case the result would 
be similar to that produced by a generator the 
65 armature and field- magnets of which are ro- 
tated in opposite directions, and by reason of 
these conditions the motor-armature will turn 


*5 


| at a rate of speed equal to the sum of the 
! speeds of the armature and maguetic poles of 
the generator, so that a comparatively low 70 
Speed of the generator-armature will produce ' 
a high speed in the motor. 

It will be observed in connection with this 
system that on diminishing the resistance of 
the external circuit of the generator-armatu re 75 
by checking the speed of the motor or by add- 
ing translating devices in multiple arc in the 
secondary circuit or circuits of the transformer 
the strength of the current in the armature- 
circuit is greatly increased. Thisis due to tto 80 
causes: first, to the great differences in the 
speeds of the motor and generator, and, sec- 
ondly, to the fact that the apparatus follows 
the analogy of a transformer, for, in propor- 
tion as the resistance of the armature or see* 
ondary circuits is reduced, the strength of the 
cqrrents in the field or primary circuits of the 
generator is increased and the currents in the 
armature augmented correspondingly. For . 
similar reasons the currents in the armature* 90 
coils of the generator increase very rapidly 
when the speed of the armature js rednoed 
when running in the same direction as the 
magnetic poles or conversely. 

It will be understood from the above de* 
scription that the generator-armature may be 
ran in the direction of the shifting of the mag- 
netic poles, but more rapidly, and that in such 
case the speed of the motor will.be equal to 
the difference between the two rates. 

In many applications to electrical conversion 
and distribution this system possesses great 
advantages both in economy, efficiency, and 
practicability. 

What I claim is — 

1. The combination, with an alternating-cur- 
rent generator having independent energizing 
or field and independent induced or arma- 
ture coils, of an alternating - current exciter- 
having generating -or induced coils corre* no 
spending to and connected with the en&gizing- 
coils of the generator, as set forth. 

2. ; In an alternating-current generator, the 
combination of the elements named and co- 
operatively associated- id the following man- 115 
ner: !a field-maguet wound with independent 
coils each connected with~a source of alternate • 
ing currents, whereby the magnetic poles pro- 
duced by said coils will be progressively 
shifted or moved through the field, and an 120 
armatnre-core wound with independent coils, 
each having terminals from which currents 
are delivered to the independent external cir- 
cuits. 

3. The system of electrical distribution con- 1 25 
sistihg of tho combination, with an alternate 5 
ing - current genefstaiL-haVing independent 
energizing-coils'anffan armature wonnd with 

independent induced cbiisHiLjh alternating- 

current exciter having indnced'-eojls corre- 
sponding to a nd connected with the energizing- 
coils of the generator, and one or more electri- 
cal converters having independent inducing 
or energizing cqiIs connected with the corre- 
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Bponding armature coils of the generator, as 
hereto set forth. 

4. The combi nation, with an alternating-cur- 
rent generator having a field-magnet wound 
with independent energizing - coils and an 
armature adapted to be rotated within the 
field produced by said magnet, of an exciter 


having induced or generating coils correspond- 
ing to and connected with the energizing-coils 
of the generator, as set forth. 

NIKOLA. TESLA. 

Witnesses: 

Kobt. F. Gaylord, 

Parker W. Page. 
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To all whom it may concern: its coil become weaker until, by a movement 

Be it known that I, Nikola Tesla, a sub- of the said core and coil through ninety de- 
jept of the Emperor of Austria, from Smiljan, grees, there will be no current delivered. 

Lika, border country of Austria-Hungary, now' The construction of this device, broadly, I 55 

f 5 residing in New York, in the county and State do not claim as of my invention: but this, to- 

of New' York, have invented certain new and getlier with the manner of applying and using- 
useful Improvements in Regulators for Alter- the same, which forms the subject of myin- 
nating-Current Motors, of which the following vention, I will now explain by reference to 
is a specification, reference being had to the the accompanying drawings. 60 

10 drawings accompanying and forming part of Figure 1 is a view in side elevation of the 
the same. ... regulator. Fig. 2 is a broken section on line 

My invention is an improvement in systems x x of Fig. 1 . Fig. 3 is a diagram illustrating 
for the electric transmission of power; and it the preferred manner of applying the regu- 
eonsists in a means of regulating the speed and lator to ordinary forms of motors, and Fig. 4 65 
15 power of the motor or motors. The system for is a similar diagram illustrating the apjili ca- 
use with, which the invention is more particu- tion of the device to my i unproved alternating- 
larly designed is one in which the motors, or current motors. 

what may be in certain cases their equiva- The regulator nmv be constructed in many 
lents—the electrical transformers— havetwo or ways to secure the desired result; but in the 70 
20 more independent energizing-circuits, which, best form of w-hich I am now aware it is shown 
receiving current from corresponding sources, in Figs. 1 and 2. 

act to set up a progressive movement or shift- A represents a frame of iron, and I would 
ing of the magnetic poles of the motors; but here state that the plan which is now invari- 
the invention is also applicable to other pur- ably followed of dividing up all iron cores 77 
25 poses, as will hereinafter appear. I employ which are subjected to the influence of alter- 
the regulator for the purpose of varying the natiug currents should be adopted in the con- 
speed of these motors. struetion of this device. 

The regulator proper consists of.a form of B B are the cores of the inducing or pri- 
converter or transformer with one element ca- mary coils 0 C, said cores being integral with Sc 
30 pable of movement with respect to the other, or bolted to the frame A in any weil-known 
whereby the inductive relations may be altered, way. 

either manually or automatically, for the pur- D is a shaft mounted in the side bars, D', 
pose of varying the strength of the induced and on which is secured a sectional iron core, 
current. I prefer to construct this device in E, wound with an induced or secondary coil, 85 
35 such manner that the induced or secondary F, the convolutions of which are parallel with 
element may be movable with respect to the the axis of the shaft. The ends of the core 
other; and the improvement, so far as relates are rounded off, so as to fit closely in the space 
merely to the construction of the device itself, between the two poles and permit the core E 
consists, essentially, in the combination, with to be turned. A handle, G, secured to the 90 
40 two opposite magnetic poles, of an armature projecting end of the shaft I), is provided for 
wound with an insulated coil and mounted on this purpose. 

a shaft, whereby it may be turned to the de- Any means may be employed for maintain- 
sired extent within the field produced by the ing the core and secondary coil in any given 
poles. The normal position of the core of the position to which it is turned by the handle. 95 
45 secondary element is that in which it most The operation or effect of the device will be 
completely closes the magnetic circuit between understood by reference to the diagrams illus- 
the poles of the primary element, and in this trating the manner of its application, 
position its coil is in its most effective position In Fig. 3 , let II represent an ordinary ulter- 
ior the inductive action upon it of the primary nating-current generator, the field-magnets of 100 
50 coils; but by turning the movable core to which are excited by a suitable source of cur- 
either side the induced currents delivered by rent, I. Let .J designate an ordinary form of 
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electro - magnetic motor provided with an 
armature, K, commutator L, and field-mag- 
nets M. It is well known that such a motor,, 
if its field-magnets’ cores be divided up into 
5 insulated sections, may be practically oper- 
ated by an alternating current; but in using 
my regulator with such a motor I include one 
element of the motor only — say the armature- 
coils — in the main circuit of the generator, 
io making the connections through the brushes 
and the commutator in the usual way. I also 
include one of the elements of the regulator — 
say the stationary coils — in the same circuit, 
and in the circuit with the secondary or mov- 
es able coil of the regulator I connect up the 
field-coils of the motor. I prefer to use flexi- 
ble conductors to make the connections from 
the secondary coil of the regulator, as I there- 
by avoid the use of sliding contacts or rings 
20 without interfering with the requisite move- 
ment of the core E. 

If the regulator be in its normal positioner 
that in which its magnetic circuit is most 
nearly closed, it delivers its maximum induced 
25 current, the phases of which so correspond 
with those of the primary current that the 
motor will run as though both field and arma- 
ture were excited by the main current. 

To vary the speed of the motor to any rate 
30 between the minimum and maximum rates, 
the core E and coils F are turned in either di- 
rection to an extent which produces the de- 
sired result, for in its normal position the con- 
volutions of coil E embrace the maximum 
35 number of lines of force, all of which act with 
the same effect upon said coil; hence it will 
deliver its maximum current; but by turning 
the coil F out of its position of maximum ef- 
fect the number of lines of force embraced by 
43 it is diminished. The inductive effect is there- 
fore impaired, and the current delivered by 
coil F will continue to diminish in proportion 
to the angle at which the coil F is turned un- 
til, after passing through an angle of ninety 
45 degrees, the convolutions of the coil will be at 
right angles to those of coils C C, and the in- 
ductive effect reduced to a minimum. 

Incidentally to certain constructions, other 
causes may influence the variation in the 
50 strength of the induced currents. For exam- 
ple, in the present case it will be observed 
that by the first movement of coil F a certain 
portion of its convolutions are carried beyond 
the line of the direct influence of the lines of 
55 force, and that the magnetic path or circuit 
for said lines is impaired; hence the inductive 
effect would be reduced. Next, that after 
moving through a certain angle, which is ob- 
viously determined by the relative dimensions 
60 of the bobbin or coil F, diagonally- opposite 
portions of the coil will be simultaneously, in- 
cluded in the field, but in such positions "that 
the lines which produce a current-impulse in 
one portion of the coil in a certain direction 
65 will produce in the diagonally-opposite por- 


tion a corresponding impulse in the opposite 
direction; hence portions of the current will 
neutralize one another. 

As before stated, the mechanical construc- 
tion of the device may be greatly varied; but 70 
the essential conditions of the invention will 
be fulfilled in any apparatus in which the 
movement of the elements with respect to one 
another effects the same results by varying the 
inductive relations of the two eiemeuts in a 75 
manner similar to that described. 

It may also be stated that the core E is not 
indispensable to the operation of the regula- 
tor; but its presence is obviously beneficial. 

This regulator, however, has another valuable 80 
property in its capability of reversing the mo- 
tor, for if the coil F be turned through a half- 
revolution the position of its Convolutions 
relatively to the two coils C C and the lines 
of force is reversed, and consequently the 85 
phases of the current will be reversed. This 
will produce a rotation of the motor in an op- 
posite direction. This form of regulator is 
also applied with great advantage to my sys- 
tem of utilizing alternating currents, in which 90 
the magnetic poles of the field of a motor are 
progressively shifted by means of the com- 
bined effects upon the field of magnetizing- 
coils included in independent circuits, through 
which pass alternating currents in proper or- 95 
der and relations to each other. 

In illustration, let P represent one of my 
generators having two independent coils, P' 
and P", on the armature, and T a diagram of 
a motor having two independent energizing- ^oo 
coils or sets of coils, E B'. One of the cir- 
cuits from the generator, as S' S', includes one 
set, B' B', of the energizing-coils of the motor, 
while the other circuit, as S S, includes the 
primary coils of the regulator. The second- 105 
ary coil of the regulator includes the other 
coils, B B, of the motor. 

While the secondary coil of the regulator is 
in its normal position it produces its maxi- 
mum current, and the maximum rotary effect no 
is imparted to the motor; but this effect will 
be diminished in proportion to the angle at 
which the coil F of the regulator is turned. 

The motor will also be reversed by reversing 
the position of the coil with reference to the 115 
coils C C, and thereby reversing the phases of 
the current produced by the generator. This 
changes the direction of the movement of the 
shifting poles which the armature follows. 

One of the main advantages of this plan of 1 20 
regulation is its economy of power. When 
the induced coil is generating its maximum 
current, the maximum amount of energy in the 
primary coils is absorbed; but as the induced 
coil is turned from its normal position the 125 
self-induction of the primary coils reduces the 
expenditure of energy and saves power. 

It is obvious that in practice either coils 0 
C or coil F may be used as primary or second- 
ary, and it is well understood that their rela- 13c 
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tive proportions may be varied to produce 
any desired difference or similarity in the in- 
ducing and induced currents. 

I am aware that it is not new' to vary the 
5 secondary current of an induction-coil by mov- 
ing one coil with respect to the other, and 
thereby varying the inductive relations nor- 
mally existing between the two. This I do 
not claim. 

ic What I claim is— 

1. The combination, with a motor having in- 
dependent energizing-circuits, of an alternat- 
ing-current regulator, consisting, essentially, 
of inducing and induced coils movable with 
15 respect to one another, whereby the strength 
of the induced currents maybe varied, the in- 
duced coils being included in and adapted to 


supply the current for one of the motor-cir- 
cuits, as set forth. 

2. The combination, with a motor adapted 20 
to be run or operated by alternating currents 
and provided with independent energizing- 
coils, of a regulator consisting of stationary 
induciug-coiis and an induced coil capable of 
being rotated, whereby it may be turned to a 25 
greater or less angle to the primary coils, or its 
position with respect thereto reversed, the in- 
duced coil or coils being included in and 
adapted to supply the current for one of the 
motor-circuits, as set forth. 

NIKOLA. TESLA. 

Witnesses: 

Robt. F. Gaylord, 

Frank B. Muepht. 
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To all whom it may concern: 

He it known that I, Nikola Tesla, of Smil- 
jan, Lika, Border Country of Austria-Hun- 
gary, have invented an Improvement in Ther- 
5 mo-Magnetic Motoi-s, of which the followin'? 
is a specification. ” 

It is well known that heat applied to a mag- 
netized body will lessen the magnetism, and 
if the temperature is raised sufficiently the 
io magnetism will be neutralized or destroyed. 
In my present, invention I obtain mechan- 
ical power by a reciprocating action resulting 
from the joint operations of heat, magnetism, 
and a spring or weight or other force— that is 
15 to say, I subject a body magnetized by in- 
duction or otherwise to the action of heat un- 
til the magnetism is sufficiently neutralized 
to allow a weight or spring to give motion to 
the body and lessen the action of the heat, so 
20 that the magnetism may be sufficiently re- 
stored to move the body in the opposite di- 
rectum, and again subject the same to the de- 
magnetizing of the heat. 

In, carrying out my invention I am able to 
25 make use of either an electro-ma.gnetoraper- 
manent, magnet, and I preferably direct:, the 
heat, against a body that is magnetized by in- 
duetion, rather than directly against a pernia- 
neiitmagnct, thereby avoidingtheloss of mag- 
30 nctism that might- result in the permanent 
magnet by the action of heat. I also provide 
for lessening the volume of the heat, or for in- 
tercepting the same during that portion of the 
reciprocation in which the cooling action 
35 takes place. 

In the drawings I have represented liydia- 
grams some of the numerous arrangements 
that may be made use of in carrying out my 
imention. In all of these figures the ma<?- 
40 net-poles are marked NS, the armature A, the 
, Bunsen burner or other source of heat II, ’the 
axisof motion M,and thespringortheequiva- 
len t thereof— namely, a weight— is marked W. 
In Figure 1 the permanent magnet N is con- 
45 nectedwith a frame, F, supporting the axis 
JVI, from which the arm P hangs, and at the 
lower end of which the armature A is sup- 
ported. The stops 2 and 3 limit the extent of 
. motion, and the spring W tends to draw the 
50 armature A away from the magnet N. It is 
now to-be understood that the magnetism 


of N is sufficient to overcome the spring W 
and draw the armature A toward the magnet 
N. The heat acting upon the armature A 
neutralizes its induced magnetism sufficiently 55 
for the spring W to draw the armature A 
away from the magnet N and also from the 
heat atoll. The armature now cools, and the 
attraction of the magnet, N overcomes the 
spring W and draws the armature A back 60 
again above the burner II, so that the same is 
again heated and the operations are re- 
peated. The reciprocating mvements thus 
obtained are employed as a source of me- 
chanical power in any desired manner. Usu- 65 
ally a connecting-rod to a crank upon a fly- 
wheel shaft, will be .made use of, as indicated 
in Fig. 10; but, I do not limit myself in this 
respect. 

Fig. 2 represents the same parts as before 70 
described; but: an electro-magnet is illustrated 
in place of a permanent magnet. The opera- 
tions, however, are the same. 

. I'Tto ■°> I have shown the same parts as 
in Figs. 1 and 2, only they are differently ar- 75 
ranged. The armature A, instead of swing- 
ing, is stationary and held by an arm, P', and 
the core N S of the electro-magnet, is made to 
swing within the helix Q, the said core being 
suspended by the arm P from the pivot M. 80 
A shield, R, is connected with the magnet-core 
and swings therewith, so that- after the heat 
has demagnetized the armature A to such 
an extent that, the spring W draws the core 
N h away from tlie-armature A the shield R 85 
comes between the flame II and armature A, 
thereby intercepting the action of the heat 
and allowing the armat ure to cool, so that, the 
magnetism, again preponderating, causes the 
movement of the core N S toward the arma- 90 
tore A and the removal of the shield R from 
above the flame, so that the heat again acts 
to lessen or neutralize the magnetism. A 
rotary or other movement may be obtained 
from' this reciprocation. 95 

, Fig. 4 corresponds in every respect with 
Fig. 3 , except that, a permanent horseshoe- 
magnet, N S, is represented as taking the 
place of the electro-magnet, in said Fig. 3. 

In Fig. 5 I have shown a helix, Q, with an 100 
armature adapted to swing toward or from 
the helix. In this case there may be a soft- 



396,121 BEST AVAILABLE COP' 


iron core in the helix, or the armature may 
assume the form of a solenoid-core, there be- 
inj? no .permanent core within the helix. 

Fig. 0 is an end view, and Fig. 7 a plan 
5 view, illustrating my improvement as applied 
to a swinging armature, A, and a stationary 
permanent magnet, N S. In this instance I 
apply the heat, to an auxiliary armature or 
'keeper, T, which is adjacent. to and preferably 
io in direct contact with the magnet.. This 
armature T, in the form of a plate of sheet- 
iron, extends across from one pole to the other 
and is of sufficient sectionto practically form 
a keeper for the lnagnep so that when this 
15 armature T is cool nearly all the lines of 
force pass over the same and very little free 
magnetism is exhibited. Then the armature 
A, which swings freely on the pivots M in 
front of the polos N S, is very little attracted j 
20 and the spring .s pulls the same away from 
the poles into the position indicated in the 
drawi ngs. The heat, is directed upon the i ron 
plate T at. some distance from the magnet, so 
as to allow the magnet to be kept compara- 
25 t.ively cool. 'Phis heat is applied beneath the 
plate by means of the burners IT, and there is 
a connection from thearmaturoA or its pivot, 
to the gas-cock 0 or other device for regulat- 
ing the heat.. The heat acting upon the mid- 
30* die portion of the plate T, the magnetic con- 
ductivity of the heated portion is diminished 
or destroyed, and a great number of the lines 
of force are deflected over the armature A, 
which is now powerfully attracted and drawn 
35 into line, or nearly so, with the poles N S. In 
so doing the cock G is nearly closed and the 
plate T cools, the lines of force are again de- 
flected over the same, the attraction exerted 
upon the armature A is diminished, and the 
40 spring W pulls the same away from the mag- 
net into the position shown by full lines, ami 
the operations are repeated. The arrange- 
ment, shown in Fig., (i has the advantages that, 
the magnet and armature are kept, cool and 
45 the strength of the permanent, magnet is bet- 
ter preserved, as the magnetic circuit is con- 
stantly closed. 

In the plan view, Fig. 8 , 1 have shown a 
permanent magnet and keeper-plate, T, simi- 
50 lar to those in Figs. 0 and 7 , with the burn- 
ers II for the gas beneath the same; but, the 


armature is pivoted at one end to one pole of 
the magnet and the other end swings toward 
and from the other pole of the magnet. The 
apring W acts against a lever-arm that pro- 55 
jects from the armature, and the supply of 
heat has to be partly cut off by a connection 
to the swinging armature, so as to lessen the 
heat acting upon the keeper-plate when the 
armature A has been attracted. 60 

Fig. !) is similar to Fig. H, except, that the 
keeper T is not made use of and the arma- 
ture itself swings into and out of the range 
of the intense action of the heat from the 
burner If. 65 

Fig. 10 is a diagram similar to Fig. 1 , except 
that in place of using a spring and stops the 
armature is shown as connected by a link, 12, 
to the crank Fi of a fly-wheel, so that, the fly- 
wheel will be revolved as rapidly as the anna- 70 
tu re can be heated and cooled to the neces- 
sary extent. A spring may be used in addi- 
tion, as in Fig. 1 . 

In Fig. 11 the t wo armatures A A are con- 
nected by a link, so that; one will be heating 75 
while the other is cooling, and the attraction 
exerted to move the cooled armature is 
availed of to draw away the heated armature 
instead of using a spring. 

I have shown in the drawings several ways 80 
of carrying out, my invention; but said in- 
vention isnot. limited by any particular form, 
arrangement, or construction of devices. 

I claim as my invention — 

1 . The combination, with a swinging body 85' 
under the influence of magnetism, of a burner 

or other source of heat acting to vary the 
magnetism, and a spring or other power to 
move the swinging body in the opposite di- 
rection to the action of the magnetism, sub- go 
stantially as set, forth. 

2 . The combination, with two ormorearma- 
tures connected to each other, of magnets to 
influence such armatures, and burners of 
other sources of heat, to vary the magnetic 95 
action and cause the armatures to move, sub-, 
stantially as set forth. 

Signed by me this 21 >th day of March, 1880 . 

NIKOLA TESLA. 

Witnesses: 

Geo. T. Pinckney, 

Wallace L. Serkeu,. 
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Application filed February 18, 1889, 

To all whom it may oonce.ru: 

Be it known that I, Nikola Tesla, a sub- 
ject of the Emperor of Austria, from Smiljan, 
Lika, border country of Austria-IIungary, ancl 
5 residing at New Y ork, in the county and State 
of New York, have invented certain new and 
useful Improvements in Methods of Operating 
Electro-Magnetic Motors, of which the folio \v T 
ing is a specification, reference being had to 
io the drawings accompanying and forming a 
part of the same. 

As is well known, certain forms of alternat- 
ing-current machines have the property, when 
connected in circuit with an alternating-cur- 
15 rent generator, of running' as a motor in syn- 
chronism therewith; but, while the alternating 
current will run the motor after it has attained 
a rate of speed synchronous with that of the 
generator, it will not start it. Hence, in all 
20 instances heretofore where these “synchro- 
nizing-motors,” as they are termed, have been 
run some means have been adopted to bring 
the motors up to synchronism with the gen- 
erator, or approximately so, before the alter- 
25 nating current of the generator is applied to 
drive them. In some instances mechanical 
appliances have been utilized for this pur- 
pose. In others special and complicated forms 
of motor have been constructed. I have dis- 
30 covered a much more simple method or plan 
of operating synchronizing-motors, which re- 
quires practically no other apparatus than 
the motor itself. In other words, by a cer- 
tain change in the circuit-connections of the 
35 motor I convert it at will from a double-cir- 
cuit motor, or such as I have described in 
prior patents and applications, and which will 
start under the action of an alternating cur- 
rent into a synchronizing-motor, or one which 
40 will be run by the generator only when it has 
reached a certain speed of rotation synchro- 
nous with that of the generator. In this 
manner I am enabled to very greatly extend 
the applications of my system and to secure 
45 all the advantages of both forms of alternat- 
ing-current motor. 

The expression “synchronous with that of 
the generator,” is used herein in its ordinary 
acceptation — that is to say, a motor is said to 
50 synchronize with the generator when it pre- 
serves a certain relative speed determined by 
its number of poles and the number of alter- 
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| nations produced per revolution of the gener- 
ator. Its actual speed, therefore, may be faster 
: or slower than that of the generator; but it is 55 
; said to be synchronous so long as it preserves 
| the same relative speed. 

| In carrying out my invention I construct a 
: motor which has a strong tendency to synch- 
ronism with the generator. The construe- 60 
tion which I prefer for this is that in which 
the armature is provided with polar projec- 
tions. The field-magnets are wound with two 
sets of coils, the terminals of which are con- 
nected to a switch mechanism, by means of 65 
which the line-current may be carried directly 
through the said coils or indirectly through 
paths by which its phases are modified. To 
start such a motor, the switch is turned onto 
a set of contacts which includes in one motor- 70 
circuit a dead resistance, in the other an in- 
] ductive resistance, and, the two circuits being 
| in derivation, it is obvious that the difference 
i in phase of the current in such circuits will 
| set up a rotation of the motor. When the 75 
speed of the motor lias thus been brought to 
the desired rate, the switch is shifted to throw 
the main current directly through the motor- 
circuits, and although the currents in both 
circuits will now be of the same phase the So 
motor will continue to revolve, becoming a 
true synchronous motor. To secure greater 
efficiency, I wind the armature or its polar pro- 
jections with coils closed on themselves. 
There are various modifications and impor- 85 
tant features of this method or plan; but the 
main principle of the invention will be under- 
stood from the foregoing. 

In the drawings, to which I now refer, I 
have illustrated by the diagrams the general 90 
features of construction and operation which 
distinguish mv invention, Figure 1 being 
drawn to illustrate the details of the plan 
above set forth, and Figs. 2 and 3 modifica- 
tions of the same. 95 

Referring to Fig. 1 , let A designate the field- 
magnets of a motor, the polar projections of 
which are wound with coils B 0 included in 
independent circuits, and D the armature 
with polar projections wound with coils E 100 
closed upon themselves, the motor in these 
respects being similar in construction to those 
described in my patent, No. 382 , 270 , dated 
May 1 , 1888 , but having, by reason of the 
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polar projections on the armature-core or 
other similar and well-known features, the 
properties of a synchronizing-motor. 

L L' represent the conductors of a line from 
5 an alternating-current generator G. 

Near the motor is placed a switch the ac- 
tion of which is that of the one shown in the 
drawings, which is constructed as follows: F 
F' are two conducting plates or arms, pivoted 
io at their ends and connected by an insulating 
cross-bar, H, so as to be shifted in parallel- 
ism. In. the path of the bars F F' is the con- 
tact 2, which forms one terminal of the cir- 
cuit through coils C, and the contact 4, which 
15 is one terminal of the circuit through coils B. 
The opposite end of the wire of coils C is con- 
nected to the wire L or bar F', and the corre- 
sponding end of coils B is connected to wire 
1/ and bar F; hence if the bars be shifted so 
20 as to bear on contacts 2 and 4 both sets of 
coils B C will be included in the circuit L L' 
in multiple arc or derivation. In the path of 
the levers F F' are two other contact-termi- 
nals, 1 and 3. The contact 1 is connected to 
25 contact 2 through, an artificial resistance, I, 
and contact 3 with contact 4 through a self- 
induction coil, J, so that when the switch-le- 
vers are shifted onto ‘the points 1 and 3 the 
circuits of coils B and C will be connected in 
30 multiple arc or derivation to the circuit L I/, 
and will include the resistance and self-in- 
duction coil, respectively. A third position 
of the switch is that in which the levers F and 
F' are shifted out of contact with both sets of 
35 points. In this case the motor is entirely out 
of circuit. 

The purpose and manner of operating the 
motor by these devices are as follows: The 
normal position of the switch, the motor be- 
40 ing out of circuit, is off the contact-points. 
Assuming the generator to be running, and 
that it is desired to start the motor, the switch 
is shifted until its levers rest upon points 1 
and 3. The two motor-circuits are thus con- 
45 nected with the generator-circuit; but by rea- 
son of the presence of the resistance I in one 
and the self-induction coil J in the other the 
coincidence of the phases of the current is 
disturbed sufficiently to produce a progression 
50 of the poles, which starts the motor in rota- 
tion. When the speed of the motor has run 
up to synchronism with the generator, or ap- 
proximately so, the switch is shifted over onto 
the points 2 and 4, thus cutting out the coils 
55 I and J, so that the currents in both circuits 
have the same phase; but the motor now runs 
as a synchronous motor, which is well known 
to be a very desirable and efficient means of 
converting and transmitting power. 

60 It will be understood that when brought up 
to speed the motor will run with only one of 
the circuits B or C connected with the main 
or generator circuit, or the two circuits may 
be connected in series. This latter plan is 
65 preferable when a current having a high 
number of alternations per unit of time is em- 
ployed to drive the motor. In such case the 


starting of the motor is more difficult and the 
dead and inductive resistances must take up a 
considerable proportion of the electro-motive 70 
force of the circuits. Generally I so ad j ust the 
conditions that the electro-motive force used 
in each of the motor-circuits is that which is 
required to operate the motor when its cir- 
cuits are in series. The plan which I follow 75 
in this case is illustrated in Fig. 2. In this 
diagram the motor has twelve poles and the 
armature has polar projections D wound with 
closed coils E. The switch used is of sub- 
stantially the same construction as that 80 
shown in the previous figure. There are, how- 
ever, five contacts, which I have designated 
by the figures 5, 6, 7, 8, and 9. The motor-cir- 
cuits B C, which include alternate field-coils, 
are connected to the terminals in the follow- 85 
ing order: One end of circuit C is connected 
to contact 9 and to contact 5 through a dead 
resistance, I. One terminal of circuit B is 
connected to contact 7 and to contact 6 
through a self-induction coil, J. The oppo- 90 
site terminals of both circuits are connected 
to contact 8. 

One of the levers, as F, of the switch is made 
with an extension, /, or otherwise, so as to 
cover both contacts 5 and 6 when shifted into 95 
the position to start the motor. It will be ob- 
served that when in this position and with 
lever F' on contact 8 the current divides be- 
tween the two circuits B C, which from their 
difference in electrical character produce a 100 
progression of the poles that starts the motor 
in rotation. When the motor has attained 
the proper speed, the switch is shifted so that 
the levers cover the contacts 7 and 9, thereby 
connecting circuitsB and C in series. I have 105 
found that by this disposition the motor is 
maintained in rotation in synchronism with 
the generator. This principle of operation, 
which consists in converting by a change of 
connections or otherwise a double-circuit mo- 1 10 
tor or one operating by a progressive shifting 
of the poles into an ordinary synchronizing- 
motor may be carried out in many other 
ways. For instance, instead of using the switch 
shown in the previous figures, I may use a 115 
temporary ground- circuit between the gen- 
erator and motor, in order to start the motor, 
in substantially the manner indicated in Fig. 3. 

Let G in this figure represent an ordinary 
alternating-current generator with, say, two 120 
poles, M M', and an armature wound with 
two coils, N N', at right angles and connected 
in series. The motor has, for example, four 
poles wound with coils B C, which are con- 
nected in series and an armature with polar 125 
projections D wound with closed coils E E. 
From the common joint or union between the 
two circuits of both the generator and the 
motor an earth - connection is established, 
while the terminals or ends of the said circuits 130 
are connected to the line. Assuming that 
the motor is a synchronizing-motor or one 
that has the capability of running in synch- 
ronism with the generator, but not of start- 
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ing, it may be started by the above-described 
apparatus by closing the ground-eomieetion 
from both generator and motor. The system 
thus becomes one with a two-circuit genora- 
5 tor and motor, the ground forming a common 
return for the currents in the two circuits L 
and I/. When by this arrangement of cir- 
cuits the motor is brought to speed, the 
ground-connection is broken between the mo- 
io tor or generator, or both, and ground, switches 
P P' being r!H'. liuyed for this purpose. The 
motor then runs as a synchronizing-motor. 

In describing those features which consti- 
tute my invention I have omitted illustrations 
15 of the appliances used in conjunction with 
the electrical devices of similar systems — 
such, for instance, as driving-belts, fixed and- 
loose pulleys for the motor, and the like; but 
these are matters well understood. 

20 In describing my invention by reference to 
specific constructions I do not wish to be un- 
derstood as limiting myself to the construc- 
tions shown; and in explanation of my in- 
tent in this respect I would say that I may in 
25 such forms of apparatus as I have shown in 
Pigs. 1 and 2 include the dead resistance and 
self-induction coil in either circuit, or use 
only a dead resistance or a self-induction 
coil, as in the various ways shown in my ap- 
30 plication, Xo. 203 , 052 , filed December 8 , 1888 . 

I may also use any form of switch, whether 
manual or automatic, that will by its manipu- 
lation or operation effect the required change 
of connections, and in order to secure the 
35 necessary difference of phase in the two mo- 
tor-circuits on starting I may employ any of 
the known means for this purpose. 

I believe that, I am the first to operate elec- 
tro-magnetic motors by alternating currents 
40 in any of the ways herein suggested or de- 
scribed — that is to say, by producing a pro- 
gressive movement or rotation of their poles 
or points of greatest magnetic attraction by 
the alternating currents until they have j 
45 reached a given speed, and then by the same j 
currents producing a simple alternation of 
their poles, or, in other words, by a change in 
the order or character of the circuit-connec- 
tions to convert a motor operating on one 
50 principle to one operating on another, for the 
purpose described. 


I do not claim herein of itself the method 
of or apparatus for operating a motor which 
forms a part of this invention and which in- 
volves the principle of varying or modifying 55 
the currents passing through the energizing- 
circuits, so as to produce between such cur- 
rents a difference of phase, as these matters 
are described and claimed by me in other ap- 
plications, but with the object of securing, 60 
broadly, the method as a whole which I have 
herein set forth. 

What I claim is — 

1 . The method of operating an alternating- 
current motor herein described by first pro- 65 
gressively shifting or rotating its poles or 
points of greatest attraction and then, when 
the motor has attained a given speed, alter- 
nating the said poles, as described. 

2. The method of operating an electro-mag- 70 
netic motor herein described, which consists 

in passing through independent energizing- 
circuits of the motor alternating currents dif- 
fering in phase and then, when the motor has 
attained a given speed, alternating currents 75 
coinciding in phase, as described. 

3 . The method of operating an electro-mag- 
netic motor herein described, which consists 
in starting the motor by passing alternating 
currents differing in phase through independ- So 
ent energizing-circuits and then, when the mo- 
tor has attained a given speed, joining the en- 
ergizing-circuits in series and passing an al- 
ternating current through the same. 

1 . The method of operating a synehroniz- 85 
ing-motor, which consists in passing an alter- 
nating current through independent energiz- 
ing-circuits of the motor and introducing into 
such circuits a resistance and self-induction 
coil, whereby a difference of phase between 90 
the currents in the circuits will be obtained, 
and then, when the speed of the motor synch- 
ronizes with that of the generator, with- 
drawing the resistance and self-induction 
coil, as set forth. 

' XIKOLA TESLA. 

Witnesses: 

Geo. M. Monju), 

W\i. Ti. Lemon. 
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To all whom it may concern : ' 

Be it known that I, Nikola Tesla, from 
Smiljan, Lika, border country of Austria- 
Hungary, a subject of the Emperor of Aus- 
5 tria, residing at New York, in the county and 
State of New York, have invented certain 
new and useful Improvements in Electro- 
Magnetic Motors, of which the following is a 
specification, reference being had to the draw- 
io ings accompanying and forming a part of the 
same. 

In order to define more clearly the relations 
which the motor forming the subject of my 
present application bears to others of the 
r 5 class to which it pertains, I will recapitulate 
briefly the forms of alternating-current mo- 
tors invented by me and described more in 
detail in my prior patents and applications. 
Of these there are two principal types or 
20 forms: first, those containing two or more en- 
ergizing-circuits through which are caused to 
pass alternating currents differing from one 
another in phase to an extent sufficient to 
produce a continuous progression or shifting 
25 of the poles or points of greatest magnetic ef- 
fect, in obedience to which the movable ele- 
ment of the motor is maintained in rotation ; 
second, those containing poles or parts of dif- 
ferent magnetic susceptibility, which under 
30 the energizing influence of the same current or 
two currents coinciding in phase will exhibit 
differences in their magnetic periods or 
phases. In the firstclassof motors the torque 
is due to the magnetism established in dif- 
35 ferent portions of the motor by currents from 
the same or from independent sources, and 
exhibiting time differences in phase. In the 
second class the torque results from the en- 
ergizing effects of a current upon parts of 
40 the motor which differ, in magnetic suscepti- 
bility — in other words, parts which respond to 
the same relative degree to the action of a 
current, not simultaneously, but after dif- 
ferent intervals of time. In my present in- 
45 vention, however, the torque, instead of being 
solely the result of a time difference in the 
magnetic periods or phases of the poles or at- 
tractive parts to whatever cause clue, is pro- 
duced by an angular displacement of the 
50 parts which, though movable with respect to 


one another, are magnetized simultaneously, 
or approximately so, by the same currents. 

This principle of operation I have embodied 
practically in a motor in which I obtain the 
necessary angular displacement between the 5 5 
points of greatest magnetic attraction in the 
two elements of the motor — the armature and 
field — by the direction of the lamination of the 
magnetic cores of said elements, and the best 
means of accomplishing this result of which 60 
I am at present aware I have shown in the 
accompanying drawings. 

Figure 1 is a side view of the motor with a 
portion of its armature-core exposed. Fig. 2 
is an end or edge view of the same. Fig. 3 is 65 
a central cross-section of the same, the arma- 
ture being shown mainly in elevation. 

Let A A designate two plates built up of 
thin sections or laminae of soft iron insulated 
more or less from one another and held to- 70 
gether b3 r bolts a or any other suitable means 
and secured to a base B. The inner faces of 
these plates contain recesses or grooves in 
which a coil or coils D are secured obliquely to 
the direction of the laminations. Within 75 
the coils D is a disk E, preferably composed 
of a spirally-wound iron wire or ribbon or a 
series of concentric rings and mounted on a 
shaft F, having bearings in the plates A A. 
Such a device when acted upon by an alter- 80 
nating current is capable of rotation and con- 
stitutes a motor, the operation of which I ex- 
plain in the following manner: A current or 
current-impulse traversing the coils D tends 
to magnetize the cores A A and E, all of 85 
which are within the influence of the mag- 
netic field of the coils. The poles thus es- 
tablished would naturally lie in the same line 
at right angles to the coils D, but in the plates 
A they are deflected by reason of the diree- 90 
tion of the laminations and appear at or near 
the extremities of said plates. In the disk, 
however, where these conditions are not pres- 
ent, the poles or points of greatest attraction 
are on a line at right angles to the plane of 95 
the coils; hence there will be a torque estab- 
lished by this angular displacement of the 
poles or magnetic lines, which starts the disk 
in rotation, the magnetic lines of the armature 
and field tending toward a position of paral- 100 
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lelism. This rotation is continued and main- 
tained by the reversals of the current in coils 
D I), which change alternately the polarity 
of the field-cores A A. This rotary tendency 
5 or effect will be greatly increased by winding 
the disk with conductors G, closed upon them- 
selves and having a radial direction, whereby 
the magnetic intensity of the poles of the 
disk will be greatly increased by the energiz- 
io ing effect of the currents induced in the coils 
G by the alternating currents in coils 1 ). The 
plan of winding and the principle of opera- 
tion have been fully explained in my patent, 
No. 382 , 279 , of May 1, 1888 . 

15 The cores of the disk and field may or may 
not be of different magnetic susceptibility — 
that is to. say, they may both be of the same 
kind of iron, so as to be magnetized at ap- 
proximately the same instant by the coils D; 
20 or one may be of soft iron and the other of 
hard, in order that a certain time may elapse 
between the periods of their magnetization. 
In either case rotation will be produced; but 
unless the disk is provided with the closed 
25 energizing-coils it is desirable that the above- 
described difference of magnetic suscepti- 
bility bo utilized to assist in its rotation. 

The cores of the field and armature may bo 
made in various ways, as will be well un'der- 
30 stood, it being only requisite that the lamina- 
tions in each be in such direction as to secure 
the necessary angular displacement of the 
points of greatest attraction. Moreover, since 
the disk maybe considered as made up of an 
35 infinite number of radial arms, it is obvious 
that what is true of a disk holds, under well- 
understood conditions, for many other forms 
of armature, and my invention in this respect 
is in no sense limited to the specific form of 
40 armature shown. 

It will bo understood that the specific ways 
of carrying out this invention are almost with- 
out number, and that, therefore, I do not limit 
myself to the precise form of motor which I 
45 have heroin shown. 

I believe that I am the first to produce ro- 
tation of an armature, at least such as could 
be utilized for any general or practicable pur- 
poses, by means of an alternating current pass- 
50 ing through a single coil or several coils act- 
ing as one, and which have a direct magnet- 
izing effect upon the cores of both armature 
and field, an d this I claim in its broadest sense. 

I further believe that I am the first to im- 


part directly, by means of an alternating cur- 55 
rent, magnetism to the cores of the two ele- 
ments of a motor, and by the direction of the 
lamination of one or both of the same to pro- 
duce an angular displacement of the poles or 
lines of magnetic force of the cores, respect- 60 
ively. 

What I therefore claim is — 

1 . An electro-magnetic motor consisting of 
a field-magnet, a rotary armature, and a "sin- 
gle coil adapted to be connected to a source 65 
of alternating currents and to impart magnet- 
ism to both the armature and the field-magnet 
with angular displacement of the maximum 
points, as sot forth. 

2 . In an electro-magnetic motor, the combi- 70 
nation, with a coil adapted to be connected 
with a source of alternating currents, of a 
field-magnet and rotary armature the cores 

of which are in such relation to the coil as 
to be energized thereby and subdivided or 75 
laminated in such manner as to produce an 
angular displacement of their poles or the 
magnetic lines therein, as set forth. 

3 . In an electro-magnetic motor, the combi- 
nation, with a coil adapted to be connected 80 
with a source of alternating currents, of field- 
magnets with laminations lying obliquely to 
the plane of said coil and a circular or disk 
armature mounted to rotate between the field- 
magnets, both field and armature being under 85 
the magnetizing influence of the coif, as set 
forth. 

4 . In an electro-magnetic motor, the combi- 
nation, with a coil adapted to be connected 
with a source of alternating currents, of field-, go 
magnets with laminations lying obliquely to 
the plane of the coil and a circular or disk 
armature with spiral or concentric lamina- 
tions mounted between the field-magnets, both 
field and armature being under the magnet- 95 
izing influence of the coil, as set forth. 

5 ; In an electro-magnetic motor, the combi- 
nation, with a coil adapted to be connected to 
a source of alternating currents, of a field- 
magnet and a rotary armature with closed 100 
coils thereon, both the field and the armature 
being under the magnetizing influence of said 
coil and laminated to produce an angular dis- 
placement of the poles of the two cores. 

NIKOLA TESLA. 

Witnesses: 

Edward T. Evans, 

George N. Monro. 
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To all ivhom it may concern: 

Be it known that I, Nikola Tesla, a sub- 
ject of the Emperor of Austria, from Smiljan, 
Lika, border country of Austria-Hungary, re- 
5 siding at New York, in the county and State 
of New York, have invented certain new and 
useful Improvements in Methods of Electrical 
Power Transmission, of which the following 
is a specification, reference being had to the' 
ro drawing accompanying and forming a part 
of the same. 

This application is for a specific method of 
transmitting power electrically, shown and 
described in, and covered broadly by the 
15 claims of, an application filed by me February 
18, 1889, No. 300,220. 

As is well known, certain forms of alternat- 
ing-current machines have the property, when 
connected in circuit with an alternating-cur- 
20 rent generator, of running as a motor in syn- 
chronism therewith; but, while the alternating 
current will run the motor after it has at- 
tained a rate of speed synchronous with that 
of the generator, it will not start it; hence, in 
25 all instances heretofore where these “syn- 
chronizing motors,” as they are termed, have 
been run, some means have been emploj ed to 
bring the motors up to synchronism with the 
generator, or approximately so, before the 
30 alternating current of the generator is applied 
to drive them. In some instances mechanical 
appliances have been utilized for this pur- 
pose. In others special and complicated 
forms of motor have been constructed. 

35 My present invention is an improvement in 
methods of operating these motors and in- 
volves a new and improved plan of bringing 
the motor up to the proper rate of speed, that 
it may be run in synchronism with the gen- 
40 erator. 

The expression “ synchronism with the gen- 
erator ” is used herein in its ordinary accepta- 
tion — that is to say, a motor is said to syn- 
chronize with the generator when it preserves 
45 a certain relative speed determined by its 
number of poles and the number of alterna- 
tions produced per revolution of the gener- 
ator. Its actual speed, therefore, may be 
faster or slower than that of the generator, 
50 but it is said to be synchronous so long as it- 
preserves the same relative speed. 


In carrying out my present invention I con- 
struct a generator with two coils or sets of 
coils amla motor with corresponding energiz- 
ing coils or sets of coils. By means of two 55 . 
line-wires one terminal of each generator-coil 
or set of coils is connected to one terminal of 
its corresponding motor-coil or set of coils, 
while the opposite terminals of the generator- 
coils are joined together and likewise those of 60 
the motor. 

To start the motor I establish temporarily 
an electrical connection between the points of 
connection between the coils in the generator 
and those in the motor, so that the system 65 
becomes an ordinary double-circuit system 
identical with that described in my patent, 

No. 390,413, of October 2, 1888, except that the 
generator and motor are constructed in any 
well-known way with a strong tendency to 70 
synchronize. When by this plan of connec- 
tion the motor has attained the desired speed, 
the earth- connection is severed, by which 
means the system becomes an ordinary single- 
circuit synchronizing system. 75 

In the drawing I have illustrated this 
method by a diagram. 

Let G represent an ordinary alternating-cur- 
rent generator having four field-poles A, per- 
manently or artificially magnetized, and an 80 
armature wound with two coils C connected 
together in series. 

Let M represent an alternating-current mo- 
tor with, say, four poles D, the coils on which 
are connected in pairs and the pairs connected 85 
in series. The motor-armature should have 
polar projections and closed coils E. 

From the common joint or union between 
the two coils or sets of coils of both the gen- 
erator and motor an earth-connection F is es- 90 
tablished, while the terminals or ends of the 
said coils or circuits which they form are con- 
nected to the line-conductors II II. 

Assuming that the motor is a synchronizing 
motor, or one that has the capability of run- 95 
ning in synchronism with the generator, but 
not of starting, it may be started by the above- 
described plan by closing the ground-connec- 
. tion from both generator and motor. The 
system thus becomes one with a two-circuit 100 
generator and motor, the ground forming a 
common return for the currents in the two 
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wires II II. When by this arrangement of 
circuits the motor is brought to "speed, the 
ground-connection is broken between the gen- 
erator or motor or both and ground, switches 
S K K being employed for this purpose. The 
motor then runs as a synchronizing motor. 

This system is capable of various useful ap- 
plications which it is not necessary to describe 
in detail; but it will be enough to say that the 
10 convertibility of the system from double cir- 
cuit to single circuit is a feature in itself of 
great value and utility. 

I do not wish to be understood as confining 
myself to the precise arrangement or order of 
15 connections herein set forth, as these maybe 
obviously varied in many respects. 

What I claim is — 

1. I he method of operating synchron izing 1 


motors herein described, which consists in 
electrically connecting intermediate points of 20 
the inducing-circu.it of the generator and the 
energizing-circuit of the motor until the motor 
has reached a desired speed and then inter- 
rupting such connection, as set forth. 

2. The method herein described of starting 25 
or operating synchronizing motors, which con- 
sists in electrically connecting intermediate 
points of the inducing-circuit of the generator 
and the energizing-circuit of the motor to 
earth until the motor lias reached the desired 30 
speed and then in terrupting either or both of 
the ground-connections, as sot forth. 

NIKOLA TESLA. 

\\ ltnosses: 

Edward T. Evans, 

E. C. lip, still. 
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To all whom it may concern: 

Be it known that I, Nikola Tesla, from 
Smiljan, Lika, border country of Austria- 
Hungary, a subj ect of the Emperor of Austria, 

S and a resident of N ew Y ork, in the county and 
Stateof New York, have invented certain new 
and useful Improvements in Dynamo or Mag- 
neto Electric Machines, of which the following 
is a specification, reference being had to the 
io accompanying drawings. 

This invention relates to that class of elec- 
trical generators known as “unipolar,” in 
which "a disk or cylindrical conductor is 
mounted between magnetic poles adapted to 
15 firoduce an approximately-uniform field. In 
the first-named or disk armature machines the 
currents induced in the rotating conductor 
flow from the center to periphery, or con- 
versely, according to the direction of rotation 
20 or the lines of force as determined by the 
signs of the magnetic poles, and these currents 
are taken off usually by connections or brushes 
applied to the disk at points on its periphery 
and near its center. In the case of the cy- 
25 lindrical armature-machine the currents de- 
veloped in the cylinder are taken off by 
brushes applied to the sides of the cylinder at 
its ends. 

In order to develop economically an electro- 
30 motive force available for practicable pur- 
poses, it is necessary either to rotate the con- 
ductor at a very high rate of speed or to use a 
disk of large diameter or cylinder of great 
length; but in either case it becomes difficult 
35 to secure and maintain a good electrical con- 
nection between the collecting-brushes and 
the conductor, owing to the high peripheral 
speed. 

It has been proposed to couple two or more 
40 disks together* in series with the object of ob- 
taining a higher electro-motive force; but 
with the connections heretofore used and us- 
ing other conditions of speed and dimension 
of disk necessary to securing good practicable 
45 results this difficulty is still felt to be a seri- 
ous obstacle to the use of this kind of gener- 
ator. These objections I have sought to avoid; 
and for this purpose I construct a machine 
with two fields, each having a rotary conductor 


mounted between its poles, but the same prin- 50 
ciple is involved in the case of both forms of 
machine above described, and as I prefer to 
use the disk form I shall confine the descrip- 
tion herein to that machine. The disks are 
formed with flanges, after the manner of pul- 55 
leys, and are connected together by flexible 
conducting bands or belts. 

• I prefer to construct the machine in such 
manner that the direction of magnetism or 
order of the poles in one field of force is oppo- 60 
site to that in the other, so that rotation of the 
disks in the same direction develops a current 
in one from center to circumference and in the 
other from circumference to center. Contacts 
applied therefore to the shafts upon which the 65 
disks are mounted form the terminals of a 
circuit the electro-motive force in which is 
the sum of the electro-motive forces of the two 
disks. 

I would call attention to the obvious fact 70 
that if the direction of magnetism in both 
fields be the same the same result as above 
will be obtained by driving the disks in op- 
posite directions and crossing the connect- 
ing-belts. In this way the difficulty of se- 75 
curing and maintaining good contact with 
the peripheries of the disks is avoided and a 
cheap and durable machine made which is 
useful for many purposes — such as for an ex- 
citer for alternating-current generators, for a 80 
motor, and for any other purpose for which 
dynamo-machines are used. 

The specific construction of the machine 
which I have just generally described I have 
illustrated in the accompanying drawings, in 85 
which — ■ 

Figure 1 is a side view, partly in section, of 
my improved machine. Fig. 2 is a vertical 
section of the same at right angles to the 
shafts. 90 

In order to form a frame with two fields of 
force, I cast a support A with two pole-pieces 
B IF integral with it. To this I j oin by bolts E 
a casting D, with two similar and correspond- 
ing pole-pieces C O'. The pole-pieces B B' 95 
are wound or connected to produce a field of 
force of given polarity, and the pole-pieces 
C C' are" wound or connected to produce a 
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field of opposite polarity. The driving-shafts 
F G pass through the poles and are journaled 
in insulating-bearings in the easting A I), as 
shown. 

5 ^ ^ H K are the disks or generating-conduetors. 
They are composed of copper, brass, or iron 
and are keyed or secured to their respective 
shafts. They are provided with broad pe- 
ripheral flanges J. It is of course obvious that 
io the disks may be insulated from their shafts, 
if so desired. A flexible metallic belt L is 
passed over the flanges of the two disks, and, 
if desired, may bo used to drive one of the 
disks. I prefer, however, to use this belt 
15 merely as a conductor, and for this purpose 
may use sheet steel, copper, or other suitable 
metal. Each shaft is provided with a driving- 
pulley M, by which power is imparted frorna 
counter-shaft. 

20 1 ST IN are the terminals. For sake of clear- 
ness they are shown as provided with springs 
P, that bear upon the ends of the shafts. This 
machine, if self-oxciting, would have copper- 
bands around its poles, or conductors of ‘any 
25 kind— such as the wires shown in tire dra w- 
ings — may be used. 

I do not limit my invention to the special 
construction herein shown. For example, it 
is not necessary that the parts be constructed 


in one machine or that the materials and pro- 30 
portions herein given be strictly followed. 
Further-more, it is evident that the conduct- 
ing belt or band may be composed of several 
smaller bands and that the principle of con- 
nection herein described may be applied to 35 
more than two machines. 

What I claim is— 

1 . An electrical generator consisting of the 
combination, with two rotary conductors 
mounted in unipolar fields, of a flexible con- 40 
ductoror belt passing around the peripheries 

of said conductors, as herein set forth. 

2. The combination, with two rotary con- 
ducting-disks having peripheral flanges and 
mounted in unipolar fields, of a flexible con- 45 
ducting belt or band passing around the 
flanges of both disks, as set forth. 

8. Tire combination of independent sets of 
field-magnets adapted to maintain unipolar 
fields, conducting-disks mounted to rotate in 50 
said fields, independent driving mechanism 
for each disk, and a flexible conducting belt 
or band passing around the peripheries of the 
disks, as set forth. 

NIKOLA TESLA. 

Witnesses: 

Parker W. Page, 

Rout. F. Gayroed. 
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To all 'whom zb may concern: 

Be ifc known that I, Nikola. Tesla, a sub- 
ject of the Emperor of Austria, from Smiljan, 
Lika, border country of Austria-Hungary, 
5 temporarily residing’ in New York city, in the 
State of New York, have invented a certain 
new and useful Improvement in Methods of 
Obtaining Direct from Alternating Currents, 
of which the following is a specification, ref- 
10 orence being had to the drawings accompany- 
ing and forming a part of. the same. 

In nearly all the more important industrial 
applications of electricity the current is pro- 
duced by dynamo-electric machines driven by 
1 5 power, in the coils of which the currents de- 
veloped are primarily in reverse directions 
or alternating; but as very many electrical de- 
vices and systems require direct currents, it 
has been usual to correct the current alter- 
20 nations by means of a commutator, instead 
of taking them off directly from the generat- 
ing-coils. 

The superiority of alternating-current ma- 
chines in all cases where their currents can 
25 be used to advantage renders their employ- 
. ment very desirable, as they may be much 
more economically constructed and operated; 
and the object of this my present invention 
is to provide means for directing or convert- 
30 mg' at will at one or more points in a circuit 
alternating into direct currents. 

Stated as broadly as I am able to express 
it, my invention consists in obtaining direct 
from alternating currents, or in directing the 
35 waves of an alternating current so as to pro- 
duce direct or substantially direct currents 
by developing or producing in the branches 
of a circuit including a source of alternating 
currents, either permanently or periodically, 
40 and by electric, electro-magnetic, or magnetic 
agencies, manifestations of energy, or what 
may be termed active resistances of oj>po- 
site electrical' character, whereby the cur- 
rents or current-waves of opposite sign will 
43 be diverted through different circuits, those 
of one sign passing over one branch and those 
of opposite sign over another. 

I may consider herein only the case of a 
circuit divided into two paths, inasmuch as 
50 any further subdivision involves merely an 


extension of the general principle. Selecting, 
then, any circuit through which is flowing an 
alternating current, I divide such circuit at 
any desired point into two branches or paths. 

In one of these paths I insert some device to 55 
create an electro-motive force counter to the 
waves or impulses of current of one sign and 
a similar device in the other branch which 
opposes the waves of opposite sign. Assume, 
for example, that these devices are batteries, 60 
primary or secondary, or continuous-current 
dynamo-machines. The waves or impulses of 
opposite direction composing the main current 
ha ve a natural tendency to divide between the 
two branches; but bj 7, reason of the opposite 65 
electrical character or effect of the two 
branches one will offer an easy passage to a 
current of a certain direction, while the other 
will offer a relatively high resistance to the 
passage of the same current. -The result of 70 
this disposition is, that the waves of cur- 
rent of one sign will, partly or wholly, pass 
over one of the paths or branches, 'while those 
of the opposite sign, pass over the other. 
There may thus be obtained from an alter- 75 
natiug current two or more direct currents 
without the employment of any commutator 
such as it has been heretofore regarded as 
necessary to use. The current in either <• 
branch may be used in the same way and 80 
for the same purposes as any other direct 
current — that is, it may be made to charge 
secondary batteries, energize electro-magnets, 
or for any other analogous purpose. 

In the drawings I have illustrated some of 85 
the various ivays in which I may carry out 
this invention. 

The several figures arc diagrammatic in 
character, and will be described in. detail in 
their order. 90 

Figure 1 represents a plan of directing the 
alternating currents by means of devices 
purely -electrical in character. Figs. 2, 3, 4, 

0, G, and' 7 are diagrams illustrative of other 
ways of carrying out the invention, which 95 
will be hereinafter more particularly de- 
scribed. 

In Fig. 1, A designates a generator of alter- 
nating currents, and B B the main or line 
! circuit therefrom. At any given point in 100 



this circuit at or near which it is desired to 
obtain direct currents I divide the circuit B 
into two paths or branches C D. In each of 
these branches I place an electrical generator, 
5 which for the present we will assume pro- 
duces direct or continuous currents. The 
direction of the current thns produced is op- 
posite in one branch to that of the current in 
the other branch, or, considering the two 
10 branches as forming a closed circuit, the gen- 
erators E F are connected up in series there- 
in, one generator in each part or half of the 
circuit. The electro motive force of the cur- 
rent sources E and F may be equal to or 
15 higher or lower than the electro-motive forces 
in the branches C D or between the points X 
and Y of the circuit B B. If equal, it is evi- 
dent that current-waves of one sign will be 
opposed in one branch and assisted in the 
20 other to such an extent that all the waves of 
one sign will pass over one branch and those 
of opposite sign over the other. If, on the 
other hand, the electro-motive force of the 
sources E F be lower than that between X 
25 and Y, the currents in both branches will be 
alternating, but the waves of one sign will 
preponderate. One of the generators or 
sources of 'current E or F may be dispensed 
with; but it is preferable to employ both, if 
30 they offer an appreciable resistance, as the 
two branches will be thereby better balanced. 
The translating or other devices to be acted 
upon by the current are designated by the let- 
ters G, and they are inserted in the branches 
35 C D in any desired manner; but in order to 
better preserve an even balance between the 
branches due regard should be had to the 
number and character of the devices, as will 
be well understood. 

40 Figs. 2, 3 , 4 , and 5 illustrate what may be 
termed “ electro-magnetic ” devices for accom- 
plishing a similar result — that is to say, in- 
stead of producing directly by a generator an 
electro-motive force in each branch of the cir- 
45 cuit, I may establish a field or fields of force 
and lead the branches through the same in 
such manner that an active opposition of op- 
posite effect or direction will be developed 
therein by the passage or tendency to pass of 
50 the alternations of current. In Fig. 2 , for ex- 
ample, A is the generator of alternating cur- 
rents, B B the line - circuit, and C D the 
branches over which the alternating currents 
are directed. In each branch I include the 
55 secondary of a transformer or induction-coil, 
which, since they correspond in their func- 
tions to the batteries of the previous figure, I 
have designated by the letters E F. The pri- 
maries II II' of the induction-coils or trans- 
60 formers are connected either in parallel or 
series with a source of dii’ect or continuous 
currents I, and the number of convolutions is 
so calculated for the strength of the current 
from I that the cores J J' will be saturated. 
65 The connections are such that the conditions 
in the two transformers are of opposite char- 
acter— that is to say, the arrangement is such 


that a current wave or impulse corresponding 
in direction with that of the direct current in 
one primary, as H, is of opposite direction to 70 
that in the other primary II'; lienee it results 
that while one secondary offers a resistance 
or opposition to the passage through it of a 
wave of one sign the other secondary simi- 
larly opposes a wave of opposite sign. In 75 
consequence the waves of one sign will, to a 
greater or less extent, pass by way of one 
branch, while those of opposite sign in like 1 
manner pass over the other branch. 

In lieu of saturating the primaries by a So 
source of continuous current, I may include 
the primaries in the branches C I), respect- 
ively, and periodically short-circuit by any 
suitable mechanical devices — such as an or- 
dinary revolving commutator — their seconda- 85 
ries. It will be understood of course that the 
rotation and action of the commutator must 
be in synchronism or in proper accord with 
the periods of the alternations in order to se- 
cure the desired results. Such a disposition 90 
I have represented diagrammatically in Fig. 

3 . Corresponding to the previous figures, A 
is the generator of alternating currents, B B 
the line, and C D the two branches for the di- 
rect currents. In branch C are included two 95 
primary coils E E', and in branch D are two 
similar primaries F F'. The corresponding 
secondaries for these coils and which are on 
the same subdivided cores .1 or S' are in cir- 
cuits the terminals of which connect to op- ico 
posite segments K K' and L I/, respectively, 
of a commutator. Brushes b b bear upon the 
commutator and alternately short-circuit the 
plates K and K' and L and 1 / through a con- 
nection c. It is obvious that either the mag- 105 
nets and commutator or the brushes may re- 
volve. 

The operation will be understood from a 
consideration of the effects of closing or short- 
circuiting the secondaries. For example, if no 
at the instant when a given wave of current- 
passes one set of secondaries be short-cir- 
cuited, nearly all the current flows through 
the corresponding primaries; but the second- 
aries of the other branch being open-circuited 1 15 
the self-induction in the primaries is highest, 
and hence little or no current will pass through 
that branch. If, as the current alternates, the 
secondaries of the two branches are alter- 
nately short-circuited, the result will be that 120 
the currents of one sign pass over one branch 
and those of the opposite sign over the other. 

The disadvantages of this arrangement, which 
would seem to result from the employment of 
sliding contacts, are in reality very slight, in- 125 
asmuch as the electro-motive force of the 
secondaries may be made exceedingly low, so 
that sparking at the brushes is avoided. 

Fig. 4 is a diagram, partly in section, of an- . 
other plan of- carrying out the invention. The 130 
circuit B in this case is divided, as before, and 
each branch includes the coils of both the 
field and revolving armatures of two induc- 
tion devices. The armatures O P are prefer- 
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ably mounted on the same shaft, and are ad- 
justed relatively to one another in such man- 
ner that when the self-induction in one branch, 
as C, is maximum in the other branch D it is 
; minimum. The armatures are rotated in 
synchronism with the alternations from the 
source A. The winding or position of the 
armature-coils is such that a current in a given 
direction passed through both armatures 
io would establish in one poles similar to those 
in the adjacent poles -of the field and in the 
other poles unlike the adjacent field-poles, as 
indicated by n n s s in the drawings. If the 
like .poles are presented, as shown in circuit 
15 D, the 'condition is that of a closed secondary 
upon a primary, or the position of least in- 
ductive resistance: hence a given alternation 
of current will pass mainly through D. A 
half-revolution of the armatures produces an 
20 opposite effect, and the succeeding current im- 
pulse passes through C. Using this figure as 
an illustration, it is evident that the fields N 
i II may be permanent magnets or independ- 
ently excited and the armatures O P driven, 
25 as in the present case, so as to produce alter- 
nate currents, which will set up alternately 
impulses of opposite direction in the two 
branches D C, which in such case would in- 
clude the armature-circuits and translating 
30 devices only. 

In Fig. 5 a plan alternative with that shown 
in Fig. 3 is illustrated. In the previous case 
illustrated each branch C and D contained 
one or more primary coils, the secondaries of 
35 which werv periodically short-circuited in. 
synchronism with the alternations of current 
from the main source A, and for this purpose 
a commutator was employed. The latter 
may, however, be dispensed with and an ar- 
40 mature with a closed coil substituted. 

Referring to Fig. 5 , in one of the branches, 
as C, are two coils M', wound on laminated 
cores, and in the other branches Dare similar 
coils FF. A subdivided or laminated arma- 
45 ture O', carrying a closed coil R', is rotatably 
supported between the coils M' FT, as shown. 
In the position shown — that is, with the coil 
R' parallel with the convolutions of the pri- 
maries F T/ M' — practically the whole current 
50 will pass through branch D, because the self- 
induction in coils hi' M' is maximum. If, 
therefore, the armature and coil be rotated 
at a proper speed relatively to the periods or 
alternations of the source A, the same results 
55 are obtained as in the case, of Fig. 3 . 

Fig. G is an instance of what may be called, 
in distinction to the others, a “magnetic” 
means of securing the results arrived at in 
this invention. Y and W are two strong 
60 permanent, magnets provided with armatures 
Y' IV', respectively. Tire armatures are made 
of thin lamina* of soft iron or steel, and the 
amount of magnetic metal which they con- 
tain is so calculated that they will be fully or 
65 nearly saturated by the magnets. Around 
the armatures are coils E F, contained, re- 
spectively, in the circuits C and D. The 


connections and electrical conditions in this 
ease are similar to those in Fig. 2, except 
that the current source I of Fig. 2 is dispensed 70 
with and the saturation of the core of coils 
E F obtained from the permanent magnets. 

In the illustrations heretofore given I have 
in each instance shown the two branches or 
paths containing the translating or induction 75 
devices as in derivation one to the other; but 
this is not always necessary. For example, 
in Fig. 7 , A is an alternating-current genera- 
tor; B B, the lino wires or circuit. At any 
given point in the circuit I form two paths, 80 
as D D', and at another point two paths, as 
C O'. Either pair or group of paths is simi- 
lar to the previous dispositions with the elec- 
trical source or induction device in one 
branch only, while the two groups taken to- 85 
getlier form the obvious equivalent of the 
eases in which an induction device or gener- 
ator is included in botli branches. In one 
of the paths, as D, are included the de- 
vices to be operated by the current. In the 90 
other branch, as D', is an induction device 
that opposes the current impulses of one di- 
rection and directs them through the branch 
D. So, also, in branch C are translating de- 
vices G, and in branch C' an induction de- 95 
vice or its equivalent that diverts through 0 
impulses of opposite direction to those di- 
verted by the device in branch I)'. I have 
also shown a special form of induction de- 
vice for this purpose. J J' are the cores, 100 
formed with pole-pieces, upon which are 
wound the coils M FT. Between these pole- 
pieces are mounted at right angles to one an- 
other the magnetic armatures OP, preferably 
mounted on the same shaft and designed to 105 
be rotated in synchronism with the alterna- 
tions of current. When one of the arma- 
tures is in line with- the poles or in the posi- 
tion occupied by armature P, the magnetic 
circuit of the induction device is practically no 
closed: hence there will be the greatest oppo- 
sition to the passage of a current through 
coils R FT. The alternation will therefore 
pass by way of branch D. At the same time, 
the magnetic circuit of the other induction 115 
device being broken by the position of the 
armature 0, there will be less opposition to 
the current in coils M, which will shunt the 
current from branch C. A reversal of the 
current being attended by a shifting of the 120 
armatures, the opposite effect is produced. 

There are many other modifications of the 
means or methods of carrying out my inven- 
tion ; but I have not deemed it necessary here- 
in to specifically refer to more than those de- 123 
scribed, as they involve the chief modifica- 
tions of the plan. In all of these it will be 
observed that there is developed in one or all 
of the branches of a circuit from a source of 
alternating currents an active (as distin- 130 
guished from a dead) resistance or opposi- 
tion to the currents of one sign, for the pur- 
pose of diverting the currents of that sign 
through the other or another path, but per- 
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mitting the currents of opposite sign to pass 
without substantial opposition. 

Whether the division of the currents or 
waves of current of opposite sign be effected 
5 with absolute precision or not is immaterial 
to my invention, since it will be sufficient if 
the waves are only partially diverted or di- 
rected, for in such case the preponderating 
influence in each branch of the circuit of the 
to waves of one sign secures the same practical 
results in many if not all respects as though 
the current were direct and continuous. 

An alternating and direct current have 
been combined so that the waves of one di- 
1 5 rection or sign were partially or wholly over- 
come by the direct current; but by this plan 
only one set of alternations are utilized, 
whereas by my system the entire current is 
rendered available. By obvious applications 
20 of this discovery I am enabled to produce a 
self-exciting alternating dynamo, or to oper- 
ate direct-current meters on alternating-cur- 
rent circuit, or to run various devices — such 
as arc lamps — by direct currents in the same 
25 circuit with incandescent lamps or other de- 
vices run by alternating currents. 

It will be observed that if an intermittent 
counter or opposing force be developed in the 
branches of the circuit and of higher electro- 
30 motive force than that of the generator an 
alternating current will result in each branch, 
with the waves of one sign preponderating, 
while a constantly or uniformly acting oppo- 
sition in the branches of higher electro-ino- 
35 five force than the generator would produce 
a pulsating current, which conditions would 


be under some circumstances the equivalent 
to those I have previously described. 

What I claim as my invention is — 

1 . The method herein set forth of obtain- 40 
ing direct from alternating currents, which 
consists in developing or producing in one 
branch of a circuit from an alternating-cur- 
rent source an active resistance to the cur- 
rent impulses of one direction, whereby the 45 
said currents or waves of current will be di- 
verted or directed through another branch. 

2 . The method of obtaining direct from al- 
ternating currents, which consists in divid- 
ing the path of an alternating current into 50 
branches, and developing in one of said 
branches, either permanently or periodically, 
an electrical force or active resistance coun- 
ter to or opposing the currents or current- 
waves of one sign, and in the other branch a 55 
force Counter to or opposing the currents or 
current-waves of opposite sign, as set forth. 

3 . The method of obtaining direct from al- 
ternating currents, which consists in dividing 
the path of an alternating current into 60 
branches, establishing fields of force and 
leading the said branches through the said 
fields of force in such relation to the lines of 
force therein that the impulses of current of 
one direction will be opposed in one branch 65 
and those of opposite direction in the other, 

as set forth. 

NIKOLA TESLA. 

Witnesses: 

Robt. F. Gaylord, 

F. B. Murphy. 
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To all whom it may concern: 

Be it known that I, Nikola Tesla, a sub- 
ject of the Emxjeror of Austria, fromSmiljan, 
Lika, border country of Austria-Hungary, re- 
5 siding at New York, in the county and State 
of New York, have invented certain new and 
useful Improvements in Electro - Magnetic 
Motors, of which the following is a specifica- 
tion, reference being had to the drawings ac- 
io companying and forming a part of the same. 

This invention pertains to that class of elec- 
tro-magnetic motors invented by me in which 
two or more independent energizing-circuits 
are employed, and through whichalternating 
iS currents differing in phase are passed to pro- 
duce the operation or rotation of the motor. 

One of the general ways which I have fol- 
lowed in carrying out this invention is to pro- 
duce practically independent currents differ- 
20 ing primarily in phase and pass these through 
the motor-circuits. Another way is to pro- 
duce a single alternating current, to divide it 
between the motor-circuits, and to effect arti- 
ficially a lag in one of. the said circuits or 
25 branches, as by giving to the circuits different 
self-inductive capacity, and in other ways. 
In the former case, in which the necessary 
difference of phase is primarily effected in 
the generation of currents, I have, in some in- 
30 stances, passed the currents through the en- 
ergizing-coils of both elements of the motor — ■ 
the field and armature; but I have made the 
discovery that a new and useful result is or 
may be obtained by doing this under the con- 
35 ditions hereinafter specified in the case of 
motors in which the lag, as above stated, is 
artificially secured. In this my present in- 
vention resides. 

In illustration of the nature of this inven- 
40 tion I shall refer to the accompanying draw- 
ings, in which — 

Figures 1 to 6, inclusive, are diagrams of dif- 
ferent ways in which the invention is or may 
be carried out; and Fig. 7 , a side view of a 
45 form of motor which I have used for this 
purpose. 

The diagrams in detail will be described 
separately. 

A B in Fig. 1 indicate the two energizing- 
50 circuits of a motor, and C D two circuits on 
the armature. Circuit or coil A is connected 


in series with circuit or coil C, and the two 
circuits B D are similarly connected. Be- 
tween coils A and C is a contact-ring e, form- 
ing one terminal of the latter, and a brush a, 55 
forming one terminal of the former. A ring 
d and brush c similarly connect coils B and 
D. The opposite terminals of the field-coils 
connect to one binding-post h of the motor, 
and those of the armature-coils are similarly 60 
connected to the opposite binding-post i 
through a contact-ring /and brush g. Thus 
each motor-circuit while in derivation to the 
other includes one armature and one field- 
coil. These circuits are of different self-in- 65 
duction, and may be made so in various ways. 

For the sake of clearness I have shown in one 
of these circuits au artificial resistance R 
and in the other a self - induction coil S. 
When an alternating current is passed 70 
through this motor it divides between its two 
energizing- circuits. The. higher self-induc- 
tion of one circuit produces a greater retarda- 
tion or lag in the current therein than in the 
other. The difference of phase between the 75 
two currents effects the rotation or shifting of 
the points of maximum magnetic effect that 
secures the rotation of the armature. In cer- 
tain respects this plan of including both 
armature and field coils in circuit is a marked 80 
improvement. Such a motor has a good 
torque at starting; yet it has also considerable 
tendency to synchronism, owing to the fact 
that when properly constructed the maximum 
magnetic effects in both armature and field 85 
coincide — a condition which in the usual con- 
struction of these motors with closed arma- 
ture-coils is not readily attained. The motor 
thus constructed exhibits, too, a better regu- 
lation of current from no load to load, and 90 
there is less difference between the apparent 
and real energy expended in running it. The 
true synchronous speed of this form of motor 
is that of the generator when both are alike— 
that is to say, if the number of the coils on 95 
the armature and on the field is x, the motor 
will run normally at the same speed as a gen- 
erator driving it if the number of field-mag- 
nets or poles of the same be also x. 

Fig. 2 shows a somewhat modified arrange- 100 
ment of circuits. There is in this case but one 
armature-coil E, the winding of which main- 
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tains effects corresponding to the resultant 
poles produced by the two field-circuits. 

Fig. 3 represents a disposition in which 
both armature and field are wound with two 
5 sets of coils, all in multiple arc to the line or 
main circuit. The armature-coils are wound 
to correspond with the field-coils with respect 
to their self-induction. A modification of 
this plan is shown in Fig. 4 — that is to say, 
io the two field-coils and two armature-coils are 
in derivation to themselves and in series wdth 
one another. The armature-coils in this case, 
as in the previous figure, are wound for dif- 
ferent self-induction to correspond with the 
15 field-coils. 

Another modification is shown in Fig. 5 . 
In this case only one armature-coil, as D, is 
included in the line-circuit, while the other, 
as C, is short-circuited. 

20 In such a disposition as that shown in Fig. 
2, or where only one armature-coil is em- 
ployed, the torque on the start is somewhat 
reduced, while the tendency to synchronism 
is somewhatincreased. In such a disposition, 
25 as shown in Fig. 5 , the opposite conditions 
would exist. In both instances, however, 
there is the advantage of dispensing with one 
contact-ring. 

In Fig. 5 the two field-coils and-t'he arma- 
30 ture-coil D are in multiple arc. In Fig. 6 
this disposition is modified, coil D being- 
shown in series with the two field-coils. 

Fig. 7 is an outline of the general form of 
motor in which I have embodied this improve- 


ment. The circuit-connections between the 35 
armature and field coils are made, as indi- 
cated in the previous figures, through brushes 
and rings, which are not shown. 

In the above description I have made use 
of the terms “armature” and “field;” but it 40 
will be understood that these are in this case 
convertible terms, for wliat is true of the 
field is equally so of the armature, except that 
one is stationary, the other capable of rota- 
tion. 45 

I do not claim in this application the method 
or means of operating a double-circuit motor 
by mating its circuits of different self-induc- 
tion or in any way retarding the phases of 
current in one circuit more than in another, 50 
having made these featui’es subject of other 
applications; but 

What I claim is — 

1 . In an alternating-current motor, the com- 
bination, w-ith field-circuits of different self- 55 
inductive capacity, of corresponding arma- 
ture-circuits electrically connected therewith, 

as set forth. 

2 . In an alternating-current motor, the com- 
bination, with independent field-coils of dif- 60 
ferent self-induction, of independent arma- 
ture-coils, one or more in circuit with the 
field-coils and the others short-circuited, as set 
forth. 

NIKOLA TESLA. 

Witnesses: 

Robt. F. Gaylord, 

Frank E. Hartley. 
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To all whom it may concern: 

Be it known that I, Nikola Tesla, a sub- 
ject of the Emperor of Austria, from Smiljan, 
Lika, border country of Austria-Hungary, and 
5 a resident of New York, in the county and 
State of New York, have invented certain 
new and useful Improvements in Methods of 
Operating Electro-Magnetic Motors, of which 
the following is a specification, reference be- 
io ing had to the drawings accompanying and 
forming a part of the same. 

In a patent granted to me April 16 , 1889 , 
No. 401 , 520 , I -have shown and described a 
method of starting and operating synchro- 
15 nizing motors which involved the transforma- 
tion of the motor from a torque to a synchro- 
nizing motor. This I have heretofore done 
by a change of the circuit-connections, where- 
by on the start the poles or resultant attrac- 
20 tion of the field-magnets of the motor were 
shifted or rotated by the action of the current 
until the motor reached synchronous speed, 
after which the poles were merely alternated. 
The present application is based upon another 
25 way of accomplishing this result, the main 
features being as follows: If an alternating 
current be passed through the field-coils only 
of a motor having two energizing-circuits of 
different self-induction and the armature- 
30 coils be short-circuited, the motor will have a 
strong torque, but little or no tendency to 
synchronism with the generator; but if the 
same current which energizes the field be 
passed also through the armature-coils the 
35 tendency to remain in synchronism is very 
considerably increased. This is due to the 
fact that the maximum magnetic effects pro- 
duced in the field and armature more nearly 
coincide. This principle discovered by me I 
40 have utilized in the operation of motors. In 
other words, I construct a motor having in- 
dependent field-circuits of different self-in- 
duction, which are joined in derivation to a 
source of alternating currents. The arma- 
45 ture I wind with one or more coils, which are 
connected with the field-coils through contact 
rings and brushes, and around the armature- 
coils I arrange a shunt with means for open- 
ing or closing the same. In starting this mo- 
.50 tor I close the shunt around the armature- 
coils, which will therefore be in closed cir- 
cuit. When the current is directed through 
the motor, it divides between the two circuits, 


(it is not necessary to consider any case where 
there are more than two circuits used,) which, 55 
by reason of their different self-induction, 
secure a difference of phase between the two 
currents in the two branches that produces 
a shifting or rotation of the poles. By the 
alternations of current other currents are 60 
induced in the closed — or short-circuited — 
armature-coils and the motor has a strong 
torque. When the desired speed is reached, 
the shuntaround the armature-coils is opened 
and the current directed through both anna- 65 
ture and field coils. Under these condi- 
tions the motor has a strong tendency to 
synchronism. 

In the drawings hereto annexed I have 
illustrated several modifications of the plan 70 
above set forth for operating motors. The 
figures are diagrams, and will be explained 
in their order. 

Figure 1 : A and B designate the field-coils 
of the motor. As the circuits including these 7 5 
coils are of different self-induction, I have 
represented this by a resistance-coil R in cir- 
cuit with A, and a self-induction coil S in cir- 
cuit with B. The same result may of course 
be secured by the winding of the coils. C is 80 
the armature-circuit, the terminals of which 
are rings a b. Brushes c cl bear on these 
rings and connect with the line and field 
circuits. D is the shunt or short circuit 
around the armature. E is the switch there- 85 
in. The operation of these devices I have ’ 
stated above. 

It will be observed that in such a disposi- 
tion as is illustrated in Fig. 1 , the field-cir- 
cuits A and B being of different self-induc- 90 
tion, there will always be a greater lag of 
the current in one than the other, and 
that, generally, the armature phases will not 
correspond with either, but with the result- 
ant of both. It is therefore important to ob- 95 
serve the proper rule in winding the arma- 
ture. For instance, if the motor have eight 
poles — four in each circuit — there will be four 
resultant poles, and hence the armature-wind- 
ing should be such as to produce four poles, 100 
in order to constitute a true synchronizing 
motor. 

Fig 2 : This diagram differs from the pre- 
vious one only in respect to the order of con- 
nections. In the present case the armature- 105 
coil, instead of being in series with the field- 
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coils, is in multiple arc therewith. The ar- 
mature-winding maybe similar to that of the 
field — that is to say, the armature may have 
two or more coils wound or adapted for dif- 
5 ferent self-induction and adapted, prefera- 
bly, to produce the same difference of phase 
as the field-coils. On starting the motor the 
shunt is closed around both coils. This is 
shown in Fig. 3, in which the armature-coils 
io are F G. To indicate their different elec- 
trical character, I have shown in circuit with 
them, respectively, the resistance R' and the 
self-induction coil S'. The two armature coils 
are in series with the field-coils and the same 
15 disposition of the shunt or short circuit D is 
used. Itis of advantage in the operation of mo- 
tors of this kind to construct or wind the arma- 
ture in such manner that when short-circuited 
on the start it will have a tendency to reach a 
20 higher speed than that which synchronizes 
with the generator. For example, a given mo- 
tor having, say, eight poles should run, with 
the armature-coil short-circuited, at two thou- 
sand revolutions per minute to bring it up to 
25 synchronism. It will generally happen, how- 
ever, that this speed is not reached, owing to 
the fact that the armature and field currents 
do not properly correspond, so that when the 
current is passed through the armature (the 
30 motor not being quite up to synchronism) 
there is a liability that it would not “hold 
on,” as it is termed. I therefore prefer to so 
wind or construct the motor that on the start, 
when the armature-coils are short-circuited, 
35 the motor will tend to reach a speed higher 
than the synchronous— -as, for instance, double 
the latter. In such case the difficulty above 
alluded to is not felt, for the motor will al- 
ways hold up to synchronism if the synch- 
40 ronous speed — in the case supposed of two 
thousand revolutions — is reached or passed. 
This may be accomplished in various ways; 
but for all practical purposes the following- 
will suffice: I wind on the armature two sets 
45 of coils. On the start I short-circuit one only, 
thereby producing a number of poles on the 
. armature, which will tend to run the speed up 
above the synchronous limit. When such 
limit is reached or passed, the current is di- 
50 rected through the other coil, which, by in-, 
creasing the number of armature-poles, tends 
to maintain synchronism. In Fig. 4 such a 
disposition is shown. The motor having, 
say, eight poles contains two field-circuits A 
55 and B, of different self-induction. .The arma- 
ture has two coils F and G. Thefformer is 
closed upon itself, the latter connected with 
• the field and line through contact-rings a b, 
brushes c cl, and a switch E. On the start 
60 the coil F alone is active and the motor tends 
to run at a speed above the synchronous; but 
when the coil G is connected to the circuit 
the number of armature-poles is increased, 
while the motor is made a true synchronous 
6 5 motor. This disposition has the advantage 
that the closed armature-circuit imparts to 
the motor torque when the speed falls off, but 


at the same time the conditions are such that 
the motor comes out of synchronism more 
readily. To increase the tendency to synch- 
ronism, two circuits may be used on the arma- 
ture, one of which is short-circuited on the 
start and both connected with the external 
circuit after the synchronous speed is reached 
or passed. This disposition is shown in Fig. 
0. There are three contact-rings a b e and 
three brushes c df, which connect the arma- 
ture-circuits with the external circuit. O11 
starting, the switch II is turned to complete 
the connection between one binding-post P 
and the field-coils. This short-circuits one 
of the armature-coils, as G. The other coil 
F is out of circuit and open. When the 
motor is up to speed, the switch II is turned 
back, so that the connection from binding- 
post P to the field-coils is through the coil 
G, and switch K is closed, thereby including 
coil F in multiple arc with the field-coils. 
Both armature-coils are thus active. 

From the above-described instances it is 
evident that many other dispositions for car- 
rying out the invention are possible. 

I do not claim herein the method and 
means described and shown for operating ,a 
motor by producing artificially a difference 
of current phase in its independent ener- 
gizing-circuits; nor do I claim, broadly, a 
motor having independent energizing -cir- 
cuits of different self-induction and arma- 
ture-circuits connected therewith, as these 
features are made subjects of other applica- 
tions which I have filed. 

What I claim is — : 

1. The method herein described of operat- 
ing alternating-current motors having inde- 
pendent energizing-circuits, which consists 
in short-circuiting the armature circuit or 
circuits until the motor has reached or passed 
a synchronizing speed and then connecting 
said armature-circuits with the external cir- 
cuit, as set forth. 

2. The method of operating alternating- 
current motors having field-coils of different 
self-induction, which consists in directing al- 
ternating currents from an external source 
through the field-circuits only until the mo- 
tor has reached a given speed and then di- 
recting said currents through both the field- 
circuits and one or more of the armature-cir- 
cuits, as set forth. 

3. The method of operating alternating- 
current motors having field-coils of different 
self-induction, which consists in directing al- 
ternating currents from an external source 
through the field-circuits and short-circuiting 
a part of the armature-circuits, and then when 
the motor has attained a given speed direct- 
ing the alternating currents through both the 
field and one or more of the armature-circuits, 
as set forth. 

NIKOLA TESLA. 

Witnesses: 

Robt. F. Gaylord, 

Frank E. Hartley. 
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To all whom it may concern: 

Be it known that I, Nikola Tesla, a sub- 
ject of the Emperor of Austria, from Smiljan, 
Lika, border country of Austria-Hungary, re- 
5 siding at New York, in the county and State 
of New York, have invented certain new and 
useful. Improvements in Electro - Magnetic 
Motors, of which the following is a specifica- 
tion, reference being had to the accompany- 
io ing drawings. 

This invention relates to alternating-cur- 
rent motors of the general description in- 
vented by me, and in which two or more en- 
ergizing-circuits are employed, through which 
15 alternating currents differing in phase are 
passed, with the result of producing a pro- 
gressive shifting or rotation of the poles or 
points of maximum attractive effect. 

In prior patents and applications I have 
20 shown and described various forms of motors 
of this kind. . Among them are motors in 
which both energizing-circuits are electrically 
alike— that is to say, both have the same or 
approximately the same electrical resistance 
2.5 and self-induction — in the operation of which 
the alternating currents used are primarily 
of different phase. In others the difference 
of phase is artificially produced — as, for in- 
stance, in cases where the motor-circuits are 
30 of different resistance and self-induction, so 
that the same current divided between them 
will be retarded in one to a greater extent 
than in the other, and the requisite phase dif- 
ference secured in this way. To this latter 
35 class generally my present invention relates. 

The lag or rotation of the phases of an al- 
ternating current is directly proportional to 
the self-induction and inversely proportional 
to the resistance of the circuit through which 
4 ° the .current flows. Hence, in order to secure 
the proper difference of phase between the 
two motor-circuits, it is desirable to make the 
self-induction in one much higher and the re- 
sistance much lower than the self-induction 
45 and resistance, respectively, in the other. At 
the same time the magnetic quantities.of the 
two poles or sets of poles which the two cir- 
cuits produce should be approximately equal. 
These requirements, which I have found to 
5° exist in motors of this kind, have led me to 


the invention of a motor having the follow- 
ing general characteristics: The coils which ■ 
are included in that energizing-circuit which 
is to have the higher self-induction I make of 
coarse wire, or a conductor of relatively low 55 
resistance, and I use the greatest possible 
length or number of turns. In the other set of 
coils I use a comparatively few turns of finer 
wire or a wire of higher resistance. Further- 
more, in order to approximate the magnetic 60 
quantities of the poles excited by these coils, 

I use in the self-induction circuit cores much 
longer than those in the other or resistance 
circuit. I have shown in the drawings a mo- 
tor embodying these features. 65' 

Figure 1 is a part-sectional view of the mo- 
tor at right angles to the shaft. Fig. 2 is a 
diagram of the field-circuits. 

In Fig. 2 , let A represent the .coils in 
one motor-circuit, and B those in the other. 70 
The circuit A is to have the higher self-in- 
duction. I therefore use a long length or a 
large number of turns of coarse wire in form- 
ing the coils of this circuit. For the circuit 
B, I use a smaller conductor, or a conductor 75 
of a higher resistance than copper, such as 
German silver or iron, and wind the coils with 
fewer turns. In applying these coils to a mo- 
tor I build up a field-magnet of plates C, of 
iron or steel, secured together in the usual 80 
manner by bolts I). Each plate is formed 
with four (more or less) long cores E, around 
which is a space to receive the coil and an 
equal number of short projections F to receive 
the coils of the resistance-circuit. The plates 85 
are generally annular in shape, having an 
open space in the center for receiving the 
armature G, which I prefer to wind with closed 
coils. An alternating current divided be- 
tween the two circuits is retarded as to its 90 
phases in the circuit A to a much greater ex- 
tent than in the circuit B. By reason of the 
relative sizes and disposition of the coresand 
coils the magnetic effect of the poles E and 
F upon the armature closely approximate. 95 
These conditions are well understood and 
readily secured by one skilled in the art. 

An important result secured by the con- 
struction herein shown of the motor is, that 
these coils which are designed to have the ico 
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higher self-induction are almost completely 
surrounded by iron, by which the retardation 
is considerably increased. 

I do not claim herein, broadly, the method 
5 and means of securing rotation by artificially 
producing a greater lag of the current in one 
motor-circuit than in the other, nor the use 
of poles or cores of different magnetic sus- 
ceptibility, as these are features which I have 
io specially claimed in other applications filed 
by me. 

What I claim is — 

1 . An alternating - current motor having- 
two or more energizing-circuits, the coils of 

15 one circuit being composed of conductors of 
large size or low resistance and those of the 
other of fewer turns of wire of smaller size or 
higher resistance, as set forth. 

2 . In an alternating-current motor, the com- 
20 bination, with long and short field-cores, of 

energizing-coils included in independent cir- 
cuits, the coils on the longer cores containing 


an excess of copper or conductor over that in 
the others, as set forth. 

3 . The combination, with a field-magnet 25 
composed of magnetic plates having an open 
center and pole-pieces or cores of different 
length, of coils surrounding said cores and 
included in independent circuits, the coils on 
the longer cores containing an excess of cop- 30 
per over that in the others, as set forth. 

4 . The combination, with a field-magnet . 
composed of magnetic plates having an open 
center and pole-pieces or cores of different 
length, of coils surrounding said cores and 35 
included in independent circuits, the coils on 
the longer cores containing an excess of cop- 
per over that in the others and being set in 
recesses in the iron core formed by the plates, 

as set forth. 

NIKOLA TESLA. 

i Witnesses: 

Robt. F. Gaylord, 

Frank E. Hartley. 
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To all whom it may concern: 

Be it known that I, Nikola Tesla, a sub- 
ject of the Emperorof Austria, from Smiljan, 
Lika, border country of Austria - Hungary, 
S residing at New York, in the county and State 
of New York, have invented certain new and 
useful Improvements in Electro - Magnetic 
Motors, of which the following is aspecifica- 
tion. 

io This invention relates to the alternating- 
. current electro-magnetic motors invented by 
ine, in which a progressive shifting or ro- 
tation of the poles or points of maximum 
magnetic effect- is produced by the action of 
IS the alternating currents. These motors I 
have constructed in a great variety of ways. 
As instances, I have built motors with two or 
more energizing-circuits, which I connected 
up with corresponding circuits of a generator 
20 so that the motor will be energized by alter- 
nating currents differing primarily in phase. 
I have also built motors with independent 
energizing-circuits of different electrical char- 
acter or self-induction, through which I have 
25 passed an alternating current the phases of 
which were artificially distorted by the greater 
retarding effect of one circuit over another. 
I have also constructed other forms of motor 
operating by magnetic or electric lag, which 
30 it is not necessary to describe herein in detail, 
although my present invention is applicable 
thereto. In such motors I use an armature 
wound with a coil or coils, which is sometimes 
connected with the external circuit and some- 
35 times closed upon itself, and to both forms 
the present invention applies. In these mo- 
tors the total energy supplied to effect their 
operation is equal to the sum of the energies 
expended in the armature and the field. The 
40 power developed, however, is proportionate 
to the product of these quantities. This pro- 
duct will be greatest when these quantities are 
equal; hence in constructing a motor I deter- 
mine the mass of the armature and field 'cores 
45 and thewindingsof both and adapt the two so 
as to equalize as nearly as possible the mag- 
netic quantities of both. In motors which have 
closed armature-coils this is only approxi- 
mately possible, as the energy manifested in 
50 the armature is the result of inductive action 


from the other element; but in motors in' 
which the coils of both armature and fjeld 
are connected with the external circuit the 
result can be much more perfectly obtained. 

In further explanation of my object let it 55 
be assumed that the energy as represented in 
the magnetism in the field of a given motor 
is ninety and that of the armature ten. The 
sum of these quantities, which represents the 
total energy expended in driving the motor, 60 
is one hundred; but, assuming that the motor 
be so constructed that the energy in the field 
is represented by fifty and that in the arma- 
ture by fifty, the sum is still one hundred; . 
but while in the first instance the product is 65 
nine hundred, in the second it is two thousand 
five hundred, and as the energy developed is 
in proportion to these products it is clear that 
those motors are the most efficient — other 
things being equal — in which the magnetic 70 
energies developed in the armature and field 
are equal. These results I obtain by using 
the same amount of copper or ampere turns 
in both elements when the cores of both are 
equal, or approximately so, and the same cur- 75 
rent energizes both; or in cases where the 
currents in one element are induced to those 
of the other I use in the induced coils an 
excess of copper over that in the primary 
element or conductor. 80 

While I know of no vuiy of illustrating this 
invention by a drawing such as will meet 
the formal requirements of an application for 
patent, I have appended for convenience a 
conventional figure of a motor such as I em- 85 
ploy. I would state, however, that I believe 
that with the problem before him which I 
have herein stated, and the solution which I 
have proposed, any one skilled in the art will 
be able to carry out and apply this invention 90 
without difficulty. 

Generally speaking, if the mass of the cores 
of armature and field be equal, the amount 
of copper or ampere turns of the energizing- 
coils on both should also be equal; but these 95 
conditions will be modified in v r ell-understood 
ways in different forms of machine. It w’ill 
be understood that these results are most ad- 
vantageous when existing under the con- 
ditions 11 resen ted when the'motor is running 100 
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with its normal load, and in carrying out the 
invention this fact should be taken into con- 
sideration. 

Referring to the drawing, A is the field- 
5 magnet, B the armature, C the field-coils, and 
D the armatui-e-coils, of the motor. 

The motors described in this application, 
except as to the features specifically pointed 
out in the claims, are described and claimed 
io in prior patents granted to and applications 
filed by me, and are not herein claimed. 

What I claim is — 


1. An electro-magnetic motor having field 
and armature magnets of equal strength or 
magnetic quantity when energized by a given 15 
current, as set forth. 

2. In an alternating - current motor, the 
combination, with field and armature cores 
of equal mass, of energizing-coils containing 
equal amounts of copper, as herein set forth. 20 

NIKOLA TESLA. 

Witnesses: 

Robt. F. Gaylord, 

Frank E. Hartley. 
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To all ivhom it may concern: 

Be it known that I, Nikola Tesla, a sub- 
ject of the Emperor of Austria, from Smiljan, 
Lika, border country of Austria-Hungary, re- 
5 siding at New York, in the county and State 
of New York, have invented certain new and 
useful Improvements in Electro - Magnetic 
Motors, of which the following is a specifica- 
tion, reference being had to the drawings ac- 
io companying and forming a part of the same. 
This invention relates to that form of alter- 
nating-current motor invented by mo,inwhich 
there are two or more energizing - circuits 
through which alternating currents differing 
15 in phase are caused to pass. I have in prior 
patents and applications shown various forms 
or types of this motor — first, motors having 
two or more energizing-circuits of the same 
electrical character, and in the operation of 
20 which the currents used differ primarily in 
phase; second, motors with a plurality of en- 
ergizing-circuits of different electrical char- 
acter, in or by means of which the difference 
of phase is produced artificially, and, third, 
25 motors with a plurality of energizing-circuits, 
the currents in one' being induced from 
currents in another. I shall hereinafter 
show the application of my present inven- 
tion to these several types. Considering the 
30 structural and operative conditions of any 
one of them — as, for example, that first- 
named— the armature which is mounted to 
rotate in obedience to the co-operative in- 
fluence or action of the energizing-circuits has 
35 coils wound upon it which are closed upon 
themselves and in which currents are induced 
by the energizing-currents with the object and 
result of energizing the armature-core; but un- 
der any such conditions as must exist in these 
40 motors it is obvious that a certain time must 
elapse between the manifestations of an ener- 
gizing-current impulse in the field-coils, and 
the corresponding magnetic state or phase in 
the armature established by the current in- 
45 duced thereby ; Consequently a given magnetic 
influence or effect in the field which is the di- 
rect result of a primary-current impulse will 
have become more or less weakened or lost 
before the corresponding effect in the arma- 
50 ture indirectly produced has reached its 
maximum. This is a condition unfavorable 


to efficient working in certain cases — as, for 
instance, when the progress of the resultant 
poles or points of maximum attraction is very 
great, or wdien a very high number of alter- 55 
nations is employed — for it is apparent that 
a stronger tendency to rotation will be main- 
tained if the maximum magnetic attractions 
or conditions in both armature and field co- 
incide, the energy developed by a motor be- 60 
ing measured by the product of the magnetic 
quantities of the armature and field. 

The object, therefore, in this invention is 
to so construct or organize these motors that 
the maxima of the magnetic effects of the 65 
two elements — the armature and field — shall 
more nearly coincide. This I accomplish in 
various ways, which I may best explain by 
reference to the drawings, in which various 
plans for accomplishing the desired results 70 
are illustrated. 

Figure 1 : This is a diagrammatic illustra- 
tion of a motor system such as I have described 
in my prior patents, and in which the alter- 
nating currents proceed from independent 75 
sources and differ primarily in phase. 

A designates the field-magnet or magnetic 
frame of the motor; B B, oppositely-located 
pole-pieces adapted to receive the coils of one 
energizing-circuit; and C C, similar pole- 80 
pieces for the coils -of the other energizing- 
circuit. These circuits are designated, re- 
spectively, by D E,the conductor D" forming 
a common return to the generator G. Be- 
tween these poles is mounted an armature — 85 
for example, a ring or annular armature, 
wound with a series of coils F, forming a 
closed circuit or circuits. The action or op- 
eration of a motor thus constructed is now 
well understood. It will be observed, how- 90 
ever, that the magnetism of poles B, for ex- 
ample, established by a current-impulse in 
the coils thereon, precedes the magnetic effect 
set rrp in the armature by the induced cur- 
rent in coils F. Consequently the mutual 95 
attraction between the armature and field- 
poles is considerably reduced. The same con- 
ditions will be found to exist if, instead of 
assuming the poles B or C as acting inde- 
pendently, we regard the ideal resultant of 100 
both acting together, which is the real condi- 
tion. To remedy this, I construct the motor- 
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field with secondary poles B' O', which are 
situated between the others. These pole- 
pieces I wind with coils D' E', the former in 
derivation to the coils D, the latter to coils E. 

5 The main or primary coils D and E are wound 
for a different sef-induction from that of the 
coils D' and E', the relations being so fixed 
that if the currents in D and E differ, for ex- 
ample, by a quarter-phase, the currents in 
to each secondary coil, as D'E'.wdll differ from 
those in its appropriate primary D or E by, 
say, forty-five degrees, or one-eighth of a pe- 
riod. 

I explain the action of this motor as fol- 
15 lows: Assuming that an impulse or alterna- 
tion in circuit or branch E is just beginning 
while in the branch D it is just falling from 
maximum, the conditions of a quarter-phase 
difference. The ideal resultant of the at- 
20 tractive forces of the two sets of poles 13 C 
therefore may be considered as progressing 
from poles B to poles C while the impulse in 
E is rising to maximum and that in D is fall- 
ing to zero or minimum. The polarity set up 
25 in the armature, however, lags behind the 
manifestations of field magnetism, and hence 
the maximum points of attraction in arma- 
ture and field, instead of coinciding, are an- 
gularly displaced. This effect is counteracted 
30 by the supplemental poles B' C'. The mag- 
netic phases of these poles succeed those of 
poles B C by the same, or nearly the same, 
period of time as elapses between the effect 
of the poles B C and the corresponding in- 
35 duced effect in the armature; hence the mag- 
netic conditions of poles B' C' and of the 
armature more nearly coincide and a better 
result is obtained. As poles B' C' act in con- 
junction with the poles in the armature es- 
40 tablislied by poles B C, so in turn poles C B 
act similarly with the poles , set up by B' C', 
respectively. Under such conditions the re- 
tardation of the magnetic effect of the arma- 
ture and that of the secondary poles will bring 
45 the maximum of the two more nearly into 
coincidence and a correspondingly-stronger 
torque or magnetic attraction secured. 

In such a disposition as is shown in Fig. 1 
it will be observed that as the adjacent pole- 
50 pieces of either circuit are of like polarity 
they will have a certain weakening effect 
upon one another. I therefore prefer to re- 
move the secondary poles from the direct in- 
fluence of the others. This I may do by con- 
55 structing a motor with two independent sets 
of fields, and with either one or two armatures 
electrically connected, or by using two arma- 
tures and one field. These modifications will 
be illustrated hereinafter. 

To Fig. 2 is a diagrammatic illustration of a 
motor and system in Avhich the difference of 
phase is artificially produced. Thereare two 
coils D D in one branch and two coils E E in 
the other branch of the main circuit from 
the generator G. These two circuits or 
branches are of different self-induction, one, 
as D, being higher than the other. For con- 


venience I have indicated this by making 
coils D much larger than coils E. By reason 
of this difference in the electrical character 70 
of the two circuits the phases of current in 
one are retarded to a greater extent than the 
other. Let this difference be thirty degrees. • 

A motor thus constructed will rotate under 
the action of an alternating current; but as 75 
happens in the case previously described the 
corresponding magnetic effects of the arma- 
ture and field do not coincide owing to the 
time that elapses between a given magnetic 
effect in the armature and the condition of 80 
the field that produces it. I therefore em- 
ploy the secondary or supplemental poles B' 

C'. There being thirty degrees difference of 
phase between the currents in coils D E, the 
magnetic effects of poles B' C' should corre- 85 
spond to that produced by a current differing 
from the current in coils D or E by fifteen 
degrees. This I may accomplish by winding 
each supplemental pole B' O' with two coils IL 
II'. The coils ll are included in a derived cir- 90 
cuit having the same self-induction as circuit 
D, and coils H' in a circuit having the same 
self-induction as circuit E, so that if these cir- 
cuits differ by thirty degrees the magnetism of 
poles B' C' will correspond to that produced 95 
by a current differing from that in either D 
or E by fifteen degrees. This is true in all . 
other cases. For example, if in Fig. 1 the 
coils D' E' be replaced by the coils II II' in- 
cluded in derived circuits, the magnetism of 100 
the poles B' C' will correspond in effect or 
phase, if it may’ be so termed, to that pro- 
duced by a current differing from that in 
either circuit D or E by forty-five degrees, or 
one-eighth of a period. 105 

This invention as applied to a derived-cir- 
cuit motor is illustrated in Figs. 3 and 4 . The 
former is an end view of the motor with the 
armature in section and a diagram of connec- 
tions, and Fig. 4 a vertical section through no 
the field. These figures are also drawn to 
show one of the dispositions of two fields that 
may be adopted in carrying out the invention. 

The poles B B C C are in one field, the re- 
maining poles in the other. The former are 115 
wound with primary coils I J and secondary 
coils I' J', the latter with coils K L. The pri- 
mary coils I J are in derived circuits, between 
which, by reason of their different self-induc- 
tion, there is a difference of phase, say, of 120 
thirty degrees. The coils I' K are in circuit 
with one another, as also are coils J' L, and 
there should be a difference of phase between 
the currents in coils K and L and their corre- 
sponding primaries of, say, fifteen degrees. 125 
If the poles B C are at right angles, the arma- 
ture-coils should be connected directly across, 
or a single armature-core wound from end to 
end may be used; but if the poles B C be in 
line there should be an angular displacement 130 
of the armature-coils, as will be well under- 
stood. 

The operation will be understood from the 
foregoing. The maximum magnetic condition 
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of a pair of poles, as B' B', coincides closely 
with the maximum effect in the armature, 
which lags behind the corresponding condi- 
tion in poles BB. 

5 There are many other ways of carrying out 
this invention, but they all involve the same 
broad principle of construction and operation. 

In using expressions herein to indicate a 
coincidence of the magnetic phases or effects 
io in one set of field-magnets with those set up 
in the armature by the other I refer only to 
approximate results; but this of course will 
be understood. 

What I claim is — 

15 1 . In an alternating-current motor, the com- 

bination, with an armature wound with closed 


coils, of main and supplemental field magnets 
or poles, one set of which is adapted to ex- 
hibit their maximum magnetic effect simul- 
taneously with that set up in the armature 20 
by the action of the other, as set forth. 

2. In an electro-magnetic motor, the combi- 
nation, with an armature, of a plurality of 
field or energizing coils included, respectively, 
in main circuits adapted to produce a given 25 
difference of phase and supplemental or sec- 
ondary circuits adapted to produce an inter- 
mediate difference of phase, as set forth. 

NIKOLA TESLA. 

Witnesses: 

R. J. STONEY, Jr., 

John Gillespie. 
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To all ivhom it may concern: ! 

Be it known that we, Albert Schmid and 
Nikola Tesla, citizens, respectively, of the 
Republic of Switzerland and Smiljan, Lika, 

5 border country of Austria-Hungary, now re- 
siding in Allegheny and Pittsburg, both in 
the county of Allegheny and State of Penn- 
sylvania, have invented a certain new and use- 
ful Improvement in Armatures for Electric 
io Machines, (Case No. 310,) of which the follow- 
ing is a specification. 

The invention relates to the construction of 
armatures for electric generators and motors, 
and the object is to provide an electrically- 
15 efficient armature, the construction of which 
is simple and economical, and in which the 
coils .'of insulated conducting wire or ribbon 
may be conveniently wound or formed into 
bobbins so located with reference to the body 
ao of the armature as to afford as good results as 
possible. 

For certain purposes it is desirable to con- 
struct the armatures of electric generators and 
motors with their cores of magnetizable mate- 
25 rial projecting through the coils into close 
proximity to the field-magnet poles. When 
armatures are constructed in this manner, 
some means are necessary for holding the coils 
in position and preventing them from being 
30 thrown out by centrifugal force. 

This invention aims to provide such means 
in an armature having polar projections, and 
also to form an armature in such manner as 
to expose a large area of core-surface to the 
35 field-magnet poles. 

The invention consists, in general terms, in 
forming an armature-core which is preferably 
built up of laminse of magnetizable material 
insulated from each other, with diverging 
40 slots or openings for receiving the armature 
wire or ribbon, which slots are connected with 
the exterior of the armature by openings 
through which the wire may be laid in the 
slots, and in placing the wire in such slots in 
45 the proper manner. 

We are aware of the United States Patents 
No. 327,797, granted to Immiseh, and No. 
292,077, granted to Wenstrom, and the British 


patent of Coerper, No. 9,013 of 1887, and do 
not claim the constructions shown and de- 50 
scribed therein. 

The invention will be described more par- 
ticularly in connection with the accompany- 
ing drawings, in which — 

Figure 1 is an end view, partly in section, of 5 5 
an armature embodying the features of the in- 
vention, and Fig. 2 is a plan of the armature. 

Referring to the figures, F F indicate field- 
rnagnet poles, and A represents the body or 
core of an armature composed, in this in- 60 
• stance, of laminae of magnetizable material 
built up in any suitable manner, the laminae 
being preferably separated by intervening 
strata of insulating material. The individual 
plates or laminae are constructed with radial 65 
openings c, extending a short distance from 
the surface, and with slots or openings 1 ), which 
extend in different directions from the open- 
ings c. The slots diverge from each other at 
such angles as to cause the two slots upon the 70 
opposite sides of each web e thus formed to 
lie in the same chord of the circle of the arma- 
ture. The plates may also be stamped or 
formed with openings G to remove the un- 
necessary metal. After the plates are formed 75 
they are laid up in the proper manner to form 
the entire armatur-core, the slots ft being 
placed opposite each other to form continuous 
openings through the entire length of the 
armature. These openings may be lined by 80 
pockets li of insulating material — such, for 
instance, as vulcanized fiber — and the wires 
are then wound into the slots from the open- 
ings c and around the respective webs e. 
Winding-clips It may be placed at the respect- 85 
ive ends of the armature opposite each web e 
to hold the wires in the proper positions as 
they are wound in the slots and down upon 
the armature ends. 

The wires having been wound into their 90 
proper positions, they may be held more se- 
curely in position by means of blocks K of 
non-magnetic material, placed at intervals or 
' extending through the entire slots or open- 
ings c and projecting into the slots b. 95 

An armature constructed in the manner 
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described is found to be very efficient in its 
operations and at the same time simple in 
its construction. 

The connections between the armature-coils 
5 and the conductors or collecting-plates may 
be made in any usual well-known manner, ac- 
cording to the purposes desired to be served. 

We claim as our invention — 

1 . A core for electrical machines, composed 
ro of plates of magnetizable material separated 
by insulation, said plates having diverging 
slots for receiving the armature-conductors 
and . an opening to the exterior of the plate at 
the origin of the diverging slots. 

15 2 . A core -plate for electrical -machines, 

stamped with diverging slots at intervals near 
its periphery and an opening to the periphery 
at the angle formed by each two diverging 
slots. . " 

20 3 . A core for electrical machines, composed 

of plates of magnetizable material separated 
by insulation, said plates having diverging 
slots for receiving the armature-conductors 
- and an opening to the exterior of the plate at 
25 the origin of the diverging slots, the width of 
such openings being approximately equal to 
the width of the slot. 

4 . An armature-core for electric machines, 
consisting of plates of magnetizable material 

30 separated by insulation, having radial open- 
ings at intervals, slots diverging from said 
openings for receiving armature-coils, and 
winding blocks or clips at the ends of the core. 

5 . An armature-core for electrical appara- 
35 tus, composed of plates of magnetizable ma- 


terial separated by insulation and having- 
radial openings at intervals, slots extending 
in opposite directions from said openings for 
receiving wires, and insulating-liniugsfor said 
slots. 40 

6. An armature for electric machines, con- 

sisting of a laminated core formed wuth di- 
verging slots for receiving the wares, said slots 
leaving intervening webs, and coils of wire 
wound in said slots. 45 

7 . An armature for electric machines, con- 
sisting of a laminated core formed with di- 
verging slots for receiving the wares, said slots 
leaving intervening w T ebs, coils of wire wound 

in said slots, and non-magnetizable material 50 
closing the openings of the adjacent slots out- 
side the wires, substantially as described. 

8 . An armature for electric machines, con- 
sisting of a core having its outer surface con- 
tinuous except for narrow longitudinal open- 35 
ings at intervals and having slots diverging 
from said openings, armature-coils wound in 
said slots, and blocks or strips of non-mag- 
netizable material closing the openings and 
forming wdth the metal of the armature a 60 
practically continuous surface. 

In testimony w'liereof w T e have hereunto 
subscribed our names this 25 th day of June, 

A. D. 1889 . 

ALBERT SCHMID. 

NIKOLA TESLA. 

Witnesses: 

W. D. Uptegraff,. 

Charles A. Terry. 
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To all whom, it may concern': . . 

Be it known that I, Nikola Tesla, a sup- i 
iect of the Emperor of Austria-Hungary, for- 
merly of Smiljan, Lika, border country ofAus- 
e tria-Hungary, hut now residing at New York, 
in the county and State 'of . New York, have 
Invented certain J»ew and useful Improve- 
ments inMethods of Operating Electro-Mag- 
netic Motors, of which the following is A speci- 
io .flcatiori, reference being had to. the drawing 

accompanying and forming a part of tpe same. 

In a patent granted to me April lb, looy. 
No. 401,520,1 have shown and described a 
method of operating alternating-current mo- 
te tors by first shifting or rotating their mag- 
netic poles until 'they had reached or passed 
‘ a synchronous speed .a; nd then alternating the 
poles, or, in other words, by transforming the 
motor by a change of circuit-connections from 
to one operated by the action of . two or more in- 
dependentenergizing-currents to a motor op- 
erated by a single current or several acting 

as one. ... . ... 

• The present invention is a specific way or 
as carrying out the same invention; and it con- 
sists in the following m'ethpd: On the start ,1 
progressively shift the magnetic poles of one 
element or field of the motor by alternating 
currents differihgin phase as passed through 
co independent energizing-circuits and short- 
circuit the coils of-the other element. When 
the motor thus started reached or passes the 
limit of speed synchronous with the genera- 
tor, I connect up the coils previously -short- 
,c circuited with a source of direct current and 
by a Change of the circuit-connections pro- 
duce a simple alternation of the poles. 1 he 
motor then continues to run in synchronism 
with the generator. There are many specific- 
40 ally-different ways in which this may be car- 
ried out, but I have selected one for illustrat- 
ing the principle. This is illustrated m the 
annexed drawing, which is a side view of a 
motor with a digram of the circuits and de- 

vices used in the system. . • 

The motor shown is one of the ordinary 
forms, with field-cores either laminated or 
Bolid and with a cylindrical laminated arma- 
ture wonnd, for example, with the coils A a 
So at right , angles. The shaft of the armature 
carries three collecting or . contact rings O D 


E. (Shown, for. better illustration, as of dif-. 

ferent diameters.) . . ■ ■ 

One end of coil A connects to one ring, as. 

C, and one end of coil B connects with ring D. 55 
The remaining .ends are connected to _ring E. 
Collecting springs or brushes F G H bear 

upon the rings and lead to the contacts of a 
switch, tobehereinafter described. Jheheia- 

coils have their terminals in binding-posts K 00 
K and may be either closed upon themselves 
or connected with a source of direct current 
L by meads of a switch M. The main or con- 
trolling switch has five contacts a o. e de ana. 
two levers / g, pivoted and connected by an 05 
insulating cross-bar h, so as to move in paral- 
lelism. These levers are .connected to the 
line-wires from a source of alternating cur- 
rents N.' Contact a is- connected- to brush. C 
and coil B through a dead-resistance R and 70 
wire P. : Contact 0 is connected. with brush E 
and et>il A through a self-induction-coils and 
wire O. Contacts c and e are connected t<) 
brushes G F, respectively, through tfie wires , 

P O, and contact d is directly connected with 7,. 
brush H. The lever / has a widened enSf 
which may span the contacts a u. When m 
such position and with lever g on contact d, 
the alternating currents divide between the 
two motor-coils, aiid by reason of their dit- 
ferent self-induction a difference of currenv 
phase is obtained that, starts the motor 111 ro- 
tation. In starting, as I have above stated, 

’the field-coils .are short-circuited. 

When the motor has attained the desired 
I' speed, the switch is shifted.to the position 
shown in dotted lines— that is to say, with the 
levers f g resting on points c e. This connects 
up the two armature-coils in series, and the 
motor will then .-iu as a synchronous motor. 90 
The field-coils are thrown into circuit with 
the direct-current source when the' main 

switch is shifted. . ... . 

What I claim herein as iny invention is— 

1. The method of operating electro -mag- 95 
netic motors, which consists in first progress- 
ively shifting or rotating the magnetic poles 
of one element until it has reached a synch- 
lenous speed and then alternating said poles ^ 

and passing a direct current through the coils ic 
of the other element, &s herein set forth. 

2. The method of operating electro -mag- 


80 


85 



netic motors, which consists in short-circuit- 
ing thecoils of one element, as the field-ma°-- 
net,and passing through the energizing-coils 
of the other element, as the armature, alter- 
5 natmg. currents differing: in phase, and then, 
wffen tne motor -has attained a given speed' 
passing through the field-coils a direct cur- 


rent and through the armature-coils alternat- 
ing currents coinciding in phase. 

. NIKOLA TESLA. 

- Witnesses.; 

R. .J. Stoney, j r., 

E. P. Coffin. 
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To all 'whom it may concern: 

Be itknown that I, Nikola Tesla, a subject 
of the Emperor of Austria - Hungary, from 
Smiljan, Lika, border country of Austria-Hun- 
5 gary, residing at New York, in the county and 
State of New York, have invented certain new 
and useful Improvements in Electro-Magnetic 
Motors, of which the following is a specifica- 
tion, reference being had to the drawings ae- 
ro companying and forming a part of the same. 

I have invented and elsewhere described 
an electro-magnetic motor operated or adapted 
to be operated by an alternating electric cur- 
rent, and which is now commonly designated, 

' 15 whether correctly or not, a “magnetic-lag” 
motor. The main distinguishing features of 
this motor are the following: An armature is 
mounted within the magnetizing influence of 
a certain number of field magnets or poles of 
20 different magnetic susceptibility — that is to 
say, poles of unequal length, mass, or com- 
position — and wound with coils adapted in 
the operation of the motor to be connected 
to a source of alternating currents. 'When 
25 an alternating current is passed through the 
coils of such a motor, the field magnets or 
poles do not appear to manifest their attractive 
effect upon the armature simultaneously, the 
magnetic attraction of some appearing to lag 
30 behind that of others, with the result of pro- 
ducing a torque and rotation of the motor. 
Generally I have made such motors with 
closed armature-coils. 

I have invented another form of motor, 
35 which, for similar reasons, may be called a 
“ magnetic-lag” motor; but in operation it dif- 
) fers from that which I have above described 
in that the attractive effects or phases of the 
poles, while lagging behind the phases of.cnr- 
- 40 rent which produce them, are manifested si- 
' multaneously and not successively. 

To carry out this invention I employ a mo- 
tor embodying the principle of ^construction 
of a motor described and claimed in an ap- 
: 45 plication filed by me January 8, 1889 , No. 
295 , 745 , to the extent that both the armature 
and field receive their magnetism from a sin- 
gle energizing-coil or a plurality of coils act- 
ing as one. 

i; 50 A motor which embodies my invention, 
with certain modifications thereof, is illus- 
trated in the accompanying drawings, 


\ 

Figure 1 is a side view of the motor in ele- 
vation. Fig. 2 is a part-sectional view at 
right angles to Fig. 1 . Fig. 3 is an end view 55 
in elevation and part section of a modifica- 
tion, and Fig. 4 is a similar view of another 
modification. 

In Figs. 1 and 2 , A designates a base or 
stand, and B B the supporting-frame of the 60 
motor. Bolted to the said supporting-frame 
are two magnetic cores or pole-pieces C G', of 
iron or soft" steel. These may be subdivided 
or laminated, in which case hard iron or steel 
plates or bars should be used, or .they should 65 
be wound with closed coils. D is a circular 
disk-armature built up of sections or plates of 
iron and mounted in the frame between the 
pole-pieces C C', which latter are preferably 
curved to conform to the circular shape there- 70 
of. I may wind this disk with a number of 
closed coils E. F F are the main energizing- 
coils, supported in any convenient manner by 
the supporting-frame, or otherwise, but so as to 
include within their magnetizing influence 75 
both the pole-pieces C C/ and the armature D. 

The pole-pieces C C' project out beyond 
the coils F F on opposite sides, as indicated 
in the drawings. If an alternating current 
be passed through the coils F F, rotation of 80 
the armature will be produced, and this rota- 
tion I explain by the following apparent ac- 
tion or mode of operation: An impulse of 
current in the coils F F establishes two polari- 
ties in the motor. The protruding end of 85 
pole-piece C, for instance, will be of one sign, 
and the corresponding end of pole-piece G' will 
be of the opposite sign. The armature also 
exhibits two poles at right angles to the coils 
F F, like poles to those in the pole-pieces 90 
being on the same side of the coils. While 
the current is flowing there is no appreciable 
tendency to rotation developed; but after 
each current impulse ceases or begins to fall 
the magnetism in the armature and in the 95 
ends of the pole-pieces C C' lags or continues 
( to manifest itself, which produces a rotation 
of the armature by the repellent force be- 
tween the more closely approximating points 
of maximum magnetic effect. This effect is 100 
continued by the reversal of current, the po- 
larities of field and armature being simply 
reversed. One or both of the elements — the 
armature or field— -may be wound with closed 
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induced coils to intensify this effect, although 
in the drawings I have shown but one of the 
fields, each element of the motor really con- 
stitutes a field, wound with the closed coils, 
5 the currents being induced mainly in those 
convolutions or coils which are parallel to the 
coils F F. A modified form of this motor is 
shown in Fig. 3 . In this form G is one of two 
standards that support the bearings for the 
io armature-shaft. II II are uprights or sides of 
a frame, preferably magnetic, the ends C C' 
of which are bent, substantially as shown, to 
conform to the shape of the armature D and 
form field-magnet poles. The construction of 
iS the armature may be the same as in the pre- 
vious figure, or it may be simply a magnetic 
disk or cylinder, as shown, and a coil or coils 
F F are secured in position to surround both 
the armature and the poles C C'. The arma- 
20 ture is detachable from its shaft, the latter 
being passed through the armature after it 
has been inserted in position. The operation 
of this form of motor is the same in principle 
as that previously described and needs no 
25 further explanation. 

One of the most important feat ures in alter- 
nating-current motors is that they should be 
adapted to and capable of running efficiently 
in the alternating systems in present use, in 
30 which almost without exception the gener- 
ators yield a very high number of alterna- 
tions. Such a motor I have designed by a de- 
velopment of the principle of the motor 
shown in Fig. 3 , making a multipolar motor, 
35 which, is illustrated in Fig. 4 . In the con- 
struction of this motor I employ an annular 
magnetic frame .1, with inwards-extending 
ribs or projections K, the ends of which all 
bend or turn in one direction- and are gen- 
40 erally shaped to conform to the curved sur- 
face of the armature. Coils F F are wound 
from one part K to the one next adjacent, 
the ends or loops of each coil or group of 
wires being carried over toward the shaft, 
45 so as to form U-shaped groups of convolu- 
tions at each end of the armature. The pole- 
pieces C C', being substantially concentric 
with the armature, form ledges, along which 
the coils are laid and should project to 
50 some extent beyond the coils, as shown. The 
cylindrical or drum armature D is of the same 
construction as in the other motors described, 
and is mounted to rotate within the annular 
frame J and between the U-shaped ends or 
55 bends of the coils F. The coils Fare connected 
in multiple or in series with a source of alter- 
nating currents, and are so wound that with a 
current or current impulse of given direction 
they will make the alternate pole-pieces C of 
60 one polarity and the other pole-pieces C' of 
the opposite polarity. The principle of the 
operation of this motor is the same as theother 
herein described, for, considering any two 
pole-pieces C C', a current impulse passing 
65 in the coil which bridges them or is wound 
over both tends to establish polarities in then- 


ends of opposite sign and to set up in the 
armature-core between them a polarity of the 
same sign as that of the nearest pole-piece C. 
Upon the fall or cessation of the current im- 
pulse that established these polarities the 
magnetism which lags behind the current 
phase, and which continues to manifest itself 
in the polar projections C C' and the arma- 
ture, imoduces by repulsion a rotation of the 
armature. The effect is continued by each 
reversal of the current. What occurs in 
the ease of one pair of pole-pieces occurs si- 
multaneously in all, so that the tendency to 
rotation of the armature is measured by the 
sum of all the forces exerted by the pole- 
pieces, as above described. In this motor 
also the magnetic lag or effect is intensified 
by winding one or both cores with closed in- 
duced coils. The armature-core is shown as 
thus wound. When closed coils are used, the 
cores should be laminated. 

It is evident that a pulsatory as well as an 
alternating current might be used to drive or 
operate the motors herein described; but I 
prefer to use alternating currents. 

It will be understood that the degree of 
subdivision, the mass of the iron in the cores, 
their size, and the number of alternations in 
the current employed to run the motor must 
be taken into consideration in order to prop- 
erly construct this motor. In other words, in 
all such motors the proper relations between 
the number of alternations and the mass,- 
size, or quality of the iron must be preserved 
in order to secure the best results. These 
are matters, however, that are well under- 
stood by those skilled in the art. 

What I claim is— 

1 . In an alternating-current motor, the com- 
bination, with the armature and field-cores, 
of stationary energizing-coils enveloping the 
said cores and adapted to produce polarities 
or poles in both, the field-cores extending out 
from the coils and constructed so as to ex- 
hibit the magnetic effect imparted to them 
after the fall or cessation of current impulse 
producing such effect, as set forth. 

2. In an alternating-current motor, the com- 
bination, with an armature-core circular in 
configuration, of a supporting-frame, field- 
cores extending therefrom over portions of 
the periphery of the armature, and energiz- 
ing-coilssurroundingsaid armature and parts 
of the field-cores, as set forth. 

3 . The combination, with the rotatably- 
mounted armature, of the circular frame J, 
the ribs K, with polar extensions extending 
over portions of the armature, and the ener- 
gizing-coils F, wound over portions of the pole- 
pieces and carried in loops over the ends of 
the armature, as herein set forth. 

NIKOLA TESLA. 

Witnesses: 

R. J. Stoney, Jr., 

E. P. Coffin. 
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To all whom it may concern: 

. * cn ° wn that T > Nikola Tesla, a sub- 
ject of the Emperor of Austria-Hungary, from 
bmiijan, Lika, border country of Austria-IIun- 
S § ai Y ’ New York, in the county and 

btate of New York, have in vented certain new 
and useful Im provements in Electrical Geiiera- 
tore, of which the following is a specification. ' 
, . J. 1 ? application is a division of an applica- 

ro tion filed by me May 26 , 1887 , Serial No. 239 , 481 . 
This invention is an improved form of 
electrical generator based upon the following 
well-known laws : First, that electricity .or 
electrical energy is developed in any conduct- 
ing-body by subjecting such body to a vary- 
lng magnetic influence, and, second, that the 
magnetic properties of iron or other magnetic 
substance may be partially or entirely de- 
stroyed or caused to disappear by raising it 
20 to a certain temperature, but restored and 
caused to reappear by again lowering its tem- 
perature toa. certain degree. Theselawsmay 
be applied in the production of electrical cur- 
rents in many ways, the principle of which is 
as m all cases the same— viz., to subject a con- 
ductor to a varying magnetic influence, pro- 
ducing such variations by the application of 
heat, or, more strictly speaking, by the appli- 
cation or action of a varying temperature 
30 upon the source of the magnetism. This pi-in 
cipleof operation may be illustrated bv a sim 
pie experiment: Place end to. end, and pref- 
erably in actual contact, a permanently-mag- 
netized steel bar and a strip or bar of soft 
iron. Around the end of the iron bar or plate 
wind a coil of insulated wire; Then apply to 
the iron between the coil and the steel bar a 
flame or other source of heat which will be 
capable of raising that portion of the iron to 
40 an orange-red, ora temperature of about 600 ° 
centigrade. When this condition is reached 
the ironsomewhatsuddenly loses its magnetic 
properties, if it be very thin, and the same 
effects produced as though the iron had been 
45 moved away from the magnet or the heated 
section had been removed. This change of 
condition, however, is accompanied by a shift- 
ing of the magnetic lines, or, in other words, by 
a variation in the magnetic influence to which 


35 


the coil is exposed, and a current in the coil 
is the result. Then remove the flame or in 
any other way reduce the temperature of the 
iron. The lowering of its temperature is ac- 
companied by a return of its magnetic prop-" 
erties, and another change of magnetic con- 
ditions occurs, accompanied by a current in 
an opposite direction in the coil. The same 
operation may be repeated indefinitely, the 
u P°n the coil being similar to that 
which woiild follow from moving the magnet- 1 
i?ed_ bar to and from the end of the iron bar 
or plate. 

The device forming the subject of my pres- 
ent invention is- an improved means of ob- 
taining Lhis resuit, the features of novelty in t 
which the invention resides being, first, theem- 
ployment of an artificial pooling device, and 
second, inclosing the source of heat and that ' 
portion of the magnetic circuit exposed to the 
heat and artificially cooling the, said heated 7 
part. These improvements are applicable 
generally to the generators constructed on the 
plan above described— that is to say, I may 
use an artificial cooling device in conjunction 
with a variable or varied or uniform source 7 
of heat. I prefer, however, to employ a uni- 
form heat. . 

In the drawings I have illustrated a device 
constructed m accordance with my invention. 

F igure l is a central vertical longitudinal 8 
section of the complete apparatus. Fig. 2 is 
a cross-section of the magnetic armature-core 
of the generator. 

Let A represent a magnetized core or per- 
manent magnet the poles of which are bridged 81 
Y an armature-core composed of a casing or ‘ 
sheil B inclosing a number of hollow iron 
tubes C. Around this core are wound the 
conductors E E', to form the coils in which 
the currents are developed. In the circuits n C 
of these coils are translating de vices, as F F' 

D is a furnace or closed fire-box, through 
which the central portion of the core B ex- 
tends. Above the fire is a boiler K, contain- 
iog water. The flue L from the fire-box may on 
extend up through the boiler. ■ ■ 

G isa water-supply pipe, and His the steam- 
exhaust pipe, which communicates with all 
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the tubes C in the armature B, so that steam 
escaping from the boiler will pass through 

said tubes. . _ . , , r 

In the steam-exhaust pipe H is a valve v , 
to which is connected the lever I, by the move- 
ment of which the said valve is opened or 
closed. In such a case as this the heat of the 
fire may be utilized for other purposes after 
as much .of it as may be needed has been ap- 
plied to heating the core B. There are spe- 
cial advantages in the employment of a. cook 
ing device, in that the metal of the core B is 
not so quickly oxidized. Moreover, the dif- 
ference between the temperature of the ap- 
ie plied heat and of the steam, air, or whatever 
gas or fluid be applied as the’coolmg medium, 
may be increased or decreased. at will, where- 
by the rapidity of the magnetic changes or 
fluctuations may be regu&ted. 

In so far as my present invention, proudly, 
is concerned,, the specific construction of the: 

apparatus is largely immaterial. I do not, 
however, claim in this, application, broadly, 
the application of a variable heat to vary the 
2? magnetic conditions of a field- of force in 
which an' induced conductor is contained. 


20 
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What I claim is— . 

1. in an electrical generator, the combina- 
iion, with a magnetized core or body and a, 
iondnetor within the field of force produced 3 
hereby, of an inclosed source of heat applied 
x> a portion of said core, and an artificial 
jooling device for reducing the temperature 
af the heated portion thereof, as set forth. 

2. The combination, with a magnetized core 
m body and a conductor under the m^uence 
thereof, of an inclosed source of heat applied 
to a portion of said core, means for bringing 
a cooling gas or fluid in contact with the 
heated portion of the core, and means for con- 4° 
trolling the admission of the same. 

3. The combination, with a magnetized core 
containing passages or channels, and coils 
wound thereon, of means for applying heat to 

a portion of the core, and a connection with 45 
a boiler for admitting steam into the chan- 
nels, as set forth. 


Witnesses: 

R. J. Stone?, Jr., 
E. P. Coffin. 
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To all whom it may concern: magnets, each, wound with coils connected 

Be it known that I, Nikola Tesla, a sob- with a source of alternating or rapidly- vary- 
ject of the Emperor of Austria-Hungary, from ing currents, but forming two separate paths 
Smiljan, Lika, border country of Austria- or circuits. The magnets of one set I pro- 
5 Hungary, residing at New York, in the county tect to a certain extent from the energising 55 
and State of New York, have invented certain action of the current by means of a magnetic 
new and useful Improvements in Alternating- shield or screen interposed between the mag- 
Current Electro -Magnetic Motors, of which net and its energizing-coil. This shield is 
the followdngis a specification, referencebeing properly adapted to the conditions of particu- 
ic had to the drawings accompanying and form- lar cases, so as to shield or protect the main 60 
ing a part of the same. core from magnetization until it has become 

This invention is an improvement in that itself saturated and no longer capable of con- 
class of electro-magnetic motors in which the taining all the lines of force produced by the 
rotation is produced by the progressive move- current. By this means it will be seen that 
15 ment or effect of the maximum magnetic the energizing action begins in the protected 65 
points or poles produced by the conjoint ac- set of magnets a certain arbitrarily-deter- 
tion or effect of two energizing - circuits mined period of time later than in the other, 
through which are passed alternating cur- and that by this means alone or in conjunc- 
rents, or currents of rapidly- varying strength tion with other means or devices heretofore 
20 of a kindred nature. employed a practically-economical difference 70 

■The improvements subject of this applica- of magnetic phase may readily be secured. ■ 
tion are more particularly applicable to that The nature and operation of the invention 
class of motors in which two or more sets of will be more fully explained by reference to 
energizing-magnets are employed, and in the accompanying drawings. 

25 which by artificial means a certain interval Figure 1 is a view of a motor, partly in sec- 75 
of time is made to elapse between the respect- tion, with, a diagram illustrating the inven- 
ive maximum or minimum periods or phases tion. Fig. 2 is a similar view of a modifica- 
of their magnetic attraction or effect. This tion of the same. 

interval or difference in phase between the In Fig. 1 , which exhibits the simplest form 
30 two sets of magnets, when artificially pro- of the invention, A A is the field-magnet of a 80 
duced, is limited in extent. It is desirable, motor, having, say, eight poles or inwardly- 
however, for the economical working of such projecting cores B and C. The cores B form 
motors that the strength or attraction of one one set of magnets and are energized by coils 
set of magnets should be maximum at the L>. The cores C, forming the other set, are 
35 time when that of the other set is minimum energized by coils E, and the coils are con- 83 
and conversely; but these conditions have not nected, preferably, in series with one another, 
heretofore been realized except in cases where in two derived or branched circuits F G, re- 
the two currents have been obtained from in- spectively, from a suitable source of current, 
dependent sources in the same or different Each coil E is surrounded by a magnetic 
40 machines. shield II, which is preferably composed of an 90 

The object of the present invention is to annealed, insulated, or oxidized iron wire 
establish conditions more nearly approaching wrapped or wound on the coils in the manner 
the theoretical requirements of perfect work- indicated, so as to forma closed magnetic 
ing, or, in other words, to produce artificially circuit around the coils and between the same 
45 a difference of magnetic phase by means of and the magnetic cores C. Between the pole 95 
a current from a single primary source suffi- pieces or cores B C is mounted the armature 
cient in extent to meet the requirements of K, which, as is usual in this type of machines, 
practical and economical working. is wound with coils L closed upon themselves. 

In carrying out my invention I employ a The operation resulting from this disposition 
50 motor with two sets of energizing or field is as follows; If a current impulse be di- 100 
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rected through the two circuits of the motor, 
it will quickly energize the cores B, hut not 
so the cores C, for the reason that in passing 
through the coils E there is encountered the 
5 influence of the closed magnetic circuits 
formed by the shields IT. The first effect is 
to effectively retard the current impulse in 
circuit G, while at the same time the propor- 
tion of current which does pass does not mag- 
io netize the cores C, which are shielded or 
screened by the shields II. As the increasing 
electro-motive force then urges more current 
through the coils E, the iron wire H becomes 
magnetically saturated and incapable of car- 
15 rying all the lines of force, and hence ceases 
to protect the cores 0, which become mag- 
netized, developing their maximum effect 
after an interval of time subsequent to the 
similar manifestation of strength in the other 
20 set of magnets, the extent of which is arbi- 
■ trarily determined by the thickness of the 
shield I-I, and other well-understood condi- 
tions. 

From the above it will be seen that the ap- 
25 paratus or device acts in two ways. First, by 
retarding the current, and, second, by retard- 
ing the magnetization of one set of the cores, 
from which its effectiveness will readily ap- 
pear. 

30 Many modifications of the principle of this 
invention are possible. One useful and effi- 
cient application of the invention is shown in 
Fig. 2 . In said figure a motor is shown simi- 
lar in all respects to that above described, ex- 
35 cept that the iron wire II, which is wrapped 
around the coils E, is in this case connected 
in series with the coils D. The iron-wire 
coils II, are connected and wound, so as to 
have little or no self-induction, and being- 
40 added to the resistance of the circuit F the 


action of the current in that circuit will be 
accelerated, while in the other circuit G it will 
be retarded. The shield II may be made in 
many forms, as will be understood, and used 
in different ways, as appears from the forego- 45 
ing description. I do not, however, limit my- 
self to any specific form or arrangement; but 

What I claim is — 

1 . In an alternating-current motor having 
two energizing-circuits, the combination, with 50 
the magnetic cores and coils of one of the cir- 
cuits, of interposed magnetic shields orscreens 
for retarding the magnetization of said cores, 

as set forth. 

2 . In an alternating-current motor having 55 
two energizing-circuits, the combination, with 
the magnetic cores and the coils of one of the 
circuits wound thereon, of magnetic shields 

or coils wound around said coils at right an- 
gles to their convolutions, as set forth. 60 

3 . In an alternating-current motor having 
two energizing-circuits, the combination, with 
the magnetic cores and the coils of one of the 
circuits which energize the said cores, of mag- 
netic shields forming closed magnetic circuits 65 
around the coils and interposed between the 
coils and cores, as set forth. 

4 . In an alternating-current motor having 
two energizing-circuits derived from the same 
source, the combination, with the cores and the 70 
coils of one of the circuits that energizes the 
same, of insulated iron-wire coils wound on 
the said energizing-coils at right angles to 
their convolutions and connected up in series 
with the coils of the other energizing-circuit, 75 
as set forth. 

NIKOLA TESLA. . 

Witnesses: 

Robt. F. Gaylord, 

Parker W. Page. 
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To all whom it may concern: 

Be it known that I, Nikola Tesla, a sub- 
ject of the Emperor of Austria-Hungary, from 
Smiljan, Lika, border country of Austria- 

5 Hungary, residing at New York, in the county 

and State of New York, have invented certain 
new and useful Improvements in Alternating- 
Current Motors, of which the following is a 
specification, reference being had to the draw- 
io ings accompanying and forming a part of the 
same. 

This invention relates to that class of alter- 
nating-current motors in which the field-mag- 
nets are energized by coils connected up in 
15 two circuits derived from the same source 
and having different degrees of self-induc- 
tion, whereby the currents in one circuit or 
branch are retarded more than in the other, 
with the result of producing a progressive 
20 advance or rotation of the points of maxi- 
mum magnetic effect in the field that main- 
tains the armature in rotation. In motors of 
this kind I have employed, among other 
means, a self-induction coil in one circuit and 
25 a dead-resistance in the other, or I have se- 
cured the same result by the special charac- 
ter of the winding of the two circuits, and in 
still another instance I have so constructed 
the motor that the retarded-current coils were 
30 nearly inclosed by iron, whereby the self-in- 
duction of such coils was very greatly in- 
creased. 

The invention subject of this application is 
an improvement on this last-named plan. 

35 In carrying out the invention I construct 
a field-magnet having two sets of poles or in- 
wardly-projecting cores and placed side by 
side, so as practically to form two fields of 
force and alternately disposed— that is to 
40 say, Avith the poles of one set or field opposite 
the spaces between the other. I then con- 
nect the free ends of one set of poles by means 
of laminated-iron bands or bridge-pieces of 
considerably smaller cross-section than the 
45 cores themselves, whereby the cores will all 
form parts of complete magnetic circuits. 
When the coils on each set of magnets are 
connected in multiple circuits or "branches 
from a source of alternating currents, electro- 
50 motive forces are set up in or impressed upon 
each circuit simultaneously; but the coils on 


the magnetically bridged or shunted cores 
will have, by reason of the closed magnetic 
circuits, a high self-induction, which retards 
the current, permitting at the beginning of 55 
each impulse but little current to pass. On 
the other hand, no such opposition being en- 
countered in the other set of coils, the cur- 
rent passes freely through them, magnetizing 
the poles on which they are wound. As soon, 60 
however, as the laminated bridges become 
saturated and incapable of carrying all the 
lines of force, \Adiich the rising electro-motive 
force, and consequently increased current, 
produce, free poles are developed at the ends 65 
of the cores, which, acting in conjunction with 
the others, produce rotation of the armature. 

The construction in detail by which this 
invention is illustrated is shoAvn in the accom- 
panying drawings. 70 

Figure 1 is a view in side ele\ 7 ation of a mo- 
tor embodying the invention. Fig. 2 is a ver- 
tical cross-section of the same. 

A is the frame of the motor, which is prefer- 
ably built up of sheets of iron punched out 75 
to the desired shape and bolted together with 
insulation of a proper character between the 
sheets. When complete, the frame makes a 
field-magnet AAdth inAvardly-projecting pole- 
pieces B and C. To adapt them to the re- 80 
quirements of this particular case these pole- 
pieces are out of line with one another, those 
marked B surrounding one end of the arma- 
ture and the others, as C, the opposite end, 
and they are disposed alternately— that is to 85 
say, the pole-pieces of one set occur in line 
with the spaces between those of the other sets. 

The armature D is of cylindrical form, and 
is also laminated in the usual way and is 
wound longitudinally with coils closed upon 90 
themselves. The pole-pieces C are connected 
or shunted by bridge-pieces E. These may 
be made independently and attached to the 
pole-pieces, or they may be parts of the forms 
or blanks stamped or punched out of sheet- 95 
iron. Their size or mass is determined by 
various conditions, such as the' strength of 
the current to be employed, the mass or size 
of the cores to AA'hich they are appplied, and 
other Avell-understood conditions. 10c 

Coils F surround the pole-pieces B, and 
other coils G are wound on the pole-pieces C. 
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These coiis are connected in series in two 
circuits, which are braches of a circuit from a 
generator of alternating currents, and they 
may be so wound, or the respective circuits 
5 in which they are included may be so arranged, 
that the circuit of coils G will have inde- 
pendently of the particular construction here- 
in described a higher self-induction than the 
other circuit or branch. 

to The function of the shunts or bridges E is 
that they shall form with the cores C a closed 
magnetic circuit for a current up to a prede- 
termined strength, so that when saturated by 
such current and unable to carry more lines 
15 of force than such a current produces they 
will to no further appreciable extent inter- 
fere with the development by a stronger cur- 
rent of free magnetic poles at the ends of the 
cores C. 

20 In such a motor the current is so retarded 
in the coils G and the manifestation of the 
free magnetism in the poles C is delayed be- 
yond the period of maximum magnetic effect 
in poles B that a strong torque is produced 
25 and the motor operates with approximately 
the power developed in a motor of this kind 
energized by independently-generated cur- 
rents differing by a full-quarter phase. 

What I claim in this application is— 

30 1 . In an alternating-current motor having- 

two sets or series of pole-pieces, the combi- 
nation, with one of such sets or series, of mag- 


netic shunts or bridges connecting their free 
ends, as herein set forth. 

2 . In an alternating-current motor having 35 
two sets or series of pole-pieces energized by 
coils in independent circuits from the same 
source, the combination, with one of the sets 
or series of pole-pieces, of magnetic shunts or 
bridges connecting their free ends, as de- 40 
scribed. 

3 . In an alternating-current motor having 
a laminated or subdivided field-magnet pro- 
vided with two sets or series of cores or pole- 
pieces, the combination, with such pole-pieces, 45 
of energizing-coils connected, respectively, in 
two circuits derived from the same source of 
alternating currents and laminated or sub- 
divided ironshunts or bridges of smaller cross- 
section than the pole-pieces and joining the 50 
free ends of all the cores or pole-pieces of one 
set to form closed magnetic circuits, as set 
forth. 

4 . In an alternating-current motor, the com- 
bination, with a set or series of field-poles 55 
and energizing-coils wound thereon, of an in- 
termediate set of pole-pieces forming portions 

of closed magnetic circuits and coils thereon 
in a circuit derived from the same source of 
alternating currents as the other, as set forth. 60 

NIKOLA TESLA. 

Witnesses: 

Robt. F. Gaylord, 

Parker W. Page. 
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To all whom it may concern; 

Be it known that I, Nikola Tesla, a sub- 
ject of the Emperor of Austria-Hungary, from 
Smiljan, Lika, border country of Austria- 
5 Hungary, residing at New York, in the county 
and State of New York, have invented certain 
new and useful Improvements in Electrical 
I ransformers or Induction Devices, of which 
the following is a specification, reference be- 
io ing had to the drawings accompanying and 
forming a part of the same. 

This invention is an improvement in elec- 
trical transformers or converters, and has for 
its main objects the provision of means for se- 
15 curing, first, a phase difference between the 
primary and secondary currents adapted to 
the operation of my alternating-current mo- 
tors and other like purposes, and, second, a 
constant current for all loads imposed upon 
20 the secondary. 

In transformers as constructed now and 
heretofore it will be found that the electro- 
motive force of the secondary very nearly co- 
incides with that of the primary, being, how- 
25 ever, of opposite sign. At the same time the 
currents, both primary and secondary, lag be- 
hind their respective electro-motive forces; 
but as this lag is practically or nearly the 
same in the case of each it follows that the 
30 maximum and minimum of the primary and 
secondary currents will nearly coincide, but 
differ in sign or direction, provided the sec- 
ondary be not loaded or if it contain devices 
having the property of self-induction. On 
35 the other hand, the lag of the primary behind 
the impressed electro-motive force maybe di- 
minished by loadingthe secondary with a non- 
inductive or dead resistance— such as incan- 
descent lamps— whereby the time interval be- 
40 tween the maximum or the minimum periods 
of the primary and secondary currents is in- 
creased. This time interval, however, is lim- 
ited, and the results obtained by phase dif- 
ference in the operation of such devices as 
45 my alternating-current motors can only bo i 
approximately realized by such means of pro- 1 
ducing or securing this difference, as above 
indicated, for it is desirable in such cases that 1 
there should exist between the primary and 
50 secondary currents, or those which, however < 


produced, pass through the two circuits of the 
• motor, a difference of phase of ninety de- 
grees; or, in other words, the current in one 
■ circuit should be maximum when that in the 
other circuit is minimum. To more perfectly 55 
attain to this condition I obtain or secure an 
increased retardation of the secondary cur- 
rent, in the following manner: Instead of bring- 
ing the primary and secondary coils or cir- 
cuits of a transformer into the closest possi- 60 
ble relations, as has hitherto been done, I pro- 
tect in a measure the secondary from the in- 
ductive action or effect of the primary by sur- 
rounding either the primary or the secondary 
with a comparatively-thin magnetic shield or 65 
screen. Under these conditions or circum- 
stances, as long as the primary current has a 
small value, the shield protects the secondary; 
but as soon as the primary current has reached 
a certain strength, which is arbitrarily deter- 70 
mined, theprotectingmagneticshield becomes 
saturated and the inductive action upon the 
secondary begins. Itresults, therefore, thatthe 
secondary current begins to flow at a certain 
fraction of a period later than it would without 75 
the interposed shield, and since this retarda- 
tion may be obtained without necessarily, re- 
tarding the primary current also, an addi- 
tional lag is secured, and the time interval be- 
tween the maximum or minimum periods of 80 
the primary and secondary currents is in- 
creased. I have further discovered that such 
a transformer may, by properly proportion- 
ing its several elements and determining in 
a manner well understood the proper relations 85 
between the primary and secondary windings, 
the thickness of the magnetic shield, and other 
conditions, be constructed to yield a constant 
current at all loads. No precise rules can be 
given for the specific construction and pro- 90 
portions for securing the best, results, as this 
is a matter determined by experiment and 
calculation in particular cases; but the gen- 
eral plan of construction which I have de- 
scribed will be found under all conditions to 95 
conduce to the attainment of this result. 

In the accompanying drawings I have illus- 
trated the construction above set forth. 

Figure 1 is a cross-section of a transformer 
embodying my improvement. Fig. 2 is a simi- 100 
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lar view of a modified form of transformer, 
showing diagram matically the manner of 
using the same. 

A A is the main core of the transformer, 

5 composed of a ring of soft annealed and insu- 
lated or oxidized iron wire. Upon this core 
is wound the secondary circuit or coil B B. 
This latter is then covered with a layer or 
layers of annealed and insulated iron wires 
io C C, wound in a direction at right angles to 
said secondary coil. Over the whole is then 
wound the primary coil or wire D D. From 
the nature of this construction it will soon 
be obvious that as long as the shield formed 
iS by the wires C is below magnetic saturation 
the secondary coil or circuit is effectually pro- 
tected oil shielded from the inductive influ- 
ence of the primary, although I would state 
that on open circuit it may exhibit some elec- 
20 tro-motive force. When the strength of the 
primary reaches a certain value, the shield C, 
becoming saturated, ceases to protect the sec- 
ondary from inductive action, and current is 
in consequence developed therein. Forsimi- 
25 lar reasons, when the primary current weak- 
ens, the weakening of the secondary is re- 
tarded to the same or approximately the same 
extent. 

The specific construction of the transformer 
30 is largely immaterial. In Fig. 2 , for exam- 
ple, the core A is built up of thin insulated 
iron plates or disks. The primary circuit D 
is wound next the core A. Over this is ap- 
plied the shield C, which in this case is made 
35 up of thin strips or plates of iron properly 
insulated and surrounding the primary, form- 
ing a closed magnetic circuit. The secon- 
dary B is wound over the shield C. In Fig. 
2 , also, E is a source of alternating or rapidly 
40 changing currents. The primary of the trans- 
former is connected with the circuit of the 
generator. 

.F is a two-circuit alternating-current mo- 


tor, one of the circuits being connected with 
the main circuit from the source E, and the ts 
other being supplied with currents from the 
secondary of the transformer. 

Having now described my invention, what 
I claim is — ■ 

1 . In an electrical transformer or induction 50 

device, the combination, wflth the main mag- 
netic core and the primary and secondary 
coils or circuits, of a magnetic shield or screen 
interposed between said coils, as herein set 
forth. ■ 55 

2 . In an electrical transformer or inductive 
device, the combination, with the magnetic 
core and the primary and secondary coils or 
circuits, of a magnetic shield or screen sur- 
rounding one of said coils only, as set forth. 60 

3 . In an electrical transformer or induction 
device, the combination, with the magnetic 
core and the primary and secondary coils 
wound thereon, of a magnetic shield or screen 
wound on or built up around one only of said 65 
coils, as described. 

4 . In an electrical transformer or induction 
device, the combination, with a main lami- 
nated magnetic core and primary and second- 
ary coils thereon, of a subdivided or lami- 70 
nated magnetic shield or screen interposed 
between the coils, as set forth. 

5 . In an electrical transformer, the combi- 
nation, with a magnetic core and primary 
and secondary coils wound thereon, of a mag- 75 
netic shield or screen interposed between . 
said coils and surrounding one of them and 
adapted to be or capable of being magnetic- 
ally saturated by a predetermined current 
strength below the maximum in the primary, 80 
as set forth. 

NIKOLA TESLA. 

Witnesses: 

Robt. F. Gaylord, 

Parker W. Page. 
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To all whom it may concern: . by rendering it more pronounced to utilize it 

Be it known that I, Nikola Tesla, a sub- in the operation of motors in general. This 
ject of the Emperor of Austria-Hungary, from object I attain by constructing a field-magnet 
Smiljan, Lika, border country of Austria- in which the parts of the core or cores that 
5 Hungary, residing at New York, in the county exhibit at different intervals of time the mag- 55 
and State of New York, have invented certain netic effect imparted to them by alternating 
new and useful Improvements in Electro-Mag- or equivalent currents in an energizing coil 
netic Motors, of which the following is a specifi- or coils are so placed with relation* to a rotat- 
cation, reference being had to the drawings ae- ing armature as to exert thereon their attract- 
10 companying and forming a part of the same, ive effect successively in the order of their 60 
This invention is an improvement in alter- magnetization. By th’is means I secure a 
nating-current motors, and has for its general similar result to that which I have heretofore 
object to produce a single-circuit alternating- attained in other forms or types of motor in 
current torque-motor of economical and sim- which by means of one or more alternating 
15 pie construction. currents I have produced a rotation or pro- 65 

The nature of the invention will be under- gression of the magnetic poles or points of 
stood from the following statement. maximum attraction of the field of force. 

Itis wellknownthatif a magnetic core, even In the drawings I have shown asimpleform 

if laminated, or subdivided, be wound with an of motor, which will serve to demonstrate the , 

20 insulated coil and a current of electricity di- principle of the mode of operation, which I 70 
rected through the coil the magnetization of have above described in general terms, 
the entire core does not immediately ensue, Figure 1 is a side elevation of such motor, 
the magnetizing effect not being exhibited in Fig. 2 is a side elevation of a more practica- 
all parts simultaneously. This I attribute to ble and efficient embodiment of the inven- 
ts the fact that the action of the current is to tion. Fig. 3 is a central vertical section of 75 
energize first those laminre or parts of the the same in the plane of the axis of rotation, 
core nearest the surface and adjacent to the Referring to Fig. 1 , let X represent alarge 
exciting-coil, and from thence the action pro- iron core, which may be composed of a num- 
gresses toward the interior. A certain inter- ber of sheets or laminae of soft iron or steel. 

30 val of time therefore elapses between the Surrounding this core is a coil Y, which is So 
manifestation of magnetism in the external connected with a source E of rapidly- varying 
and the internal sections or layers of the core, currents. Let us consider now the magnetic 
If the core be thin or of small mass, this effect conditions existing in this core at any point, 
maybe inappreciable; but in the case of a as 5 , at or near the center, and any other 
35 thick core, or even of a comparatively thin point, as' a, nearer the surface. When a cur- 85 
one, if the number of alternation or rate of rent-impulse is started in the magnetizing- 
change of the current strength be very coil Y, the section or part at a, being close to 
great the time interval occurring between the the coil, is immediately energized, while the 
manifestations of magnetism in the interior section or part at b, which, to use a conven- 
40 of the core and in those parts adjacent to the ient expression, is “protected” by the inter- go 
coil is more marked, and in the construction veiling sections or layers between a and b, 
of such apparatus as motors which are de- does not at once exhibit its magnetism. How- 
signed to be run by alternatingor equivalent ever, as the magnetization of a increases, 6 
currents — such as pulsating or undulating becomes also affected, reaching finally its 
45 currents generally — I have found it desirable maximum strength some time later than a. 95 
and even necessary to give due consideration Upon the weakening of the current the mag- 
to this phenomenon and to make special pro- netization of a first diminishes, while b still 
visions in order to obviate its consequences, exhibits its maximum strength; but the c-on- 
The specific object of my present invention is tinued weakening of a is attended by a sub- 
50 to take advantage of this action or effect, and sequent weakening of b. Assuming the cur- 100 
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rent to be an alternating one, a will now be 
reversed, while b still continues of the first-im- 
parted polarity. This action continues the 
magnetic condition of b, following' that of a in 
5 the manner above described. If an arma- 
ture— for instance, a simple disk F, mounted 
to rotate freely on an axis— be brought into 
proximity to the core, a movement of rota- 
tion will be imparted to the disk, the direc- 
io tion depending upon its position relatively to 
the core, the tendency being to turn the. por- 
tion of the disk nearest to the core from a to 
6, as indicated in Fig. 1 . This action or prin- 
ciple of operation I have embodied in a prac- 
15 ticable form of motor, which is illustrated in 
Fig. 2 . Let A in said figure represent a cir- 
cular frame of iron, from diametrically-oppo- 
site points of the interior of which the cores 
pro j ect. Each core is composed of three main 
20 parts B, 13 , and C, and they are similarly 
formed with a straight portion or body e, 
around which the energizing-coil is wound, a 
curved arm or extension c, and an inwardly- 
projecting pole or end d. Each core is made 
25 up of two parts B B, with their polar exten- 
sions reaching in one direction and a part C 
between the other two and with its polar ex- 
tension reaching in the opposite direction. 
In order to lessen in the cores the circulation 
30 of currents induced therein, the several sec- 
tions are insulated from one another in the 
manner usually followed in such cases. These 
cores are wound with coils D, which are con- 
nected in the same circuit, either in parallel 
.35 or series, and supplied with an alternating or 
a pulsating current, preferably theformer, by 
a generator E, represented diagrammatically. 
Between the cores or their polar extensions is 
mounted a cylindrical or similar armature 
40 F, wound with magnetizing-coils G, that are 
closed upon themselves, as is usual in motors 
of this general class. 

The operation of this motor is as follows: 
•When a current impulse or alternation is di- 
45 rected through the coils D, the sections B B 
of the cores, being on the surface and in close 
proximity to the coils, are immediately ener- 
gized. The sections C, on the other hand, are 
protected from the magnetizing influence of 
50 the coil by the interposed layers of iron B B. 
As the magnetism of B B increases, however, 
the sections C are also energized; but they do 
npt attain their maximum strength until a 
certain time subsequent to the exhibition by 
55 the sections B B of their maximum. Upon 
the weakening of the current the magnetic 
strength of B B first diminishes, while the 
sections C have still their maximum strength ; 
but as B B continue to weaken the interior 


sections are similarly weakened. B B may 60 
then begin to exhibit an opposite polarity, 
which is followed later by a similar change 
on C, and this action continues. B B and C 
may therefore be considered as separate field- 
magnets, being extended so as to act on the 65 
armature in the most efficient positions, and 
the effect is similar to that in my other forms 
of motor — viz., a rotation or progression of 
the maximum points of the field of foi'ce. _ Any 
armature — such, for instance, as a disk' - 70 
mounted in this field would rotate from the 
pole first to exhibit its magnetism to that 
which exhibits it later. 

It is evident that the principle herein de- 
scribed may be carried out in conjunction 75 
with other means, such as I have elsewhere 
set forth, for securing a more favorable or 
efficient action of the motor. For example, 
the polar extensions of the sections C may be 
wound or surrounded by closed coils L, as in- 80 
dicated by dotted lines in Fig. 2 . The effect 
of these coils will be to still more effectively 
retard the magnetization of the polar exten- 
sions of C. 

I do not wish to be understood as limiting 85 
myself to any particular construction of this 
form of motor, as the same principle of action 
or operation may be carried out in a great 
variety of forms. 

What I claim is — 9 ° 

1 . In an alternating -current motor, the 
combination, with an energizing-coil and a 
core composed of two parts, one protected 
from magnetization by the other interposed 
between it and the coil, of an armature 95 
mounted with the influence of the fields of 
force produced by said parts, as set forth. 

2 . The combination, in an alternating-cur- 

rent motor, of a rotating armature, a field- 
magnet composed of a coil and a core with 100 
two sections in proximity to the coil and an 
inner section between the same, the sections - 
being formed or provided with polar projec- 
tions extending in opposite directions over or 
around the armature, as set forth. _ 105 

3 . The combination, in an alternating-cur- 
rent motor, of a rotating armature, a frame 
and field-magnets thereon, each composed of 
an energizing-coil wound around a core made 

up of outer and inner or protected magnetic no 
sections, each of which is formed or provided 
with independent laterally - extended q»ole 
pieces or projections, as herein described. 

NIKOLA TESLA. 

Witnesses: 

Robt. F. Gaylord, 

Parker W. Page. 
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To all whom it may concern: 

Be it known that I, Nikola Tesla, a sub- 
ject of the Emperor of Austria-Hungary, from 
Smiljan, Lika, border country of Austria-IIun- 
S gary, residing at New York, in the county and 
State of New York, have invented certain new 
and useful Improvements in Electro-Magnetic 
Motors, of which the following is a specifica- 
tion, reference being had to the drawings ae- 
ro eompanying and forming a part of the same. 

Among the various forms of alternating- 
' current motors invented by me is one. which 
I have described in other applications, and 
which is constructed as follows: I build a field- 
15 core with, say, four poles, between which is 
mounted an armature that is generally wound 
with closed coils. On two of the opposite 
poles of the field I wind primary coils, which 
arc connected up in the main circuit. On the 
To same cores I also wind secondary coils, which 
are closed through coils on the other pair or 
set of poles. In this motor when an alternat- 
ing current is caused to passthrough the pri- 
mary coils it energizes directly one set of 
25 poles and induces currents in the secondary 
coils, which act to energize the other poles; 
Unit the phases of the current in the second- 
ary coils may differ in time from those of the 
primary current, and hence a rotation or shift- 
30 ing of the polos is effected that imparts rota- 
tion to the motor. 

These motor's may be constructed in many 
other ways; but for purposes of this case it. is 
only necessary to consider the specific form 
35 which I have thus generally described, as my 
improvements relate mainly to such form. 

The object of my present invention is to 
render this form of motor more efficient and 
to improve its action or inode of operation. 

40 In the motors constructed in accordance 
with this principle I bring two energizing- 
circuits into inductive relation in the motor 
itself— That is to say, the secondary currents 
. which energize one set of the field-cores are 
45 induced in the motor itself, and the employ- 
ment of an external induction device is thus 
avoided. The operation of these motors,. how- 
ever. is dependent upon the existence of a 
certain difference of phase between the cur- 
50 rents in the primary and secondary coils. To 
obtain a difference of phase or lag that is 


suited .to working .conditions is the specific 
object of my present invention. 

The following explanations will serve to 
illustrate the principle hpon which said in- 55 
vention is based. Let it be assumed that an 
•ordinary alternating-current generator Is con- 
nected up in a circuit of practically no self- 
induction, such, for example, as a circuit, con- 
taining incandescent lamps only. On the op- 60 
eration of the machine alternating currents 
will be developed in the ci rcuit, and the phases 
of these currents will theoretically coincide 
with the phases nf the impressed electro-mo- 
tive force. Such currents may be regarded 65 
and designated as the “ unretarded currents.” 

It will be understood, of course, that in 
practice there is always more or less self-in- 
duction in the circuit, which modifies to a cor- 
responding extent these conditions; but for 70 
convenience this maybe disregarded in the 
consideration of the principle of operation, 
since the same laws apply. Assume next 
that a path of currents bo formed across any 
two points of the. above circuit, consisting, .75 
for example, of the primary of an induction 
device. The phases of the currents passing 
through the primary, owing to the self-in- 
duction of the same, will not coincide with 
the phases of the impressed electro-motive 80 
force, but will lag behind tiro same, such lag 
being directly proportional to the self-induc- 
tion and 'inversely proportional to the resist- 
ance of the said coil. The insertion of this 
coil will also cause a lagging or retardation 85 
pf the. currents traversing and delivered by 
the generator behind the impressed electro- 
motive force, such lag being the mean or re- 
sultant of the lag of the current through the 
primary alone and that of what I have des- 90 
ignated the “ un retarded current ” in the 
entire working-circuit. Next consider the 
conditions imposed by the association in in- 
ductive relation with the primary coil- of a 
secondary coil. The current generated in the 95 
secondary coil will react upon the primary 
current, modifying the retardation of the 
same, according to the amount of self-induc- 
tion and resistance in the secondary circuit. 

If the secondary circuit have but little self- too 
induction — as, for instance, when it contains 
incandescent lamps only— it will increase the 
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actual difference of phase between its own 
and the primary current, first, by diminish- 
ing the lag between the primary current and 
the impressed electro-motive force, and, sec- 
S ond, by its own lag or retardation behind 
the impressed electro-motive force. On the 
other hand, if the secondary circuit have a 
high self-induction its lag behind the cur- 
rent in the primary is directly increased, 
io while it will be still further increased if the 
primary have a very low self-induction. The 
better results are obtained when the primary 
has a low self-induction. I apply these prin- 
ciples to the construction of a motor which I 
15 shall now describe. 

> The details of the improvements are illus- 
trated in the drawings, in which- 
Fignre 1 is a diagram of a motor exhibiting 
my invention. Fig: 2 is a similar diagram of 
20 a modification of the same. 

In Fig. 1 let A designate the field-magnet 
of a motor which, as in all these motors, is 
built up of sections or plates. B C are polar 
projections upon which the coils are wound. 
25 Upon one pair of these poles, as C, I wind 
primary coils D, which are directly connected 
to the circuit of an alternating-current gen- 
erator G. On the same poles I also, wind sec- 
ondary coils F, either side by side or over or 
30 voider the primary coils, and these I connect 
with other coils E, which surround the poles 
B B. The .currents in both primary and sec- 
ondary coils in such a motor will be retarded 
of will lag behind the impressed electro-ino- 
35 tive force; but to secure a proper difference 
in phase between the primary and secondary 
currents themselves I increase the resistance 
of the circuit of the secondary and reduce as 
much as practicable its self-induction. I do 
40 this by using for the secondary circuit, par- 
ticularly in the coils E, wire of .comparatively 
sihall diam.eter and having but few turns 
around the cores; or I use some conductor of 
higher specific resistance, such as German 
45 silver; or I may introduce at some point in 
the secondary circuit an artificial resistance 
R. Thus the self-induction of the secondary 
is kept down and its resistance increased 
with the result of decreasing the lag between 
50 the impressed electro-motive force and the 
current in the primary coils and increasing 
the difference of phase between the primary 
and secondary currents. 

In the disposition shown in Fig. 2 the lag 
55 in the secondary is increased by increasing 
the self-induction of that circuit, while the 
increased tendency of the primary to lag is 


counteracted by inserting therein a dead re- 
sistance. The primary coils D in this case 
have a low self-induction and high resist- 60 
ance, while the coils E F, included in the sec- 
ondary circuit, have a high self-induction and 
low resistance. This may be done by the 
proper winding of the coils, or in the circuit 
including the secondary coils E F, I may in- 65 
troduce a self-induction coil S, while in the 
primary circuit from the generator G and in- 
cluding, coils D, I may insert a dead resist- 
ance R. By this means the difference of 
phase between the primary and secondary is 70 
increased. It is evident that both means of 
increasing the difference of phase— namely, 
by the special winding as well as by the sup- 
plemental or external inductive and dead re- 
sistance— may be employed conjointly. 75 

In the operation of this motor the current 
impulses in the primary coils induce currents 
in the secondary coils, and by the conjoint 
action of the two the points of greatest mag- 
netic attraction are shifted or rotated. 80 

In practice I have found it desirable to 
wind the armature with closed ceils in which 
currents are induced by the action thereon 
of the primaries. 

I do not claim, broadly, herein the method 85 
of operating motors by inducing in one cir- 
cuit currents by means of those in another, 
nor the other features herein not specifically 
pointed out in the claims, having personally 
filed applications for such features. 90 

What I claim is— 

1 . The combination, in a motor, of a primary 
energizing-circuit adapted to be connected 
with the circuit of a generator and a second- 
ary energizing-circuit in inductive relation 95 
thereto, the two circuits being of different 
electrical character or resistance, as set forth. 

2 . The com bination, in a motor, of a primary 
energizing-circuit adapted to be connected 
with the circuit of a generator and a second- 100 
ary energizing-circuit in inductive relation' 
thereto, the two circuits being of different 
self-induction, as herein set forth. 

3 . The combination, in a motor, of primary 
energizing-coils adapted to be connected to a 105 
source of current and.secondary energizing- 
coils in a circuit in inductive relation thereto, 
one set of said coils being formed by conduct- 
ors of small size and few turns, the other by 
conductors of larger size, as set. forth. 

NIKOLA TESLA. . 

Witnesses: 

R. J. Stoney, Jr., 

E. P. Coffin. 
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To all whom it may concern : 

Be it known that I, Nikola Tesla, a sub- 
ject of the Emperor of Austria-Hungary, re- 
siding at New York, in the county and State 
5 of New York, have invented certain new and 
useful Improvements in Methods of Operating 
Arc Lamps, of which the following is a speci- 
fication. 

This invention consists in an improved 
to method of operating electric-arc lamps vdiicli 
are supplied with alternating or pulsating 
currents. 

It has now become a common practice to 
run arc lamps by alternating or pulsating as 
15 distinguished from continuous currents; but 
an objection to such systems exists in the fact 
that the arcs emit a pronounced sound, vary- 
ing with the rate of the alternations or pulsa- 
tions of current, but under any circumstances 
20 constituting an objectionable and disagree- 
able feature, for which heretofore no effective 
remedy has been found or proposed. This 
noise is probably due to the rapidly alternating- 
heating and cooling and consequent expan- 
25 sion and contraction of the gaseous matter 
forming the arc which corresponds with the 
periods or impulses of the current, for I have 
succeeded in abating it and producing quiet 
and smoothly-acting lamps by increasing, per 
30 unit of time, the number of alternations or 
pulsations of the current producing the arc 
to such an extent that the rate of the vibra- 
tions or changes in the arc producing the 
noise approximately equals or exceeds that 
35 which is generally regarded as the limit of 
audition. For example, I may use a generator 
which produces ten thousand or more alter- 
nations of current per second. In such a ease 
the periodical heating and cooling of the arc 
40 would occur with such rapidity as to produce 
little or no perceptible effect upon the ear. 

There are a number of ways in which the 
current may be varied at a rate exceeding 
the limit of audition, but probably the most 
45 practicable known to me at present is by the 
use of an alternating-current generator with 
a large number of poles, and specially con- 
structed for the purpose. Such a generator, for 
the purpose of the illustration of this case, I 
50 have shown in the accompanying drawings. 

Figure 1 is a view of the generator in side 
elevation. Fig. 2 is a vertical cross-section 


of the same with a diagram of the circuit-con- 
nections. Fig. 3 is an enlarged view, in side 
elevation, of a part of the machine. Fig - . 4 is 55 
an enlarged sectional detail of the armature 
and field. Fig. 5 is a detail section of the 
field-magnets exhibiting the plan of winding. 

A is an annular magnetic frame supported 
by the cross-bars or brackets B, provided with 60 
feet C, upon which the machine rests. The 
interior of the annulus A is provided with a 
large number of projections or pole-pieces D. 
These may be formed or applied iu a variety 
of -ways — as, for example, by milling trans- 65 
verse grooves E. 

Owing to the very large number and small 
size of the poles and the spaces between them, 

I apply the exciting or field coils by winding 
an insulated conductor F zigzag through the 70 
grooves, as shown in Fig. 0, carrying said wire 
around the annulus to form as many layers 
as is desired. In this way the pole-pieces D 
will be energized with alternately opposite 
polarity around the entire ring. 75 

For the armature I employ a spider or cir- 
cular frame G on a driving-shaft!!, mounted 
in bearings in the brackets B. This spider 
carries a ring J, turned down, except at its 
edges, to form a trough-like receptacle for a 80 
mass of fine annealed iron wires K, which are 
wound in the groove to form the core proper 
for the armature-coils. Pins L are set in the 
sides of the ring J, and the coils Mare wound 
over the periphery of the armature-structure 85 
and around the pins. The coils M are con- 
nected together in series, and these terminals 
N carried through the hollow shaft II to con- 
tact-rings P P, from whence the currents are 
taken off by brushes O. In this way a ma- 90 
chine with a very large number of poles may 
be constructed. It is easy, for instance, to 
obtain in this manner three hundred and 
seventy-five to four hundred poles in a ma- 
chine that may be safely driven at a speed of 95 
fifteen hundred or sixteen hundred revolu- 
tions per minute, which will produce ten 
thousand or eleven thousand alternations of 
current per second. Arc lamps R R are 
shown in diagram as connected up in series 10c 
with the machine in Fig. 2 . If such a current 
be applied to running arc lamps, the sound 
produced by or in the arc becomes practically 
inaudible,for by increasing the rate of'change 
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in the current, and consequently the number 
of vibrations per unit of time of the gaseous 
material of the arc up to or beyond ten thou- 
sand or eleven thousand per second, or to 
5 what is regarded as the limit of audition, the 
sound due to such vibrations will not be au- 
dible. The exact number of changes or un- 
dulations necessary to produce this result will 
vary somewhat according to the size of the 
io arc — that is to say, the smaller the arc the 
greater the number of changes that will be 
required to render it inaudible within certain 
limits. Of course, as the rate of alternations 
or undulations for a given size of arc becomes 
i s very high the sound produced is less percep- 
tible, and hence for some purposes the actual 
limit of audition may only be approached, 
provided the sound be rendered practically 
inaudible. 


Another advantage gained by increasing as 20 
above set forth the number of alteruations 
is that the arc acts more like that produced 
by a continuous current, in that it is more 
persistent, owing to the fact that the time in- 
terval between undulations is so small that 25 
the gaseous matter cannot cool down so far 
as to increase very considerably in resistance. 

I claim — 

The method of abating or rendering inau- . 
dible the sound emitted by arc lamps sup- 30 
plied with or operated by an alternating or 
pulsating current by increasing the rate of 
such alternations or pulsations up to that of 
the limit of audition, as set forth. 

NIKOLA TESLA. 

Witnesses: 

Frank B. Murphy, 

Raphael Netter. 
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To all whom it may concern: 

Be it known that I, Nikola Tesla, a sub- 
ject of the Emperor of Austria, from Smiljan, 
Lika, border country of Austria-Hungary, re- 
S siding at New York, in the county and State 
of New York, have invented certain new and 
useful Improvements in Alternating-Current 
Machines, of which the following is a specifi- 
cation, reference being had to the accompa- 
io nying drawings. 

In the systems of distribution of electrical 
energy from alternating-current generators 
in present use the generators give ordinarily 
from one to three hundred alternations of cur- 
15 rent per second. I have recognized and dem- 
onstrated in practice that it is of great ad- 
vantage, on many accounts, to employ in such 
systems generators capable of producing a 
very much greater number of alternations 
20 per second — say fifteen thousand per second 
or many more. To produce such a high rate 
of alternation, it is necessary to construct a 
machine with a great number of poles or polar 
projections; but such construction, on this 
25 account, in order to be efficient, is rendered 
difficult. If an armature without polar pro- 
jections be used, it is not easy to obtain the 
necessary strength of field, mainly in conse- 
quence of the comparatively great leakage of 
30 the lines of force from pole to pole. If, on 
the contrary, an armature-core formed or pro- 
vided with polar projections be employed, it 
is evident that a limit is soon reached at 
which the iron is not economically utilized, 
35 being incapable of following without consid- 
erable loss the rapid reversals of polarity. 
To obviate these and other difficulties, I have 
devised a form of machine embodying the 
following general features of construction. 

4 ° I provide a field-magnet core made up of 
two independent parts formed with grooves 
for the reception of one or more energizing- 
coils. The energizing coil, or coils, is com- 
pletely surrounded by the iron core, except 
45 on one side, where occurs the opening be- 
tween the polar faces of the core, which open- 
ing is made as narrow as the conditions of 
the machine will permit. The polar faces of 
the core of the field are not smooth, but formed 
50 with a great many projections or serrations, 
the points of which in one side or polar face 
are preferably exactly opposite those in the 


other. Between the faces so formed I mount 
or support the armature coil or coils and pro- 
vide either for rotating the field-magnet or 55 
the armature, or both, and I arrange the said 
armature-coil or conductor so that it will be 
symmetrically disposed with respect to the 
field — that is to say, so that when one portion 
of the conductor is passing through the 60 
strongest portion of the field the other por- 
tion, which forms the return for the former, 
is passing through the weakest points or 
parts of the field. The strongest points of 
the field, it will be understood, are those be- 65 
tween the projections or points on the polar 
faces, while the weakest points lie midway 
between them. 

A field-magnet, when constructed as above 
described, produces, when the energizing-coil 70 
is traversed by a continuous current, a field 
of great strength, and one which maybe made 
to vary greatly in intensity at points not far- 
ther distant from one another than the eighth 
of an inch. In a machine thus constructed 75 
there is comparatively little of that effect 
which is known as “ magnetic leakage,” and 
there is also but a slight armature reaction. 
Either the armature-conductor or the field- 
magnet may be stationary while the other ro- 3 o 
tates, and as it is often desirable to maintain 
the conductors stationary and to rotate the 
field-magnet I have made a special modifica- 
tion of the construction of the machine for 
this purpose, and with a view 7 in such case of 85 
still further simplifying the machine and ren- 
dering it more easy to maintain in operation 
I arrange the armature-conductors and the 
frame or supports therefor so as to support 
also a fixed coil or coils for energizing the ro- 90 
tating field-magnet, thus obviating the em- 
ployment of all sliding contacts. 

In the accompanying drawings I have illns- . 
trated the two typical forms of my machine 
above referred to. 95 

Figure 1 is a vertical central section of the 
machine, taken on lines x x of Fig. 2 ; and 
Fig. 2 is a horizontal section on line y y of 
Fig. 1 . The machine in these two figures is 
one in which the armature-conductor and the roo 
field-coil are stationary while the field-mag- 
net core revolves. Fig. 3 is a vertical central 
section of a machine embodying the same plan 
of construction, but having a stationary field- 
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liiagtlet and rotating armflitird,: Fig'. 4 is a 
diagram iiliistfating the peculiar configiirfi- 
tion of thfe polar fades and the relation tif the 
armatdre conductor or conductors thereto. 

5 In Figs; 1 and 2, A A designate two cylin- 
drical castings provided with bracket-arms B 
B, in which latter are bushings C for the ro- 
tating shaft. The conductor in which the 
currents are induced may be constructed or 
ro arranged in various ways; but I prefer to 
form it in the following manner: I take an 
annular plate of copper D and by means of a 
saw or other cutting-tool cut in it radial slots 
from one edge nearly through to the other, 
[5 beginning alternately from opposite edges. 
In this w T ay a continuous zigzag conductor is 
formed. To the inner edge of this plate are 
secured two rings of non-magnetic metal E, 
which are insulated from the copper con- 
20 ductor, but held firmly thereto, as by means 
of bolts F. Within the rings E is then placed 
an annular coil G, which is the energizing- 
coil for the field-magnet. The conductor D 
and the parts attached thereto are supported 
25 by means of the cylindrical shell or casting 
A A, the two parts of which are brought to- 
gether and clamped by bolts F' to the outer 
edge of the conductor D. The conductor D 
is also insulated from the shell A. 

30 The core for the field-magnet is built up of 
two circular parts II II, formed with annular 
grooves I, which, when the two parts are 
brought together, form a space for the recep- 
tion of the energizing-coil G. The central 
35 parts or hubs of the cores H II are trued off, 
so as to fit closely against one another, while 
the outer portions or flanges which form the 
polar faces JJ are reduced somewhat in thick- 
ness to make room for the conductor D, and 
40 are serrated on their faces or provided in any 
other convenient way with polar projections. 
The two parts of the core II II are mounted 
on and fixed to the shaft K, and are bound 
together by bolts L. The number of serra- 
4.5 tions in the polar faces is arbitrary; but there 
must exist between them and the radial por- 
tions of the conductor D a certain relation, 
which will be understood by reference to Fig. 
4, in which FT FT represent the projections or 
50 points on one face of the core of the field, 
and S S the points of the other face. The 
conductor D is shown in this figure in sec- 
tion, a a' designating the radial portions of 
the conductor, and & the insulating-divisions 
55 between the same. The relative width of the 
parts a a' and the space between any two 
adjacent points X X or S S is such that when 
the radial portions a of the conductor are 
passing between the opposite points FT S, 
60 where the field is strongest, the intermediate 
radial portions a' are passing through the 
widest spaces midway between such points 
and where the field is weakest. Since the 
core on one side is of opposite polarity to the 
65 part facing it, all the points or projections of 
one polar face will be of opposite polarity to 
those of the other face. Hence, although the 1 
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sp&dd between any two adjaceut points on tlid 
sahififach rday lid extremely small, there tGll 
be no ldakagd of tile! magnetic lines betwdSii 7a 
any two points of the same name; but the 
lines of force will pass across from one set of 
points to the other. The Construction fol- 
lowed obviates to a great degree the distor- 
tion of the magnetic lines by the action of the 75 
current in the conductor D, in which it will 
be observed the current is flowing at any 
given time from the center toward the pe- 
riphery in one set of radial parts a and in the 
opposite direction in the adjacent parts a'. 80 

In order to connect the energizing- coil G 
with a source of continuous current, I have 
found it convenient to utilize two adjacent ra- 
dial portions of the conductor D for connect- 
ing the terminals of the coil G with two bind- 85 
ing-posts M. For this purpose the plate D is 
cut entirely through, as shown, and thebi’eak 
thus made is bridged over by a short con- 
ductor c. 

At any convenient point the plate D is cut 90 
through to form two terminals d, which are 
connected to binding-posts FT. 

The core HH,when rotated by the driving- 
pulley P, generates in the conductors D an 
alternating current, which is taken off from 95 
the binding - posts FI. It will be observed 
that from the nature of the construction de- 
scribed this machine is capable of producing 
an alternating current of an enormously high 
rate of alternations. 100 

When it is desired to rotate the conductor 
between the faces of a stationary field-mag- 
net, I adopt the construction shown in Fig. 3. 

The conductor D in this case is or may be 
made in substantially the same manner as 105 
above described by slotting an annular con- 
ducting-plate and supporting it between two 
heads O, held together by bolts 0 and fixed 
to the driving-shaft K. The inner edge of 
the plate or conductor D is preferably flanged no 
to secure a firmer union between it and the 
heads 0. It is insulated from said head. 

The field-magnet in this case consists of two 
annular parts H II, provided with annular 
grooves I for the reception of the coils. The 115 
flanges or faces surrounding the annular 
groove are bi’ought together, while the inner 
flanges are serrated, as in the previous case, 
and form the polar faces. The two parts H 
II are formed with a base R, upon which the 1 20 
machine rests. 

S S are non-magnetic bushings secured or 
set in the central opening of the cores. 

The conductor D is cut entirely through at 
one point to form terminals, from which in- 125 
sulated conductors T are led through the 
shaft to collecting-rings Y. - 

What I claim is — 

1. The combination, in an annular field of 
force formed by opposing polar faces with 130 
radial grooves or serrations and with said 
poles, of a connected series of radial conduct- 
ors so disposed with relation to the serrations 
that while one portion of the radial conduct- 
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ors is passing between the strongest parts of 
the field, or the points where the two poles 
most nearly approach, the adjacent or inter- 
mediate conductors will pass through the 
5 weakest parts of the field, or the points where 
the two poles are most remote, as set forth. 

2 . The combination, with a connected se- 
ries of radial conductors forming- an annular 
coil, of a stationary two-part supporting-frame 

io clamped to and insulated from the outer 
ends of said conductors, a ring formed in two 
parts clamped to the inner ends of the same, 
an energizing-coil contained in said ring, and 
a field-core made in two parts and inclosing 
iS said energizing-coil and presenting annular 
polar faces to the series of radial conductors, 
as described. 

3 . The combination, with the annular con- 
ducting-plate slotted to form a connected se- 

20 ries of radial conductors, a sectional support- 
ing-frame secured to and insulated from the 
outer edge of the slotted plate, a sectional 
ring secured to and insulated from the inner 
edge of said plate, a hollow energizing-coil 
25 contained in said ring, and a field-core com- 
posed of two parts bolted together and recessed 
to inclose the energizing-coil, said cores being 
mounted in a rotating shaft, as set forth. 

4 . The combination, with two annular po- 
30 lar faces of opposite magnetic polarity and 

fonned with opposite points, projections, or 
serrations, of a conductor turned back upon 
itself in substantially radial convolutions and 
mounted in theannular field, wdiereby a rota- 
35 tion of the field or said conductor will develop 
therein an alternating current, as set forth. 

5 . The combination, with a polar face of 
given polarity formed with grooves or serra- 
tions, of a polar face of opposite polarity with 

40 corresponding grooves or serrations, the two 


polar faces being placed with their grooves 
opposite to each other, and a conductor or coil 
mounted between said faces with the capa- 
bility of movement across the lines of force 
in a direction at right angles to that of the 45 
grooves or serrations, as set forth. 

6. In a magneto-electric machine, the com- 
bination of a sectional frame, a field-magnet 
core composed of two connected parts, a rotat- 
ing shaft on w'hich said core is mounted, a 50 
conductor in which currents are to be in- 
duced, the convolutions of which are radially 
disposed- between the polar faces of the field- 
core and secured to and supported by the 
frame, and an energizing-coil for the field- 55 
core supported by the induced-current coil 
and contained in an annular recess formed 
by grooves in the faces of the two sections of 
the field-core. 

7 . The combination, with opposing field- 60 
magnet poles formed with projections or ser- 
rations in their faces, the highest parts or 
prominences of one face being opposite to 
those of the other, of a conductor the convo- 
lutions of which are adapted to pass at right 65 
angles through the magnetic lines between 
the opposing prominences, as set forth. 

8. The combination, with a rotating field- 
magnet core having two opposing and annu- 
lar polar faces with radial grooves or serra- 70 
tions therein systematically disposed, so that 
the highest parts or prominences of one face 
lie opposite to those of the other, of a station- 
ary conductor with radial convolutions and 
mounted between the polar faces, as set forth. 75 

NIKOLA TESLA. 

Witnesses: 

Robt. F. Gaylord, 

Parker N. Page. 
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To all whom it may concern: \ 

Be it known that I, Nikola Tesla, a sub- 
ject of the Emperor of Austria-Hungary, from 
Smi] j an, Lika, border country of Austria-IIun- 
5 gary, and a resident of New York, in the county 
and State of New York, have invented certain 
new and useful Improvements in Methods of 
and Apparatus for Electric Lighting, of which 
the following is a specification, reference be- 
io ing had to the drawings accompanying and 
forming a part of the same: 

This invention consists in a novel method 
of and apparatus for producing light by means 
of electricity. 

iS Fora better understanding of the inven- 
tion it may be stated, first, that heretofore I 
have produced and employed currents of very 
high frequency for operating translating de- 
vices, such as electric lamps, and, second, 
a o that currents of high potential have also been 
produced and employed for obtaining lumi- 
nous effects, and this, in a broad sense, may 
be regarded for purposes of this case as the 
prior state of the art; but I have discovered 
25 that results of the most useful character may 
be secured under entirely practicable condi- 
tions by means of electric currents in which 
both the above-described conditions of high 
frequency and great difference of potential 
30 are present. In other words, I have made the 
discovery that an electrical current of an ex- 
cessively small period and very high poten- 
tial may be utilized economically- and prac- 
ticably to great advantage for the production 
35 of light. . 

It is difficult for me to define the exact lim- 
i ts of frequency and potential within which my 
discovery is comjirised, for the results ob- 
tained are due to both conjointly; but I would 
40 make it clear that as to the inferior limits of 
both, the lowest frequency and potential that 
I contemplate using are far above what have 
heretofore been regarded as practicable. As 
an instance of wliat I regard as the lowest 
IS practicable limits I would state that I have 
obtained fairly good results by a frequency 
as low as fifteen thousand to twenty thousand 
• per second and a potential of about twenty 
thousand volts. Both frequency and poten- 
50 tial may be enormously increased above these 
figures, the practical limits being determined 
by the character of the apparatus and its ca- 


pability of stand i ug the strain. Ido not mean 
by the term “excessively small period” and 
similar expressions herein to imply that I 55 
contemplate any number of pulsations or vi- 
brations per second approximating to the 
number of light-waves, and this will more 
fully appea r from the description of the na- 
ture of invention which is hereinafter con- 60 
tained. 

The carrying out of this invention and the 
full'realization of the conditions necessary to 
the attainment of the desired results involve, 
first, a novel method of and apparatus for 65 
producing the currents or electrical effects of 
the character described; second, a novel 
method of utilizing and applying the same 
for the production of light, and, third, a new 
form of translating device or light-giving ap- 7c 
plianee. These I shall now describe. 

To produce a current of very high frequency 
and very high potential, certain well-known 
devices may be employed. For instance, as 
the primary source of current or electrical 75 
energy a continuous-current generator may 
be used, the circuit of which may be inter- 
rupted with extreme rapidity by meehani- - 
cal devices, or a magneto-electric machine 
specially constructed to yield alternating cur- 80 
rents of very small period may be used, and 
in either case, should the potential be too low, 
an induction-coil may be employed to raise it; 
or, finally, in order to overcome the mechani- 
cal difficulties, which in such cases become 85 
practically insuperable before the best results 
are reached, the principle of the disruptive 
discharge may be utilized. By means of this 
latter plan I produce a much greater rate of 
change in the current than by the other means 90 
suggested, and in illustration of my invention 
I shall confine the description of the means pr 
apparatus for producing the current to this 
plan, although I would not be understood as 
limiting myself to its use. The current of 95 
high frequency, therefore, that is necessary 
to the successful working of my invention I 
produce by the disruptive discharge of the 
accumulated energy of a condenser main- 
tained by charging said condenser from a 100 
suitable source and discharging it into or 
through a circuit under proper relations of 
self-induction, capacity, resistance, andperiod 
1 111 well-understood ways. Such a discharge is 
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known to bo, under proper conditions, inter- 
mittent or oscillating in character, and in this 
way a current varying in strength at an -enor- 
mously rapid rate maybe produced. Having 
S produced in the above manner a current of ex- 
cessive frequency, I obtain from it by. means 
of an induction-coil enormously high poten- 
tials — that is to say, in the circuit through 
which orinto-which the disruptive discharge 
£ o of the condenser takes place I include the pri- 
mary of a suitable induction-coil, and by a sec- 
ondary coil of much longer and finer wire I con- 
vert to currents of extremely high potential. 
The differences in the length of the primary 
jig and secondary coils in connection with the 
enormously rapid, rate- of change. in the pri- 
mary current yield a secondary of enormous 
frequency and excessively high potential. 
Such currents are not, so far as I am aware, 
20 available for use. in the usual ways;, but I have 
discovered that if I connect to either of the 
terminals of the secondary coil or source .of 
current of high potential the leading-in wires 
of such a device, for example, as an ■ ordi- 
25 nary incandescent lamp, the carbon may be 
brought to and maintained at incandescence, 
or, in general, that any body capable of eon- 
. ducting t£e high-tension current described 
and properly inclosed in a rarefied or ex- 
30 hausted receiver may be rendered luminous 
or incandescent, either when connected di- 
rectly with one terminal .of the secondary 
source of energy or placed in the vicinity of 
such terminals so as to be anted upon indnct- 
35 ively. 

Without attempting a detailed explanation 
of the causes to which this phenomenon may 
be ascribed, I deem It sufficient to state that, 
assuming the now generally accepted theories 
40 of scientists to be correct, the effects thus 
produced are attributable to molecular bom- 
bardment, condenser action, and electric or 
etheric disturbances. Whatever part each 
or any of these causes may play in producing 
45 the effects noted, it is, however, a fact that a 
strip of carbon or a mass of any other shape, 
either of carbon or any more or less conduct- 
ing substance in a rarefied or exhausted re- 
ceiver and connected directly or inductively 
50 to a source of electrical energy such. as I 
have described, may be maintained at incan- 
descence if the frequency and potential of the 
current be sufficiently high. 

I would here state that by the terms “ cur- 
55 rents of high frequency and high potential” 
and similar expressions which I have used in 
this description I do not mean, necessarily, 
currents in the.usual acceptance of the term, 

but, generally speaking, electrical disturb- 
60 ances or effects such as would be produced in 
the secondary source by the action of the 
primary disturbance or electrical effect. 

It is necessary to. observe in carrying out 
this invention that care must be taken to re- 
65 dace to a minimum the opportunity for the 
dissipation of the energy from the conductors 


intermediate to the source of current and the 
light-giving hotly. For this purpose the con- 
ductors should be free from projections and 
points and well covered or coated with a ajood 70 
insulator. 

The body to be rendered incandescent 
should be selected with a view to its capa- 
bility of withstanding the action to which it 
is exposed without being rapidly destroyed, 75 
for some conductors will be ?nueh more speed- 
ily consumed than others. 

I now refer to the accompanying drawings, 
in which — 


Figure 1 is a diagram of one of the special So 
arrangements that I have employed in carry- 
ing out my discovery, and Figs. 2 and 3 are 
vertical sectional views of modified forms of 
light-giving devices that I have devised for 
use with the system. g, 

I would state that as all of the apparatus 
herein shown, with the exception of “certain 
special- forms of lamp invented by me, is or 
may be of well-known construction and iii 
common use for other purposes, I have indi- 90 
eated such well-known parts therefor by eon- " 
volitional representations. 

G is the primary source of current or elec- 
trical energy. I have explained above how 
various forms of generator might be used for 95 
this purpose; but in the present illustration 
I assume that G is an alternating-current ' 


xoree. _ Under such circumstances I raise the 
potential of the current by means, of an in- 
duction-coil having a primary P and a sec- 
ondary S. Then by the current developed in 
this secondary I charge a condenser C, and 
this condenser I discharge through or into a 
circuit A, having an air-gap a, or, in general, 
means for maintaining adisruptlvQ discharge! 
By the means above described a current & of 
enormous frequency is produced. My object 
is next to convert this into a working-circuit 
of very high potential, for which purpose I 
connect up in the circuit A the jprimary P' of 
an induction-coil having a longjfine wire sec- 
ondary S'. The current in the primary P' 
develops in the secondary S' a current, or elec- 
trical effect of corresponding frequency, but 
of enormous difference of potential, and the 
secondary S' thus becomes the source of the 
energy to be applied to the purpose of ' pro- 
ducing light. " . 

The light-giving devices may be connected 
to either terminal of the secondary S'. If de- 
sired, one terminal may be connected to a 
conducting- wall W of a room or space to be 
« °^ ier arranged for connection 

of the lamps therewith. In such case the 1 
walls should be coated with some metallic or 
conducting substance in order that they may 
nave sufficient conductivity. 

The lamps or light-giving devices may be 
an ordinary incandescent lamp; but I prefer 1 
to use specially-designed lamps, examples. of 
which I nave- shotfn in detail in the draw- 



454,622 


ings. This lamp consists o£ a rarefied or 
exhausted bulb or globe which incloses a 
refractory conducting body, as carbon, of 
comparatively small bulk and any desired 
5 shape. This body is to be connected to the 
secondary by one or more conductors sealed 
in the glass, as in ordinary lamps, or is ar- 
ranged to be inductively connected thereto. 
For this last-named purpose the body is in 
to electrical contact with a metallic sheet in 
the interior of the neck of the globe, and 
on the outside of said neck is a second sheet 
which is to be connected with the source of 
current. These two sheets form the arma- 
15 tures of a condenser, and by them the cur- 
rents or potentials are developed in the light- 
giving body. As many lamps of this or other 
kinds may be connected to the terminal of S f 
as the energy supplied is capable of maintain- 
20 ing at incandescence. 

In Fig. 3, b is a rarefied or exhausted glass 
globe or receiver, in which is a body of car- 
bon or other suitable conductor e. To this 
body is connected a metallic conductor /, 
25 which passes through and is sealed in the 
glass wall of the globe, outside of which it is 
united to a copper or other wire g, by means 
of which it is to be electrically connected to 
one pole or terminal of the source of current. 
30 Outside of the globe the conducting-wires are 
protected by a coating of insulation/?, of any 
suitable kind, and inside the globe the sup- 
porting-wire is inclosed in and insulated by a 
tube or coating 1 c of a refractory insulating 
35 substance, such as pipe-clay or the like. A 
reflecting-plate l is shown applied to the out- 
side of the globe b. This form of lamp is a 
type of those designed for direct electrical 
connection with one terminal of the source 
40 of current; but, as above stated, there need 
not be a direct connection, for the carbon or 
other illuminating body may be rendered lumi- 
nous by inductive action of the current there- 
on, and this may be brought about in sev- 
45 eral ways. The preferred form of lamp for 
this purpose, however, is shown in Fig. 2. 
In this figure the globe b is formed with a cy- 
lindrical neck, within which is a tube or sheet 
m of conducting material on the side and 
^0 over the end of a cylinder or plug n of any 
suitable insulating material. The lower edges 
of this tube are in electrical contact with a 
metallic plate o, secured to the cylinder n, all 
the exposed surfaces of such plate and of the 

rr other conductors being carefully coated and 
protected by insulation. The light-giving 
' body e, in this case a straight-stem of carbon, 
is electrically connected with the said plate 
by a wire or conductor similar to the wire / , 
60 Fig. 3, which is. coated in like manner with a 
refractory insulating material 7c. The neck 
of the globe fits into a socket composed of an 
insulating tube or cylinder p, with a more or 
less complete metallic lining s, electrically 
65 connected by a metallic head or plate r with 
a conductor g, that is to be attached -to ono 


pole of the source of current. The metallic 
lining s and the sheet m thus compose the 
plates or armatures of a condenser. 

This invention is not limited to the special 70 
means described for producing the results 
hereinabove set forth, for it will be seen that 
various plans and means of producing cur- 
rents of very high frequency are known, and 
also means for producing very high poten- 75 
tials; but I have only described herein cer- 
tain ways in which I have practically carried 
out the invention. 

What I claim is— 

.1. The improvement in the art- of electric 80 
lighting herein described, which consists in 
generating or producing for the operation of 
the lighting devices currents of enormous fre- 
quency and excessively high potential, sub- 
stantially as herein described. 85 

2. The method of producing an electric cur- 

.. . — , — *~ e i ec . 
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producing a current of enermous frequency 
and inducing by such current in a working 90 
circuit, or that to which the lighting devices 
are connected, a current of corresponding 
frequency and excessively high potential, as 
set forth. . 1 

3. The method of producing an electric cur- 95 
rent for practical application, such as for elec- 
tric lighting, which consists in charging a con- 
denser by a given current, maintaining an 
intermittent or oscillatory discharge of said 
condenser through or into a primary circuit, ico 
and producing thereby in a secondary work- 
ing-circuit in inductive relation to the pri- 
mary very high potentials, as set forth. 

4. The method of producing electric light 

by incandescence by electrically or induct- 105 
ively connecting a conductor inclosed in a 
rarefied or exhausted receiver to one of the 
poles or terminals of a source of electric 
energy or current of a frequency and poten- 
tial sufficiently high to render said body in- no 
candescent, as set forth. 

5. A system of electric lighting, consisting 

in the combination, with a source of electric 
energy or current of enormous frequency 
and excessively high potential, of an incan- 115 
descent lamp or lamps consisting of. a con- 
ducting body inclosed in a rarefied or ex- 
hausted receiver and connected directly or 
inductively to one pole or terminal of the 
source of energy, as set forth. 120 

6. In a system of electric lighting, the com- 
bination, with a source of currents of enormous 
frequency and excessively high potential, 
of incandescent lighting devices, each con- 
sisting of a conducting body inclosed in a . 125 
rarefied or exhausted receiver, said conduct- 
ing body being connected directly or induct- 
ively to one pole or terminal of the source of 
current, and a conducting body or bodies in 
the vicinity of said lighting devices con- 130 
nected to the other pole or terminal of said 
source, as set forth. 
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• _ /. in s! system of electric lighting, the com- 
Tbmat’ion, with a sou roe of currents of enormous 
frequency of excessively high potential, of 
lighting devices, each consisting 'of a eon- 
S dueling ( oody inclosed in a rarefied, or ex- 
hausted receiver and connected by conduct- 
ors directly or inductively with one of the 
terminals ox said, sou fee, all parts of the con- 


ductors intermediate to. the said source and 
the light-giving body -being insulated and pro- 
tected to prevent the dissipation of the elec- 
tric energy, as herein set forth. 

NIKOLA TESLA.. • 

Witnesses? 

Parker W. Page, 

M. G. Tract. 
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To all whom it may concern: 

Be it known that I, Nikola Tesla, a sub- 
ject of the Emperor of Austria, from Smiljan, 
Lika, border country of Austria-Hungary, and 
5 residing at New York, in the county and State 
of New York, have invented certain new and 
useful Improvements in Electro-Magnetic Mo- 
tors, of which the following is a specification, 
reference being had to the accompanying 
io drawings. 

The subject of my present invention is an 
improvement primarily designed for applica- 
tion to alternating - current motors of the 
special type invented by me, and of which the 
iS operation is due to the action of alternating- 
currents differing in phase and directed 
through or developed in independent ener- 
gizing-circuits in the motor, and causing a 
shifting or rotation of the magnetic poles or 
20 their resultant attractive forces upon the ro- 
tating element or armature. 

My improvements are based upon certain 
laws governing the action or effects produced 
by a condenser when connected to an electric 
25 circuit through which an alternating or in gen- 
eral an undulating current is made to pass. 
Someof these effects, and those most important 
in connection withmy invention, areasfollows: 
First, if the terminals or plates of a condenser 
3 ° be connected with two points of a circuit, the 
potentials of which are made to rise and fall 
in rapid succession, the condenser allows the 
passage or, more strictly speaking, the trans- 
ferrence of a current, although its plates or 
35 armatures may be so carefully insulated as to 
prevent almost completely the passage of a 
current of- unvarying- strength or direction 
and of moderate electro-motive force; second, 
if a circuit the terminals of which are con- 
40 nected with the plates of the condenser pos- 
sess a certain self-induction, the condenser 
will overcome or counteract to a greater or 
less degree, dependent upon well-understood 
conditions, the effects of such self-induction; 
45 third, if two points of a closed or complete 
circuit through which a rapidly rising and 
falling- current flows be shunted or bridged 
by a condenser, a variation in the strength of 
the currents in the branches and also a dif- 
50 ference of phase of the currents therein is pro- 
duced. These effects I have utilized and ap- 
plied in a variety of ways in the construction - 


and, operation of my motors, as by producing 
a difference in phase in the two energizing- 
circuits of an alternating-current motor by 55 
connecting the two circuits in derivation and 
connecting- up a condenser in series in one of 
the circuits; but such applications seem to be 
obvious to one familiar with my motors and 
the facts above enumerated. 60 

My present improvements, however, possess 
certain novel features of practical value and 
involve a knowledge of facts less generally 
knowui. These improvements comprise the 
use of a condenser or condensers in connec- 65 
tion with the induced or armature circuit of 
a motor and certain details of the construc- 
tion of such motors. In an alternating-cur- 
rent motor of the type to which I have par- 
ticularly referred above, or in any other which 70 
has an armature coil or circuit closed upon 
itself, the latter represents not only an in- 
ductive resistance, but one which is periodi- 
cally varying in value, both of wiiich facts 
complicate and render difficult the attainment 73 
of the conditions best suited to the most effi- 
cient working of the motors. The most effi- 
cient w’orking conditions, in other w'ords, re- 
quire,- first, that for a given inductive effect 
upon the armature there should be the great- 80 
est possible current through the armature or 
induced coils, and, second, that there should 
always exist between the currents in the en- 
ergizing and the induced circuits a given re- 
lation of phase. Hence whatever tends to 85 
decrease the self-induction and increase the 
current in the induced circuits will, other 
things being equal, increase the output and 
efficiency of the motor, and the same will be 
true of causes that operate to maintain the 90 
mutual attractive effect between the field- 
magnets and armature at its maximum. I 
secure these results by connecting with the 
induced circuit or circuits a condenser, in the 
manner hereinafter described, and I also, 93 
with this purpose in view, construct the mo- 
tor in a special manner. 

Referring to the drawings for a particular 
description of the invention, Figure 1 is a 
view, mainly diagrammatic, of an alternating- rcc 
current motor to which my present invention 
is applied. Fig. 2 is a central section, inline 
with the shaft, of a special form of armature- 
core adapted to the invention. Fig. :j is a 
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similar section of a modification of the same. 
Fig. 4 is one of the sections of the. core de- 
tached. Fig. 5 is a diagram showing a modi- 
fied disposition of armature or induced cir- 
5 cuits. 

The general plan of the invention is illus- 
trated in Fig. 1 . A A in this figure repre- 
sent the frame and field- magnets of an alter- 
nating-current motor, the poles or iwojections 
io of which are wound with coils B and G, form- 
ing independent energizing-circuits connect- 
ed either to the same or to independent sources 
of alternating currents, as is now well under- 
stood, so that the currents (lowing through 
15 the circuits, respectively, will have a differ- 
ence of phase. Within the influence of .this 
field is an armature-core D, wound with coils 
E. In my motors of this description hereto- 
fore these coils have been closed upon them- 
20 selves, or connected in a closed series; but in 
the present case each coil or the connected 
series of coils terminates in the opposite 
plates of a condenser F. For this purpose 
the ends of the series of coils are brought out 
25 through the shaft to collecting-rings G, which 
are connected to the condenser by contact- 
brushes II and suitable conductors, the con- 
denser being independent of the machine. 
The armature-coils are wound or connected 
30 in such manner that adjacent coils produce 
opposite poles. 

The action of this motor and the effect of 
the plan followed in its construction are as 
follows: The motor being started in opera- 
35 tion and the coils of the field-magnets being 
traversed by alternating currents, currents 
are induced in the armature-coils by one set. 
of field-coils, as B, and the poles thus estab- 
lished are acted upon by the other set, as C. 
40 The armature -coils, however, have necessa- 
rily a high self-induction, which opposes the 
flow of the currents thus set up. The con- 
denser F not only permits the passage or tran s- 
ferrence of these currents, but also counter- 
45 acts the effects of self-induction, and by a 
proper adjustment of the capacity of the con- 
denser, the self-induction of the coils, and the 
periods of the currents the condenser may 
be made to overcome entirely the effect of 
50 the self-induction. 

It is preferable on account of the undesir- 
ability of using sliding contacts of all kinds 
to associate the condenser with the armature 
directly, or make it a part of the armature. 
55 In some eases I build up the armature of an- 
nular plates K K, held by bolts L between 
heads M, which are secured to the driving- 
shaft, and in the hollow space thus formed I 
place a condenser F, generally by winding the 
60 two insulated plates thereof spirally around 
the shaft. In other cases I utilize the plates 
of the core itself as the plates of the con- 
denser. For example, in Figs. 3 and 4 , N is 
the driving-shaft, M M are the heads of the 
65 armature-core, and It It' the iron plates of 
which the core is built up. These plates are 
insulated from the shaft and from one another, 


and are held together by rods or bolts L. The 
bolts pass through a large hole in one plate 
and a. small hole in the one next adjacent, 70 
and so on, connecting electrically all of plates 
It, as one armature of a condenser, and all of 
plates It' as the other. 

To either of the condensers above described 
the armature-coils may be connected, as ex- 75 
plained by reference to Fig. 1 . 

In motors in which the armature-coils are 
closed upon themselves — as, for example, in 
any form of alternating -current motor in 
which one armature coil or set of coils is in Sc 
the position of maximum induction with re- 
spect to the field coils or poles, while the other 
is in the position of minimum induction — the 
coils are preferably connected in one series, 
and two points of the circuit thus formed are 85 
bridged by a condenser. This is illustrated 
in Fig. 0, in which E represents one set 
of armature - coils and E' the other. Their 
points of union are joined through a con- 
denser F. It will be observed that in this 9° 
disposition the self-induction of the two 
branches E and E' varies with their position 
relatively to the field-magnet, and that each 
branch isalternatelythepredominating source 
of the induced current. Hence the effect of 95 
the condenser F is twofold. First, it increases 
the current in each of the branches alter- 
nately, and, secondly, it alters the phrase of 
the currents in the branches, this being the 
well-known effect which results from such a 100 
disposition of a condenser with a circuit, as 
above described. This effect is favorable to 
the proper working of the motor, because it 
increases the flow of current in the armature- 
circuits due to a given inductive effect, and 105 
also because it brings more nearly into coin- 
cidence the maximum magnetic effects of the 
coacting field and armature-poles. 

It will be understood, of course, that the 
causes that contribute to the efficiency of con- no 
densers when applied to such uses as above 
must be given due consideration in determin- 
ing the practicability and efficiency of the 
motors. Chief among these is, as is well 
known, the periodicity of the current, and 115 
hence the improvements which I have here- 
in described are more particularly adapted to 
systems in which a very high rate of alterna- 
tion or change is maintained. 

Although this invention has been illustrated 1 20 
herein in connection with a special form of 
motor, it will be understood that it is equally 
applicable to any other alternating-current 
motor in which there is a closed armature- 
coil wherein the currents are induced by the 125 
action of the field, and, furthermore, I would 
state that the feature of utilizing the plates 
or sections of a magnetic core for forming the 
condenser, I regard as applicable, generally, 
to other kinds of alternating-current appa- 130 
ratus. 

Having now described my invention, what 
I claim is — 

1 . In an alternati ng-current motor, the com- 
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bination, with the field-magnets and energiz- 
ing-circuit, of an armature-circuit and a core 
adapted to be energized by 'currents induced 
in its circuit by the currents in the field-cir- 
5 cuit, and a condenser connected with the arma- 
ture-circuit only, as set forth. 

2 . In an alternating-current motor, the com- 
bination, with armature-coils in inductive re- 
lation to the field and connected in a closed 

:o circuit, of a condenser bridging said circuit, 
as set forth. 

3 . In an alternating-current motor, the com- 
bination, with an armature and two energiz- 
ing-circuits formed by coils wound thereon in 

15 different inductive relations to the field and 
joined in a continuous or closed series, of a 
condenser the plates of which are connected, 
respectively, to the junctions of the circuits 
or coils, as set forth. 

20 4 . In an alternating-current motor, the com- 


bination, with the induced energizing coil or 
coils of the armature, of a condenser con- 
nected therewith and made a part of the ar- 
mature or rotating element, of the motor. 

5 . I11 an alternating-current motor, the com- 25 
bination, with an armature-core composed of 
insulated conducting-plates alternately con- 
nected to form a condenser, of an induced en- 
ergizing coil or coils wound thereon and con- 
nected to the plates or armatures of the said 30 
condenser. 

C. A magnetic core for alternating-current 
apparatus, composed of plates or sections in- 
sulated from each other and alternately con- 
nected to form the two parts or armatures of 35 
a condenser. 

NIKOLA TESLA. 

Witnesses: 

Parker W. Page, 

Frank 11. Murphy. 
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To all whom it may concern: 

Be it known that I, Nikola Tesla, a sub- 
ject pf the Emperor of Austria, from Smiljan, 
Lika, border country of Austria-Hungary, and 
5 a resident of New York, in the county and State 
of New York, have invented certain new and 
useful Improvements in Electrical Meters, of 
which the following is a specification, refer- 
ence being had to the drawings accompany- 
io ing and forming a part of the same. 

My invention pertains to methods of and 
apparatus for esti mating the electrical energy 
that has been expended in an electric circuit 
or any given portion of the same. 
iS The principle of the invention is embodied 
in any form of apparatus in which a con- 
ductor immersed in an electrolytic solution is 
so arranged that metal may be deposited upon 
it or taken away from it in such manner that 
20 its electrical resistance is varied in a definite 
proportion to the strength of the current the 
energy of which is to be computed, whereby 
such variation in resistance may serve as a 
measure of the energy or may be utilized in 
25 various well-understood ways to bring into ac- 
tion suitable automatic registering mechan- 
ism when the resistance exceeds or falls below 
predetermined limits. ' 

In carrying out my invention I prefer to 
30 employ an electrolytic cell, through which ex- 
tend two conductors parallel and in close 
proximity to each other. I connect these con- 
ductors in series through a resistance, but in 
such manner that there is an equal difference 
35 of potential between them throughout their 
entire extent. The free ends or terminals of 
the conductors are connected either in series 
in the circuit supplying the current to the 
lamps or other devices or in parallel to a re- 
40 sistance in the said circuit and in series with 
the translating devices. Under such circum- 
stances a current passing through the con- 
ductors establishes a difference of potential 
between them which is proportional to the 
45 strength of the current, in consequence of 
which there is a leakage of current from one 
conductor to the other across the solution. 
The strength of this leakage current is pro- 
portional to the difference of potential, and, 
5° therefore, in proportion to the strength of the 
current passing through the conductors. 
Moreover, as there is a constant difference of 


potential between the two conductors through- 
out the entire extent that is exposed to the 
solution, the current density through such so- 55 
lut.ion is the same at all corresponding points, 
and hence the deposit is uniform along the 
whole of one of the conductors, while the 
metal is taken away uniformly from the other. 
The resistance of one conductor is by this 60 
means diminished, while that of the other is 
increased both in proportion to the strength 
of the current passing through the conductors. 
From such variation in the resistance of either 
or both of the conductors formingthepositive 63 
and negative electrodes of the cell the current 
energy expended may be readily computed. 

Other modified arrangements of the con- 
ductors are contemplated, as will be under- 
stood from the following description and ref- 70 
erence to the drawings. 

The figures are diagrams showing the me- 
ter in operative relations to a working-circuit, 
and under slightly-modified arrangements. 

In Fig. 1, G designates a suitable direct- 73 
current generator. L L are the conductors 
of the circuit extending therefrom and in- 
cluding and supplying lamps or other trans- 
lating devices T. . A is a tube, preferably of 
glass, the ends of which are sealed, as by 80 
means of insulating plugs or caps B B. CC' 
are two conductors extending through the 
tube A, their ends passing out through the 
plugs B to terminals thereon. These con- 
ductors may be corrugated or formed in other 85 
proper ways to offer the desired electrical re- 
sistance. R is a resistance connected in se- 
ries with the two conductors C C', which by 
their free terminals are connected up in the 
circuit of one of the conductors L. 90 

The method of using this device and com- 
puting by means thereof the energy of the 
current will be readily understood. First, 
the resistances of the two conductors C O', 
respectively, are accurately measured and 93 
noted. Then a kuown current is passed 
through the instrument for a given time, and 
by a second measurement the increase and 
diminution of the resistances of the two con- 
ductors respectively taken. From these data too 
the constant is obtained — that is to saj r , for 
example, the increase of resistance of one 
conductor or the diminution of the resistance 
of the other per lamp-hour. These two meas- 
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urements evidently sei'Ve as a check, since 
the gain of one conductor should equal the 
loss of the other. A further check is afforded 
by measuring both wires in series with the re- 
5 sistance, in which case the resistance of the 
whole should remain constant. 

In Fig. 2 the conductors C C' are connected 
in parallel, the current device at X pass- 
ing in one branch first through a resistance 
io R r and then through conductor C, while in 
the other branch it passes first through con- 
ductor and then through resistance R". 
The resistances R' R" are equal, as also are 
the resistances of the conductors C C'. It is, 
15 moreover, preferable that the respective re- 
sistances of the conductors C C' should be a 
known and convenient fraction of the coils 
or resistances R' R". It will be observed 
that in the arrangement shown in Fig. 2 there 
2c is a constant potential difference between the 
two conductors C C' throughout their entire 
length. 

It will be seen that in both cases illus- 
trated the proportionality of the increase or 
25 decrease of resistance to the current strength, 
will always be preserved, for what one con- 
ductor gains the other loses, and the resist- 
ances of the conductors C C' being small as 
compared with the resistances in series with 
30 them. It will be understood that after each 
measurement or registration of a given varia- 
tion of resistance in one or both conductors 
thedirectiou.of the current should be changed 
or the instrument reversed, so that the de- 
35 posit will be taken from the conductor which 
has gained and added to that which has lost. 
This principle is capable of many modifica- 
tions. For instance, since there is a section 
of the circuit — to wit, the conductor C or C' — 
40 that varies in resistance in proportion to the 
current strength, such variation may be util- 
ized, as is done in many analogous cases, to 
effect the operation of various automatic de- 
vices, such as registers. I prefer, however, 
45 for the sake of simplicity to compute the en- 
ergy by measurements of resistance. 

The chief advantages of this invention are, 
first, that it is possible to read off directly the 
amount of the energy expended by means of 
50 a properly-constructed ohm-meter and with- 
out resorting to weighing the deposit; second, 
it is not necessary to employ shunts, for the 
whole of the current to be measured may be 
passed through the instrument; third, the ac- 
55 curacy of the instrument and correctness of 
the indications are but slightly affected by 


changes in temperature. In addition to these 
advantages the invention possesses the merit 
of economy in the waste of energy and sim- 
plicity, compactness, and cheapness in con- 
struction. 

What I claim is — 

1. The method of computing the amount of 
electrical energy expended in a given time. in 
an electric circuit, which consists in main- 
taining by the current a potential difference 
between two conductors in an electrolytic so- 
lution uniform throughout the whole extent 
of such conductors exposed to the solution 
and measuring the variation of the resistance 
in one or both of said conductors due . to the 
gain or loss of metal by electro-deposition, as 
set forth. 

2. The combination, with an electric cir- 
cuit, of a meter composed of au electrolytic 
cell and two conductors passing through the 
same, the said conductors being in or con- 
nected with the main circuit: and so that a 
potential difference uniform throughout the 
whole extent exposed to the solution will be 
maintained between them, as set forth. 

8. The combination, with an electric cir- 
cuit containing translating devices, of a me- 
ter composed of an electrolytic cell and two 
conductors passing through the same and 
connected in series with the translating de- 
vices, and one or more resistances connected 
therewith for establishing a potential differ- 
ence between the two conductors through the 
solution of the cell, as set forth. 

i. An electrical meter consisting of an elec- 
trolytic cell, two parallel conductors extend- 
ing through the same, the said conductors be- 
ing connected together in series through a re- 
sistance and having terminals at their free 
ends for connection with a circuit, these parts 
being combined in the manner substantially 
as set forth. 

5. An electric meter consisting of a tubular 

cell containing an electrolytic solution and 
closed at the ends, two parallel conductors ex- 
tending through the cell, a resistance-connec- 
tion between the end of one conductor and 
the opposite end of the other, and terminals 
for the remaining ends of the respective con- 
ductors, these parts being combined as set 
forth. 

NIKOLA TESLA. 

Witnesses: 

Robt. F. Gaylord, 

Parker W. Page. 
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To all whom it may concern: 

Be it known that I, Nikola Tesla, a sub- 
ject of the Emperor of Austria, from Smiljan, 
Lika, border country of Austria-Hungary, re- 
S siding at New York, in the county and State 
of New York, have invented certain new and 
useful Improvements in Electric Incandes- 
cent Lamps, of which the following is a speci- 
fication, reference being had to the draw- 
io ings accompanying and forming a part of the 
same. 

My invention is a new form of lamp for 
giving light by the incandescence of carbon 
or other suitable refractory conductor pro- 
15 duced by electrical energy. 

In order to more distinctly point out those 
features which distinguish my invention, I 
would state that heretofore electric lamps 
have been made, first, by mounting a re- 
20 fraetorv conductor on metallic supporting- 
wires leading into a hermetically-sealed re- 
ceiver from which the air has been exhausted 
or replaced by an inert gas, and, second, by 
placing two independent conductors in a re- 
25 ceiver or globe and partially exhausting the 
air therefrom. In the first case the carbon 
or other conductor is rendered incandescent 
by the actual flow or passage of a current 
through it, while in the second the luminous 
30 effects, as heretofore produced, or, in fact, 
the only luminous effects that could be pro- 
duced by any means heretofore known, were 
due to an actual discharge of current from 
one conductor to the other across the inter- 
35 mediate space of rarefied air or gas. 

It may be further remarked that in various 
forms of Geissler or vacuum tubes the termi- 
nals or points within the tube become or have 
a tendency to become heated by the action 
40 of the high-tension secondary discharge. In 
such tubes, however, the degree of exhaustion 
is comparatively low, as a high vacuum pre- 
vents the well-known Geissler discharge or 
effect. Moreover, with such low degrees of 
15 exhaustion the points or wires, if heated and 
allowed to become incandescent, are speedily 
destroyed. 

I have discovered that two conducting- 
bodies mounted in a very highly exhausted 
50 receiver may be rendered incandescent and 
practically utilized as a source of light if 
connected directly or inductively to the ter- 


minals of a source of current of Very great 
frequency and very high potential. 

. The practical requirements of this inven- 55 
tion are widely different from those employed 
in producing any of the phenomena hereto- 
fore observed, such differences being mainty 
in respect to the current, which must be one 
of enormous frequency and of excessively 60 
high potential, and also to the degree of ex- 
haustion of the globe or receiver, which must 
be carried at least beyond the point at which 
a spark. will pass, or to the condition known 
as a “non-striking vacuum,” and it maybe 65 
as much farther as possible. 

This application is confined to a particular 
form of lamp which I employ in a new system 
invented by me, which system involves, as 
one of its essential characteristics, the era- 70 
ployment of currents or electric effects of a 
novel kind. In an application filed by me 
April 25 , 1891 , No. 390 , 414, 1 have shown and 
described this system in detail, and I there- 
fore deem it sufficient, for the present case to 75 
say that the lamps herein described, while 
utterly inoperative on any of the circuits now, 
or, so far as I am aware, heretofore employed 
become highly efficient sources of light if the 
frequency of the current by which the} 7 are 80 
operated be sufficiently great and the poten- 
tial sufficiently high. To produce such cur- , 
rents, any known means may be utilized or 
the plan described in my said application fol- 
lowed of disruptively dischargingthe accnmu- 85 
lated energy in a condenser into or through 
a primary circuit to produce a current of very 
high frequency, and inducing from this cur- 
rent a secondary current of a very much higher 
potential. 90 

I now refer to the drawings in illustration 
of the invention. 

Figure 1 is a vertical sectional viewof a lamp 
constructed with leading-in wires for direct 
connection with a circuit or source of current. 95 
Fig. 2 is a similar view of a form of lamp ar- 
ranged for inductive connection with such 
source. 

The common methods or steps followed in • 
the manufacture of the ordinary incandescent 1 co 
lamps and Geissler tubes may be employed 
in the manufacture of these improved lamps 
as far as applicable. 

A is a glass globe or receiver with a neck 
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or base 13. Conducting-wires C C enter tliis 
globe and are sealed in the walls thereof. 
The entering wires C are surrounded by small 
tubes or cups D. The joints between the 
5 wires C and the incandescing conductors are 
made within these cups in any ordinary man- 
ner, and the lower parts of the cups are filled 
with bronze-powder E or other suitable ma- 
terial to effect a good electrical connection, 
io The cups are then filled up with fire-clay or 
other refractory non-conductor F, which is 
molded around the carbons G-. The carbons or 
other refractory conductors or semi-conduct- 
ors G are completely isolated from one another. 
15 They are here shown as slender strips; but 
they may have any other desired shape. 
Lamps thus made are attached to a vacu- 
um-pump in the usual way. After the pro- 
cess of exhaustion has been carried on for 
20 some time they are brought to incandescence 
by a suitable current, by which the fire-clay 
is thoroughly baked and the occluded gases 
are driven off. The exhaustion is carried to 
the highest possible point, and the globe 
25 finally sealed off at II. Inasmuch as there is 
a tendency to sparking when the current is 
turned on before .the exhaustion has been 
carried very high, it is well, when the char- 
acter of the carbon admits of it, to cause theii 
30 ends to approach, in order that the sparks 
may leap across between such points, where- 
by the danger of injury to the carbons or the 
lamp is lessened. The conductors outside the 
globe, as well as all those which convey the 
35 current from the source, should be carefully 
insulated to prevent the dissipation of the 
current. 

In lieu of connecting the two carbons di- 
rectly to the circuit through leading-in wires, 
40 provision may be made tor inductively con- 
necting them, as by means of condensers. 
Fig. 2 shows a form of lamp of this descrip- 
tion that I have employed. _ The globe A lias 
two extended tubular portions 13 13'. Inside 
45 of these tubular extensions are condenser- 
coatings IK'. 

,T J are plugs of fire-clay or the like con- 
tained in the extensions B 13'. The two con- 
ductors G G are supported by these plugs 
Ho and connected by metallic strips M with the 
condenser-coatings K K', respectively. Over 
the outside of the extensions B 13' are fitted 
insulating-caps N N', having metallic linings 
O O', with terminals adapted for connection 
5 c with the circuit-wires. With such currents 
as are employed to operate these lamps, con- 
densers of small capacity, such as those thus 
made, transmit the energy from the outside 
circuit to the carbons within the globe with 
60 little loss. This lamp is exhausted and sealed 
off from the pump in the same manner as that 
first described. There is no electrical con- 
nection at any time between the two carbons 
of this lamp and no visible discharge or trans- 
65 fer of current from one to the other through 


the highly-rarefied medium between them. 

The fact, therefore,- of their being rendered, 
incandescent by the action of such a current 
as I have described seems to be mainly at- 
tributable to condenser action. 7° 

The carbons, or whatever substance may 
be used in their stead, may be of any desired 
form and maybe placed in different relative 
positions. 

The manner of making the lamp and the 75 
general form of the lamp as a whole may be 
varied in numberless ways. I have merely 
shown herein typical forms which embody 
the principle of "the invention and which by 
experience I have demonstrated to be prac- 80 

tical lamps. . 

As the lamps which I employ and which 
are made as above described are absolutely 
inoperative in any system from which the 
hereinbefore -described conditions of poten- 85 
tial and frequency are absent, so the various 
lamps heretofore devised for use with high- 
potential currents, in which the exhaustion, of 
necessity, has not been carried to or beyond 
the non-striking point, are practically worth- 90 
less in my new system, and this is the distin- 
guishing feature of novelty in my lamps— viz., 
that they are exhausted to or beyond the non- 
striking point. 

What I claim as my invention is— 95 

1. An incandescent lamp consisting of two 
isolated refractory conductors contained in a 
non-striking vacuum and adapted to produce 
light by incandescence, each being provided 
with a terminal for connection with a source ioc 
of electrical energy, as set forth. 

2. The combination, with a globe or re- 
ceiver exhausted to the non-striking point, of 
two isolated bodies of refractory conducting 
material adapted to emit light by incandes- 105 
cence and mounted within said globe, and 
means for connecting said bodies with the 
two poles or terminals, respectively, of a 
source of electrical energy. 

8. In an incandescent electric lamp, the 110 
combination, with a globe or receiver ex- 
hausted to the non-striking point, of metallic 
wires sealed therein, a refractory body 
mounted on or electrically connected to each 
wire, the said wires within the globe and such 1 r 5 
parts of the refractory body as are not to be 
rendered incandescent being coated or cov- 
ered with insulation, as set forth. 

4. The combination, with a globe or re- 
ceiver exhausted to the non-striking point, of 120 
metallic wires sealed therein, a refractory 
conductor united to each of said wires with- 
in the globe, an insulating-covering around 
the wires and joint, and a refractory insulat- 
ing-bodv surrounding the refractory conduct- 125 
ors near the joint, as set forth. 

NIKOLA TESLA. 

Witnesses: 

Robt. F. Gaylord, 

Parker W. Page. 
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To all ivhom it may concern: 

Be it known that I, Nikola Tesla, a sub- 
ject of the Emperor of Austria, from Smiljau, 
Lika, border country of Austria-Hungary, re- 
5 siding at New York, in the county and State 
of New York, have invented certain new and 
useful Improvements in Electro -Magnetic 
Motors, of which the following is a specifica- 
tion, reference being had to the drawings ae- 
ro companying and forming a part of the same. 

As is well known, certain forms of alternat- 
ing-current machines have the property, when 
connected in circuit with an alternating-cur- 
rent generator, of running as a motor in syn- 
15 chronism therewith; but while the alternating 
current will run the motor after it has at- 
tained a rate of speed synchronous with that 
of the generator it will not start it. Hence in 
all instances heretofore when these “ synehro- 
zo nizing motors,” as they are termed, have been 
run, some means have been adopted to bring 
the motors up to synchronism with the gen- 
erator, or approximately so, before the alter- 
nating current of the generator is applied to 
25 drive them. 

In an application filed February 18 , 1889 , 
Serial No. 300 , 220, 1 have shown and described 
an improved system of operating this class 
of motors, which consists, broadly, in wind- 
30 ing or arranging the motor in such manner 
that by means of suitable switches it could 
be started as a multiple-circuit motor, or one 
operating by a progression of its magnetic 
poles, and then, when up to speed, or nearly 
35 so, converted into an ordinary synchronizing 
motor, or one in which the magnetic poles 
were simply alternated. In some cases, as 
when a large motor is used and when the 
number of alternations is very high, there is 
40 more or less difficulty in bringing the motor 
to speed as a double or multiple-circuit mo- 
tor, for the p>lan of construction which renders 
the motor best adapted to run as a synchro- 
nizing motor impairs its efficiency as a torque 
45 or double-circuit motor under the assumed 
conditions on the start. This will be readily 
understood, for in a large synchronizing mo- 
tor the length of the magnetic circuit of the po- 
lar projections and their mass are so great that 
50 apparently considerable time is required for 
magnetization and demagnetization. Hence 


with a current of a very high number of al- 
ternations the motor may not respond prop- 
erly. To avoid this objection and to start up 
a synchronizing motor in which these condi- 55 
tions obtain is the object of my present in- 
vention. I have therefore combined two mo- 
tors, one a synchronizing motor, the other a 
multiple-circuit or torque motor, and by the 
latter I bring the first named up to speed, 60 
and then either throw the whole current into 
the synchronizing motor or operate jointly 
both of the motors. 

This invention involves several novel and 
useful features. It will be observed, in the 65 
first place, that both motors are run without 
commutators of any kind, and, secondly, that 
the speed of the torque motor may be higher 
than that of the synchronizing motor, as will 
be the case when it contains a fewer number 70 
of poles or sets of poles, so that the motor will 
be more readily and easily brought up to speed. 
Thirdly, the synchronizing motor may be con- 
structed so as to have a much morepronounced 
tendency to synchronism without lessening 75 
the facility with which it is started. 

In the drawings I have illustrated the in- 
vention. 

Figure 1 is a part sectional view of the two 
motors; Fig. 2 , an end view of the synchroniz- 80 
ing motor; Fig. 3 , an end view and part sec- 
tion of the torque or double-circuit motor; 

Fig. 4 , a diagram of the circuit connections 
employed; and Figs. 5 , 6, 7 , 8, and 9 are dia- 
grams of modified dispositions of the two mo- 85 
tors. 

Inasmuch as neither motor is doing any 
work while the current is acting upon the 
other, I prefer to rigidly connect the two arma- 
tures. I therefore mount both upon the same 90 
shaft A, the field-magnets B of the synchro- 
nizing andGof the torque motorbeingsecured 
to the same base D. The preferably larger 
synchronizing motor has polar projections on 
its armature, which rotate in very close prox- 95 
imity to the poles of the field, and in other 
respects it conforms to the conditions, now 
welL understood, that are necessary to secure 
synchronous action. I prefer, however, to 
wind the pole-pieces of the armature .with 100 
closed coils E, as this obviates the employ- 
ment of sliding contacts. The smaller or 
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torque motor, on the other hand, has, prefer- 
ably, a cylindrical armature F, without polar 
projections and wound with closed coils G, as 
I have described in my previous patents, 
5 notably No. 382 , 279 , dated May 1 , 1888 . The 
field-coils of the torque motor are connected 
up in two series II and I, and the alternating 
currentfrom thegeneratoris directed through 
or divided between these two circuits in any 
io in an tier to produce a progression of the poles 
or points of maximum magnetic effect. I 
secure this result in a convenient way by 
connecting the two motor-circuits in deriva- 
tion with the circuit from the generator, in- 
15 serting in one motor-circuit a dead resist- 
ance and in the other a self-induction coil, by 
which means a difference in phase between 
the two divisions of the current is secured. 
If both motors have the same number of field- 
20 poles, the torque motor for a given number 
of alternations will tend to run at double the 
speed of the other, for, assuming the connec- 
tions to be such as to give thebest results, its 
poles are divided into two series and the 
as number of poles is virtually reduced one-half, 
which being acted upon by the same number 
of alternations tend to rotate the armature 
at twice the speed. By this means the main 
armature is more easily brought to or above 
30 the required speed. When the speed neces- 
sary for synchronism is imparted to the main 
motor, the current is shifted from the torque 
motor into the other. 

A convenient arrangement for carrying out 
35 this invention is shown in Fig. 4 . In'said 
figure J J are the field-coils of the sychroniz- 
ing, and II I the field-coils of the torque, mo- 
tor. L 1/ are the conductors of the main 
line. One end of, say, coils II is connected to 
40 wire L through a self-induction coil M. One 
end of the other set of eoils I is connected to 
the same wire through a dead resistance N. 
The opposite ends of these two circuits are 
connected to the contact m of a switch the 
15 handle or lever of which is in connection with 
the line-wire I/. One end of the field-circuit 
of the synchronizing motor is connected to 
the wireL. The otherterminatesintheswitch- 
contact n. From the diagram it will be read- 
50 ily seen that if the lever P be turned onto 
contact m the torque motor will start by 
reason of the difference of phase between the 
currents in its two energizing-circuits. Then 
when the desired speed is attained if the le- 
55 ver P be shifted onto contact n the entire 
current will pass through the field-coils of the 
synchronizing motor and the other will be 
doing no .work. 

The torque motor may be constructed and 
60 operated in various ways, many of which I 
have described in other applications; but I do 
not deem it necessary in illustration of the 
principle of construction and mode of opera- 
tion of my present invention to describe these 
65 further herein. It is not necessary that one 
motor be cut out of circuit while tiie other is 


in, for both may be acted upon by the cur- 
rent at the same time, and I have devised va- 
rious dispositions or arrangements of the two 
motors for accomplishing this. Some of these 70 
arrangements are illustrated in Figs. 5 to 9 . 

Referring to Fig. 5 , let T designate the 
torque or multiple-circuit motor and S the 
synchronizing motor, LIT being the line-wires 
from a source of alternating current. The 75 
two circuits of the torque motor of different 
degrees of self-induction, and designated by 
N M, are connected in derivation to the wire 
L. They are then joined and connected to 
the energizing-circuit of the synchronizing 80 
motor, the opposite terminal of which is con- 
nected to wire L\ The two motors are thus 
in series. To start them I short-circuit the 
synchronizing motor by a switch P', throwing 
the whole current through the torque motor. 85 
Then when the desired speed is reached the 
switch P' is opened, so that the current passes 
through both motors. In such an arrange- 
ment as this it is obviously desirable for 
economical and other reasons that a proper 90 
relation between the speeds of the two motors 
should be observed. 

In Fig. 6 another disposition is illustrated. 

S is the synchronizing motor and T the torque 
motor, the circuits of both being in parallel. 95 
W is a circuit also in derivation to the motor- 
circuits and containing a switch P". S' is a 
switch in the synchronizing-motor circuit. On 
the start the switch S' is opened, cutting out 
the motor S. Then P" is opened, throwing 100 • 

the entire current through the motor T, giv- 
ing it a very strong torque. When the de- 
sired speed is reached, switch S' is closed and 
the current divides between both motors. By 
means of switch V" both motors may be cut 105 
out. 

In Fig. 7 the arrangement is substantially 
the same, except that a switch T' is placed in 
the circuit which includes the two circuits of 
the torque motor. no 

Fig. 8 shows the two motors in series, with 
a shunt around both containing a switch S T. 

There is also a shunt around the synchroniz- 
ing motor S, with a switch P'. 

In Fig. 9 the same disposition is shown; 115 
but each motor is provided with a shunt, in 
which are switches P' and T", as shown. 

The manner of operating the sj^stems will 
be understood from the foregoing descrip- 
tions. 120 

I do not claim herein the torque motor nor 
any. part thereof, except in so far as they en- 
ter into the combination which forms the sub- 
ject of this application, for I have made the 
distinguishing features of said motor the sub- r 25 
ject of other applications. 

What I now claim is — 

1. An alternating-current non-synchroniz- 
ing electric motor coupled with a synchroniz- 
ing alternating-current motor, substantially 130 
as set forth, whereby the former starts the 
latter and throws it into synchronism with 
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its actuating-current, and switch mechanism 
for directing the current through either or 
both of the motors, as set forth. 

2. The combination of two motors the ar- 
5 matures of which are mounted upon the same 

shaft, one of said motors being an alternating- 
current torque motor, or one in which the 
magnetic points or poles are progressively 
shifted by the action of the energizing-cur- 
io rent, the other motor being an alternating- 
current synchronizing motor, and switch mech- 
anism for directing the current through either 
or both of said motors, as set forth. 

3 . The combination, with an alternating- 
15 current synchronizing motor having one en- 
ergizing-held, of an alternating-current torque 
motor having a plurality of energizing-cir- 
cuits and adapted to be operated by currents 
differing in phase, and a switch for directing 

io the alternating current or currents through 
the several circuits of one motor or the single 
circuit of the other, as and for the purpose 
set forth. 

4 . The combination, with an alternating- 
25 current motor having field-cores wound with 

coils adapted to be connected to a source of 
alternating currents and an armature wound 
with induced coils closed upon themselves, of 


a starting device for bringing said motor into 
synchronism with the generator with which 30 
it is connected. 

5 . The combination, with an alternating- 
current motor composed of a multipolar al- 
ternating field-magnet, and an armature hav- 
ing poles wound with coils closed upon them- 35 
selves, of a starting device, as set forth. 

6. In an alternating-current motor, the com- 
bination of a field-magnet having poles wound 
with coils adapted when connected with a 
source of alternating current to produce si- 40 
multaneously opposite magnetic polarities 
and an armature provided with poles or pro- 
jections and wound with coils connected in 

a continuously-closed unconnected circuit, as 
set forth. 45 

7 . The herein-described method of operat- 
ing alternating-current motors, v-hich consists 
in actuating a motor by an alternating cur- 
rent to bring a second alternating -current 
motor up to synchronizing speed relative to 50 
the actuating-current and then switching- the 
synchronizing- motor into circuit. 

NIKOLA TESLA. 

Witnesses: 

George N. Monro, 

Edward T. Evans. 
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To all whom it may concern: 

Be it known that I, Nikola Tesla, a sub- 
ject of the Emperor of Austria, from Smiljan, 
Lika, border country of Austria-Hungary, re- 
5 siding at New York, in the county and State 
of New York, have invented certain new and 
useful Improvements in Methods of and Ap- 
paratus for Electrical Conversion and Distri- 
bution, of which the following is a speeifiea- 
io tion, referehce being had to the drawings ac- 
companying and forming a part of the same. 

This invention is an improvement in meth- 
ods of and apparatus for electrical conversion, 
designed for the better and more economi- 
15 cal distribution and application of electrical 
energy for general useful purposes. 

My invention is based on certain electrical 
phenomena which have been observed by 
eminent scientists and recognized as due to 
20 laws which have been in a measure demon- 
strated, but which, so far as I am aware, have 
not hitherto been utilized or applied with 
any practically useful results. Stated brief- 
ly, these phenomena are as. follows: First, if 
25 a condenser or conductor possessing capacity 
. be charged from a suitable . generator and 
discharged through a circuit, the discharge 
under certain conditions will be of an inter- 
mittent or oscillatory character; second, if 
two points in an electric circuit through which 
a current rapidly rising and falling in strength 
is made to flow be connected with the plates 
or armatures of a condenser, a variation in 
the current’s strength in the entire circuit or 
35 in a portion of the same only may be -pro- 
duced; third; the amount or character of 
such variation in the current’s strength is 
dependent upon the condenser capacity, the 
■ self-induction and resistance of the circuit or 
to its sections, and the period or time rate of 
change of the current. It may be observed, 
however, that these several factors — the ca- 
pacity, the self-induction, resistance, and pe- 
riod — are all related in a manner well under- 
45 stood by electricians; but to render such con- 
version as may be effected by condensers 
practically available and useful it is desir- 
able, chiefly on account of the increased out-, 
put and efficiency and reduced cost of the 
50 apparatus, to produce current-impulses suc- 
ceeding each other with very great rapidity, 
or, in other words, to render the duration of 


each impulse, alternation, or oscillation of 
the current extremely small. To the many 
difficulties in the way of effecting this me- 55 
chanically, as by means of rotating switches 
or interrupters, is perhaps due the failure to 
realize practically, at- least to any marked de- 
gree, the advantages of which such a system 
is capable. To obviate these difficulties, I 60 
have in my present invention taken ad- 
vantage of the fact above referred to, and 
which has been long recognized, that if a con- 
denser or a conductor possessing capacity be 
charged from a. suitable source and be dis- 65 
charged through a circuit the discharge un- 
der certain conditions, dependent on the ca- 
pacity of the condenser br conductor, the self- 
induction and resistance of the discharging 
circuit, and the rate of supply and decay of 70 
the electrical energy, may be effected inter- 
mittently or in the form of oscillations of ex- 
tremely small period. 

Briefly stated in general terms, the plan 
which I pursue in carrying out my invention 75 
is as follows: 

I employ a generator, preferably, of very 
high tension and capable of yielding either 
direct or alternatingcurrents. This generator 
I connect up with a condenser or conductor 80 
of some capacity and discharge the accumu- 
lated electrica.rencrgy disrupt! vely through 
an air-space or otherwise into a working cir- 
cuit containing translating devices and, when 
required, condensers. These discharges may 85 
be of the same direction or alternating and 
intermittent, succeeding each other more or 
less rapidly or oscillating to and fro with ex- 
treme rapidity. In the working circuit, by 
reason of the condenser action, the current 90 
impulses or discharges of high tension and 
small volume are converted into currents of 
lower tension and greater volume. The pro- 
duction and application of a current of such 
rapid oscillations or alternations (the number 95 
may be many millions per second) secures, 
among others, the following exceptional ad- 
vantages: First, the capacity of the condens- 
ers' for a given output is much diminished; 
second, the efficiency of the condensers is in- ico 
creased and the tendency to become heated 
reduced, and, third, the range of conversion 
is enlarged. I have thus succeeded in pro- 
ducing a system or method of conversion 
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radically different from what has been done 
heretofore — first, with respect to the number 
of impulses,alternations, or oscillations of cur- 
rent per unit of time, and, second, with respect 
5 touche manner in which the impulses are ob- 
tained. To express this result, I define the 
working current as one of an excessively small 
period or of an excessively large nu mber of im- 
pulses or alternations or oscillations per unit 
ko of time, by which I mean not a thousand or 
even twenty or thirty thousand per second, but 
many times that number, and one which is 
made intermittent, alternating, or oscillating 
of itself without the employment of meeiiani- 
15 eal devices. 

I now proceed to an explanation somewhat 
more m detail of the nature of my invention, 
referring to the accompanying drawings. 

The two figures are diagrams, each rep re - 
20 senting a generating-circuit, a working .cir- 
cuit, means for producing an intermittent 
or oscillating discharge, and condensers ar- 
ranged or combined as contemplated bv my 
invention. “ 

25 InFignre 1 , A represents agenerator of high 

tension; B B, the conductors which lead out 
from the same. To these conductors are con- 
nected the conductors G of a working circuit 
containing translating devices, such as in- 
30 candescent lamps or motors G. In one or both 
conductors B is a break D, the two ends be- 
ing separated by an air-space or a film of insu- 
lation, through which a disruptive discharge 
takes place. F is a condenser, the plates "of 
35 which are connected to the genera ting-circuit. 
If this circuit possess itself sufficient capacity, 
the condenser F may be dispensed with. 

In Fig. 2 the generating-cireuit B B con- 
tains a condenser F and discharges through 
40 the air-gaps D into the working circuit C, to 
any two points of which is connected a con- 
denser E. The condenser E is used to modify 
the current in any part of theworkingcircuit, 
such as L. - 

45 It may conduce to a better understanding 
of the invention to consider more in detail 
the conditions existing in such a system as 
is illustrated in Fig. 1. Let it be assumed, 
therefore, that in the system there shown the 
50 rate of supply of the electrical energy, the 
capacity, self-induction, and the resistance of 
the circuits are so related that a disruptive, 
intermittent, or oscillating discharge occurs 
at B. Assume that the first-named takes 
55 place. This will evidently occur when the 
rate of supply from the generator is not ade- 
quate to the capacity of the generator, con- 
ductors B B, and condenser F. Each time 
the condenser F is charged to such an extent 
60 that the potential or accumulated charge over- 
comes the dielectric strength of the insulat- 
ing-space at B the condenser is discharged. 

It is their recharged from thegenerator A, and 
this process is repeated in more or less rapid 
65 succession. The discharges will follow each 
other the more rapidly the more nearly the 
rate of supply from the generator equals the 


rate at which the circuit including the gen- 
erator is capable of taking up and getting rid 
of the energy. Since the resistance and self- 70 
induction of the working circuit C and the 
rapidity of the successive discharges may be 
varied at wiil, the current strength in the 
working and generating circuit may bear to 
one another any desired relation. 75 

To understand the action of the local con- 
denser E in Fig. 2 , let a single discharge be 
first considered. This discharge has two 
paths offered — one to the condenser E, the 
other through the part L of the working eir- 80 
euit C. The part L, however, by virtue of its 
self-induction, offers a strong opposition to 
such a sudden discharge, while the condenser, 
on the other hand, offers no such opposition. 
The result is that practically no current 85 
passes at first through the branch L, bat pre- 
sumably opposite electricities rush to the 
condenser-coatings, this storing for the mo- 
ment electrical energyin the condenser. Time 
is gained by this means, and the condenser 90 
then discharges through the branch L, this 
process being repeated for each discharge oc- 
curring at D. The amount of -electrical en- 
ergy stored in the condenser at each charge 
is dependent upon the capacity of the con- 95 
denser and the potential of its plates. It is 
evident, therefore, that the quicker the dis- 
charges succeed each other the smaller for a 
given output need be the capacity of the con- 
denser and the greater is also the efficiency of 100 
the condenser. This is confirmed by prac- 
tical results. 

The discharges occurring at B, as stated, 
may be of the same direction or may be alter- 
nating, and in the former case the devices 105 
contained in the working circuit may be trav- 
ersed by currents of the same or alternately- 
opposite direction. It may be observed, how- 
ever, that each intermittent discharge occur- 
ring at B may consist of a number of oscilla- no 
tions in the working circuit or branch L. 

A periodically-oscillating discharge will oc- 
cur at B in Fig. 1 when the quantities con- 
cerned bear a certain relation expressed in 
well-known formula) and ascertained bysim- 115 
pie experiment. . In this case it is demon- 
strated in theory and practice that the ratio 
of the strength of the current in the working 
to that in the generating circuits is the greater 
the greater the self-induction, and the smaller 120 
the resistance of the working circuit- the 
smaller the period of oscillation. 

I do not limit myself to the use of any spe- 
cific forms of the apparatus described, in con- 
nection with this invention nor to the precise 125 
arrangement of the system with respect to its 
details herein shown. In the drawings re- 
turn-wires are shown in the circuit- but it will 
be understood that in any ease the ground 
may be conveniently used in lieu of the re- 130 
turn-wire. ' 

What I claim is — 

1. The method of electrical conversion here- 
in described, which consists in charging aeon- 
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denser or conductor possessing capacity and i 
maintaining a succession of intermittent or 
oscillating disruptive discharges of said con- 
ductor into a working circuit containing 
5 translating devices. ’ ■ 

2 . In a system of electrical conversion, the 
combination of a generator or source of elec- 
tricity and a line or generating circuit con- 
taining a condenser or possessing capacity, 
io and a working circuit operatively connected 
with the generating-circuit through one or 


more air-gaps or breaks in the conducting 
medium, the electrical conditions being so ad- 
justed that an intermittent or oscillating dis- 
ruptive discharge from the generating into 15 
the working circuit will be maintained, as set 
forth. 

NIKOLA TESLA. 

Witnesses: 

Robt. F. Gaylord, 

Parker W. Page. 
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To all whom ii may concern: 

Be it known that I, Nikola Tesla, a sub- 
ject of the Emperor of Austria, from Smiljan, 
Lika, border country of Austria-Hungary, re- 
5 siding at New York, in the county and State 
of New York, have invented certain new and 
useful Improvements in Electro -Magnetic 
Motors, of which the following is a specifica- 
tion, reference being had to the drawing ac- 
io eompanying and forming a part of the same. 
The general obj ect of my present invention 
is to secure artificially a difference of a quar- 
ter of a phase between the currents in the 
two energizing-circuits of an alternating-cur- 
15 rent electro-magnetic motor of that general 
class invented by me, in which the action or 
operation is dependent upon the inductive in- 
fluence upon a rotating armature of inde- 
pendent field magnets or coils exerted sue-. 
20 cessively and not simultaniously. 

It is a well-known fact that if the field or 
energizing circuits of such a motor be both 
derived from the same source of alternating 
currents and a condenser of proper capacity 
25 be included in one of the same, approxi- 
mately the desired difference of phase may 
be obtained between the currents flowing di- 
rectly from the source and those flowing- 
through the condenser; but the great size and 
30 expense of condensers for this purpose that 
would meet the requirements of the ordinary 
systems of comparatively low potential are 
practically prohibitory to their employment. 
Another now well - known method or plan 
35 of securing a difference of phase between the 
energizing-currents of motors of this kind is 
to induce by the currents in one circuit those 
in the other circuit or circuits; but no means 
have heretofore been proposed that would se- 
40 cure in this way between the phases of the 
primary or inducing and the secondary or in- 
duced currents that difference— theoretically 
ninety degrees— that is best adapted for prac- 
tical and economical working. 

45 I have devised a means which renders prac- 
ticable both the above-described plans or meth- 
ods, and by which I am enabled to obtain an 
economical and efficient alternating-current 
motor, my invention consisting in placing a 
50 condenser in the secondary or induced circuit 
of the motor above described and raising the 
potential of the secondary currents to such a 


degree that the capacity of the condenser, 
which is in part dependent on the potential, 
need be quite small. The value of this con- 55 
denser will be determined in a well-under- 
stood manner with reference to the self-induc- 
tion and other conditions of the circuit, so as 
to cause the currents which pass through it 
to differ from the primary currents by a quar- 60 
ter-phase. 

The drawing is apaitly-diagrammatic illus- 
tration of a motor embodying my invention. 

I have illustrated the invention as embodied 
in a motor in which the inductive relation of 65 
the primary and secondary circuits is secured 
by winding them inside the motor partly 
upon the same cores; but it will be under- 
stood that the invention applies, generally, to 
other forms of motor in which one of the en- 70 
ergizing-currents is induced in any way from 
the other. 

Let A B represent the poles of an alternat- 
ing-current motor, of which C is the arma- 
ture wound with coils D, closed upon them- 75 
selves, as is now the general practice in mo- 
tors of this kind. The poles A, which alter- 
nate with poles B, are wound with coils of or- 
dinary or coarse wire E in such direction as 
to make them of alternate north and south So 
polarity, as indicated in the diagram by the 
characters N S. Over these coils or in other 
inductive relation to the same are wound long 
fine-wire coils F F and in the same direction 
throughout as the coils E. These coils are 85 
secondaries, in which currents of very high 
potential are induced. I prefer to connect 
all the coils E in one series and all the sec- 
ondaries F in another. 

On the intermediate poles B are wound fine- go 
wire energizing-coils G, which are connected 
in series with one another and also with the 
series of secondary coils F,,the direction of 
winding being such that a current-impulse 
induced from the primarj'coils E imparts the 95 
same magnetism to the poles B as that pro- 
duced in poles A by the primary impulse. 
This condition is indicated by the characters 
N' S'. 

In the circuit formed by the two sets of 100 
coils F and G is introduced a condenser II; 
otherwise the said circuit is closed upon itself, 
while the free ends of the circuit of coils E 
are connected to a source of alternating cur- 
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rents. As the condenser capacity which is 
needed in any particular motor of this kind 
is dependent upon the rate of alternation or 
the potential, or both, its size or cost, as be- 
5 fore explained, may be brought within eco- 
nomical limits for use with the ordinary cir- 
cuits if the potential of the secondary circuit 
in the motor be sufficiently high. By giving 
to the condenser proper values any desired 
i o' difference of phase between the primary and 
secondary energizing- circuits may be ob- 
tained. 

What I claim is — ■ 

1 . In an alternating-current motor provided 
15 with two or more energizing or held circuits, 
one of which is adapted for connection with 
a source of currents and the other or others 


in i nd ucfi ve relation thereto, the combination, 
with the secondary or induced circuit or cir- 
cuits, of a condenser interposed in the same, 20 
as set forth. 

2. Inan alternating-current motor, the com- 
bination of two energizing-circuits, one con- 
nected or adapted for connection with a source 
of alternating currents, the other c-onstitut- 25 
ing a high-potential secondary circuit in in- 
ductive relation to the first, aud a condenser 
interposed in said secondary circuit, as set 
forth. 

NIKOLA TESLA. 

Witnesses: 

Robt. F. Gaylord, 

Ernest I-Iopkinson. 
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To all whom ib may concern: 

Be it known that I, Nikola Tesla, a citi- 
zen of the United States, residing at New 
York, in the county and State of New York, 
5 have invented a certain new and useful Im- 
provement in Electrical Condensers, of which 
the following- is a specification, reference be- 
ing had to the accompanying- drawings. 

The subject of my present application is a 
io new and improved electrical condenser con- 
structed with a view of obviating certain de- 
fects which I have observed to exist in the or- 
dinary forms of such apparatus when em- 
ployed in the system devised by me of pro- 
15 ducing light and other effects by means of 
currents of high frequency and high poten- 
tial. . 

I have found that insulating material such 
as glass, mica, and, in general, those bodies 
20 which possess the highest specific inductive 
capacity are inferior as insulators in such 
devices when currents of the kind described 
are employed to those possessing high insu- 
lating power, together with a smaller specific 
25 inductive capacity, and I have also found that 
it is very desirable to excludeall gaseous mat- 
ter from the apparatus, or any access to the 
same to the electrified surfaces, in order to 
prevent heating- by molecular bombardment 
30 and the loss or injury consequent thereon. I 
have found that I may accomplish these re- 
sults and produce highly efficient and reliable 
condensers by using oil as the dielectric, and 
in this my invention resides. 

35 No special construction of the condenser is 
necessary to a demonstration of the inven- 
tion; but the plan admits of a particular con- 
struction of condenser, in which the distance 
between the plates is adjustable, and of which 
40 I take advantage. 

In the accompanying drawings, Figure 1 is 
a section of a condenser constructed in ac- 
cordance with my invention and having sta- 


tionary plates, and Fig. 2 is a similar view of 
a condenser with adjustable plates. 45 

I use any suitable box or receptacle A to 
contain the plates or armatures. These lat- 
ter are designated by B and C and are con- 
nected, respectively, to terminals D and E, 
which pass out through the sides of the case. 50 
The plates ordinarily are separated by strips 
of porous insulating material F, which are 
used merely for the purpose of maintaining 
them in position. The space within the can 
is filled with oil G. Such a condenser will 55 
prove highly efficient and will not become 
heated or permanently injured. 

In many cases it is desirable to vary or ad- 
just the capacity of a condenser, and this I 
provide for by securing the plates to adjust- 60 
able supports — as, for example, to rods II — 
passing through stuffing-boxes K in the sides 
of the case A and furnished with nuts L, the 
ends of the rods being threaded for engage- 
ment with the nuts. 65 

It is well known that oils possess insulating- 
properties, and it has been a common prac- 
tice to interpose a body of oil between two 
conductors for purposes of insulation; but I 
have discovered peculiar properties in oils 70 
which render them very valuable in this par- 
ticular form of device, their employment in 
which has never heretofore and, so far as I 
am aware, been regard ed as necessary or even 
desirable. 75 

What I claim is — 

1 . An electric condenser composed of plates 
or armatures immersed in oil. 

2 . An electrical condenser composed of 
plates or armatures adjustable with respect 80 
to one another and immersed in oil. 

NIKOLA TESLA. 

Witnesses: 

Parker W. Page, 

Marcella G. Tracy. 
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To all whom it may concern: 

Be it known that I, Nikola Tesla, a sub- 
ject of the Emperor of Austria-Hungary, for- 
merly of Smiljan, Lika, border country of Aus- 
S tria-IIungary, but now residing at New York, 
inthe county and State of New' York, have in- 
vented certain new and useful Improvements 
in Systems for the Electrical Transmission of 
Power, of which the follow'ing is a specifica- 
io tion, reference being had to the drawings ac- 
companying and forming a part of the same. 

This invention is an improvement in sys- 
tems of electrical distribution of power where- 
in are employed motors having two or more 
15 independent energizing- circuits, through 
which are passed alternating currents differ- 
ing in phase that are produced by a magneto- 
electric machine havingindependeut induced 
circuits, or that are obtained from any other 
20 suitable source or by any other suitable means. 
In illustration of the various conditions which 
I regard as most importantto an attainment 
of the best results from the use of motors of 
this character, I have heretofore used geuer- 
25 ally forms of generator in which the relations 
of the induced or current-generating coils and 
field-magnets were such that but two impulses 
or current are produced in each coil by a sin- 
gle revolution of the armature or field cores. 
30 The rate, therefore, at which the different 
phases or impulses of current in the line-cir- 
cuits succeeded one another was so lyttle 
greater than that at which the armatute of 
the generator revolved that without special 
33 provision the generator required to be run at 
very high speed to obtain the best results. 
It is weli known that the most efficient re- 
sults are secured in the operation of such mo- 
tors when they are run at high speeds; but as 
40 the practicable rate of speed is much limited 
by mechanical conditions, particularly in the 
case of large generators, -which would be re- 
quired when a number of motors are run from 
a single source, I have sought to produce a 
45 greater number of current impulses by a slow' 
or slower speed than that at which the ordi- 
nary bipolar machines may be economically 
operated. I therefore adapt to my system any 
of the various types of multipolar alternat- 
50 ing-current machines which yield a consid- 


erable numberof current reversals orimpulses 
for each revolution of the armature by ob- 
serving the main condition essential to the 
operation of my system that the phases of the 
currents in the independent induced circuits 55 
of the generator should not coincide, but ex- 
hibit a sufficient difference in phase to produce 
the desired results. I may accomplish this in 
a variety of ways, which, however, vary only 
in detail, since they are based upon the same 60 
underlying principle. For example, to adapt a 
given type of alternating-current generator I 
may couple rigidly two complete machines, se- 
curing them so that the requisite difference 
in phase between the currents produced by 65 
each will be obtained, or I may secure two 
armatures to the same shaft within the influ- 
ence of the same field and with an angular 
displacement that will produce the proper 
difference in phase bet ween the two currents, 70 
or I may secure two armatures to the same 
shaft with their coils symmetrically disposed, 
and place two sets of field-magnets at such 
angle as to secure the same result, or, finally, 

I may wind on the same armature the two sets 75 
of coils alternately, or in such manner that 
they will develop currents, the phases of 
w'hich differ in time sufficiently to produce 
rotation of the motor. 

Another feature of my invention is in the 8c 
plan w'hich I have devised for utilizing gen- 
erators and motors of this type, whereby a 
single generator maybe caused to run a num- 
ber of motors either at the same speed as its 
own or all at different speeds. This I accom- 85 
plish by constructing the motors with fewer 
poles than the generator, in w'hich case their 
speed will be greater than that of the gener- 
ator, the rate of speed being higher as the 
number of their poles is relatively less. This 90 
will be understood from an example. Sup- 
pose the generator has two independent gen- 
erating-coils which revolve betw'een two pole- 
pieces oppositely magnetized and that the 
motor has energizing-coils that produce at 95 
any given time two magnetic poles in one 
element that tend to set up a rotation of the 
motor. A generator thus constructed yields 
four impulses or reversals of current by each 
revolution, two in each of its independent 100 
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circuits, and 1 have demonstrated that the ef- 
fect upon a motor such as that mentioned is 
to shift the magnetic poles through three 
hundred and sixty degrees. It is obvious 
5 that if the four reversals in the same order 
could be produced by each half-revolution 
of the generator the motor would make two 
revolutions to the generator’s one. This 
would be readily accomplished by adding two 
io intermediate poles to the generator or alter- 
ing it in any of the other equivalent, ways 
above indicated. The same rule applies to 
generators and motors with multiple poles. 
For instance, if a generator be constructed 
35 with two circuits, each of which produces 
twelve reversals of current to a revolution, 
and these currents be directed through the 
independent energizing-coils of a motor, the 
coils of which are so applied as to produce 
20 twelve magnetic poles at all times, the rota- 
tion of the two will be synchronous; but if 
the motor-coils produeebutsix poles the mov- 
able element will be rotated twice while the 
generator rotates once, or if the motor have 
25 four poles its rotation will be three times as 
fast as that of the generator. 

These features, so for as it is necessary to 
an understanding of the invention, are illus- 
trated in the accompanying drawings. 

30 Figure 1 is a diagrammatic illustration of 
a generator constructed in accordance with 
my invention. Fig. 2 is a similar view of a 
correspondingly-constructed motor. Fig. 3 is 
adiagramof ageneratorof modified construc- 
35 tion. Fig. 4 is a diagram of a motor of cor- 
responding character. Fig. 5 is a diagram of 
a system containing a generator and'several 
motors adapted to run at various speeds. 

In Fig. 1 , let C represent a cylindrical arma- 
4c ture-core wound longitudinally with insulated 
coils A A, which are connected up in series, 
the terminals of the series being connected 
to collecting-rings a a on the shaft G. By 
means of this shaft the armature is mounted 
45 to rotate between the poles of an annular 
field-magnet D, formed with polar projec- 
tions wound with coils E, that magnetize the 
said projections. The coils E are included 
in the circuit of a generator F, by means of 
50 which the field-magnet is energized. If thus 
constructed, the machine is a well-known form 
of alternating-current generator. To adapt 
it to my system, however, I wind on armature 
C a second set of coils B B intermediate to 
55 the first, or, in other words, in such positions 
that while the coils of one set are in the rela- 
tive positions to the poles of the field-magnet 
to produce the maximum current those of the 
other set will be in the position in which they 
60 produce the minimum current. The coils B 
are connected, also, in series and to two col- 
lecting-rings 5 b, secured generally to the shaft 
at the opposite end of the armature. 

The motor shown in Fig. 2 has an annular 
65 field-magnet II, with four pole-pieces wound 
with coils I. The armature is constructed 


similarly to that of the generator, but with 
two sets of two coils in closed circuits to cor- 
respond with the reduced number of mag- 
netic poles in the field. 7° 

From the foregoing it is evident that one 
revolution of the armature of the generator 
producing eight current impulses in each cir- 
cuit will produce two revolutions of the mo- 
tor-armature. 75 

The application of the principle of this in- 
vention is not confined to any particular form 
of machine. In Figs. 3 and 4 a generator and 
motor of another well-known type are shown. 

In Fig. 3 , J J are magnets disposed in a circle 80 
and wound with coils K, which are in circuit 
with a generator which supplies the current 
that maintains the field of force. In the usual 
construction of these machines the armature- 
conductor L is carried by a suitable frame, so 85 
as to be rotated in face of the magnets J J or 
between these magnets and another similar 
set in face of them. The magnets are ener- 
gized so as to be of alternately-opposite po- 
larity throughout the series, so that as the 90 
conductor 0 is rotated the current impulses 
combine or are added to one another, those 
produced by the conductor in any given posi- 
tion being all in the same direction. To adapt 
such a machine to my system, I add a' second. 95 
set of induced conductors M, in all respects 
similar to the first, but so placed with refer- 
ence to it that the currents produced in each 
will differ by a quarter-phase. With such re- 
lations it is evident that as the current de- 100 
creases in conductor L it increases in con- 
ductor M, and conversely, and that any of the 
forms of motor invented by me for use in this 
system may be operated by such generator. 

Fig. 4 is intended to show a motor corre- 105 
sponding to the machine in Fig. 3 . The con- 
struction of the motor is identical with that 
of the generator, and if coupled thereto it will 
run synchronously therewith. J' are the 
field-magnets, and K' the coils thereon. L' is no 
one of the armature-conductors and M' the 
other. 

Fig. 5 shows in diagram other forms of ma- 
chine. The generator N in this case is shown 
as consisting of a stationary ring O, wound 115 
with twenty-four coils P P', alternate coils 
being connected in series in two circuits. 
Within this ring is a disk or drum Q, with 
projections Q' wound with energizing-coils in- 
cluded in circuit with a generator R. Bydriv- fao 
ing this disk or cylinder alternating currents 
are produced in the coils P and P', which are 
carried oil to run the several motors. 

The motors are composed of a ring or an- 
nular field-magnet S, wound with two sets of 125 
energizing-coils T T', and armatures U, hav- 
ing projections IP wound with coils Y, all 
connected in series in a closed circuit or each 
closed independently on itself. 

Suppose the twelve generator-coils P are 130 
wound alternately in opposite directions, so 
1 that any two adjacent coils of the same set 
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tend to produce a free pole in the ring 0 be- 
tween them and the twelve coils P' to be 
similarly wound. A single revolution of the 
disk or cylinder Q, the twelve polar projec- 
S tions of which are of opposite polarity, will 
therefore produce twelve current impulses in 
each of the circuits W W'. Hence the motor 
X, which has sixteen coils or eight free poles, 
will make one and a half turns to the gener- 
io ator’s one. The motor Y, with twelve coils or 
six poles, will rotate with twice the speed of the 
generator-, and the motor Z, with eight coils or 
four poles, will revolve three times as fast as 
the generator. These multipolar motors have 
r5 a peculiarity which maybe often utilized to 
great advantage. For example, in the motor 
X, Fig. 5 , the eight poles may be either alter- 
nately opposite or there may be at any given 
time alternately two like and two opposite 
20 poles. This is readily attained by making 
the proper electrical connections. The effect 
of such a change, however, would be the same 
as reducing the number of poles one-half, 
and thereby doubling the speed of any given 
25 motor. In these and other respects it will be 
seen that the invention involves many im- 
portant and valuable features. 

It is obvious that the electrical transform- 
ers described in prior patents to me and 
30 which have independent primary currents 
may be used with the generators herein de- 
scribed. 

It may be stated with respect to the de- 
vices hereinafter set forth that the most per- 
35 feet and harmonious action of the generators 
and motors is obtained when the numbers of 
the poles of each are even and not odd. If 
this is not the case, there will be a certain 
unevenness of action which is the less appre- 
40 ciable as the number of poles is greater; but 
even this may be in a measure corrected by 
special provisions which it is not here neces- 
sary to explain. It also follows, as a matter 
of course, and from the above it is obvious, 
45 that if the number of the poles of the motor 
be greater than that of the generator the mo- 


tor will revolve at a slower speed than the 
generator. 

What I claim as my invention is — 

1 . The combination, with an alternating- 50 
current generator comprising independent 
armature-circuits formed by conductors al- 
ternately disposed, so that the currents de- 
veloped therein will differ in phase, and field- 
magnet poles in excess of the number of arma- 55 
ture-circuits, of a motor having independent 
energizing-circuits connected to the armature- 
circuits of the generator, substantially as set 
forth. 

2 . The combination, with a source of alter- 60 
nating currents which differ in phase and com- 
prising a rotating magneto-electric machine 
yielding a given number of current impulses 

or alternations for each turn or revolution, of 
a motor or motors having independent ener- 65 
gizing-circuits through which the said cur- 
rents are caused to flow, and poles which in 
number are less than the number of current 
impulses produced in each motor-circuit by 
one turn or revolution of the magneto-ma- 70 
chine, as set forth. 

3 . The combination, with a multipolar al- 
ternating-current machine having independ- 
ent induced or current-generating circuits, of 
motors having independent energizing-cir- 75 
cuits and a smaller number of poles than the 
generator, as set forth. 

4 . The combination, with an alternating- 
current generator having independent in- 
duced circuits and constructed or adapted to 80 
produce a given number of current impulses 

or alternations for each turn or revolution, of 
motors having corresponding energizing-cir- 
cuits and poles which in number are less 
than the number of current impulses pro- 85 
duced in each circuit in a turn or revolution 
of the generator, as set forth. 

NIKOLA TESLA. 

Witnesses: 

Frank E. Hartley, 

I Frank B. Murphy. 


L 




United States Patent Office. 


NIKOLA TESLA, OF NEW YORK, N. Y., ASSIGNOR TO THE TESLA ELECTRIC 

COMPANY, OF SAME PLACE. 

ELECTRICAL TRANSMISSION OF POWER. 


SPECIFICATION forming part of Letters Patent No. 511 , 559 , dated December 26 , 1893 . 

Application filed December 8, 1888. Serial No, 293,051. (No model,) 


To all whom it may concern: 

Be it known that I, Nikola Tesla, a sub- 
ject of the Emperor of Austria-Hungary, from 
Siniijan,Lika, border country of Austria-Hun- 
5 gary, residing at New York, in the county 
and State of New York, have invented cer- 
tain new andusefullmprovementsin theElee- 
trical Transmission of Power, of which the 
following is a specification, reference being 
io had to the drawings accompanying and form- 
ing a part of the same. 

In certain patents heretofore granted, I have 
shown and described a system of electrical 
power transmission, in which each motor eon- 
15 tained two or more independent energizing 
.circuits through which were caused to pass al- 
ternating currents, having in each circuit such 
a difference of phase that by their combined 
or resultant action they produced a rotary pro- 
20 gression of the poles or points of maximum 
magnetic effect of the motor and thereby 
maintained the rotation of its movable ele- 
ment. In the system referred to and de- 
scribed in said patents, the production or 
25 generation of the alternating currents upon 
the combined or resulant action of which the 
operation of the system depends, is effected 
by the employment of an alternating current 
generator with independent induced circuits 
30 which, by reason of the winding or other con- 
struction of the generator produced currents 
differing in phase, and these currents were 
conveyed directly from the generator to the 
corresponding motor coils by independent 
35 lines or circuits. I have, however, discovered 
another method of operating these motors, 
which dispenses with one of the line circuits 
and enables me to run the motors by means 
of alternating currents from a single original 
40 source. 

Broadly stated this invention consists in 
passing alternating currents, obtained from 
one original source, through both of the en- 
ergizing circuits of the motor, and retarding 
45 the phases of the current in one circuit to a 
greater or less extent than in the other. 

The distribution of current between the 
two motor circuits may be effected by induc- 
tion or by derivation. In other words, I may 
50 pass the alternating current from the source 
through one energizing circuit and induce by 


such current a second current in the other 
energizing circuit. Or, on the other hand, I 
may connect up the two energizing circuits 
of the motor in derivation or multiple arc 55 
with the main circuit from the source. In 
either event I make due provision for main- 
taining a difference of phase between the cur- 
rents in the two circuits or branches. 

In carrying out my invention I have used 60 
various means for securing this result. For 
example, when I induce a current in one of 
the circuits from the current flowing in the 
other, I employ a form of converter or bring 
the two circuits into such inductive relations 65 
as will produce the necessary difference of 
phase. Or, when I obtain the two energizing 
currents by derivation, I make the two cir- 
cuits of different degrees of self induction by 
inserting a resistance or a self induction coil 70 
in one of said circuits, or I combine these de- 
vices in different ways as I shall more specifi- 
cally describe hereinafter. 

The accompanying drawings to which I now 
refer in further illustration of my invention, 75 
are a series of diagrams illustrating, not the 
specific construction of the particular devices 
which I may or may not have used, but rather, 
the electrical connections and relations to be 
adopted in carrying out the present system 80 
by means of devices which are now well 
known. 

Figure 1 is a diagram illustrating the meth- 
od of operating the motors by inducing one of 
the energizing currents by the other. Fig. 2 85 
is a similar diagram of the method of operat- 
ing the motors where the two energizing cur- 
rents are obtained by derivation from a sin- 
glesource. Fig. 3 is a modified application of 
this principle. 90 

Referring to Fig. 1 let A represent the 
source of alternating currents which are to 
be utilized in operating the motor or motors. 

It will be understood that considered as a 
source of current it may be either a primary 95 
or secondary generator. 

B B designate the conductors of the circuit 
which convey the alternating currents to one 
or more motors. The motor has two energiz- 
ing circuits, or sets of coils CD. One of these 100 
circuits as C is connected directly with the 
circuit B. The other set of coils as D, is con- 
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nected up in the secondary circuit of an elec- 
trical transformer or induction coil T. The 
primary coil P of this transformer, is included 
in the circuit B. The alternations of current 
5 in the circuit B tend to establish in their pas- 
sage through the coils C, a polarity at right 
angles to that set up by the coils D, and if 
the currents in the two sets of coils accorded 
in their phases, no rotary effect would be pro- 
10 duced. But the secondary current developed 
in the coil P' of the transformer, will lag be- 
hind that in the primary which lag or re- 
tardation may be increased as I have shown 
in another application, to a sufficient extent 
15 to practically obtain the same result as though 
two independent alternating currents were 
used to energize the motor. 

In Pig. 2 the two energizing circuits of the 
motor are shown connected in multiple arc 
20 to the circuit B B, and in one of these circuits 
is a resistance R. Assuming the two motor 
circuits to have the same self induction and 
resistance no rotary effect will be produced 
by the passage through them of an alternating 
25 current from the source A. But if one of the 
motor circuits, as C, be varied or modified by 
the introduction of a dead resistance R, the 
self-induction of that circuit or branch is re- 
duced, and the phases of current therein re- 
30 tarded to a correspondingly less extent. The 
relative degrees of retardation of the phases 
of the current in the two motor circuits with 
respect to those of the unretarded current in 
the circuit B thus produced, will set up a ro- 
35 tation of the motor which may be practically 
utilized for many purposes. 

In Pig. 3 , the arrangement of the parts is 
similar to that shown in Fig. 2 , except that a 
self-induction coil asS is introduced into one 
4° branch or energizing circuit of the motor. 
The effect of thus increasing the self-induc- 
tion in one of the circuits is to retard the 
phases of the current passing therein to a 


greater extent than in the other circuit, and 
in this way to secure the necessary difference 45 
in phase between the two energizing currents 
to produce the rotation of the motor. 

In an application filed, of even date here- 
with, I have shown and described other ways 
of accomplishing this result, among which 30 
may be noted the introduction of a resistance 
capable of variation in each motor circuit, or 
the use of a resistance in one circuit and a 
self-induction coil in the other. 

In the above description I have referred 55 
mainly to motors with two energizing circuits, 
but it is evident that the invention applies 
equally to those in which there are more than 
two of such circuits, the adaptation of the 
same being a matter well understood by those 6c 
skilled in the art. 

I do not claim in this application the spe- 
cific devices employed by me in carrying out 
the invention, having made these the sub- 
jects of other applications. 65 

What I claim herein is — 

1 . The method of operating motors having 
independent energizing circuits, as herein set 
forth, which consists in passing alternating 
currents through both of the said circuits and 70 
retarding the phases of the current in one 
circuit to a greater or less extent than in the 
other. 

2 . The method of operating motorshaving 
independent energizing circuits, as herein set 75 
forth, which consists in directing an alternat- 
ing current from a single source through both 
circuits of the motor and varying or modify- 
ing the relative resistance or self-induction of 
the motor circuits and thereby producing in 80 
the currents differences of phase, as set forth. 

NIKOLA TESLA. 

Witnesses: 

Frank E. Hartley, 

Frank B. Murphy. 
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To all ivlbom it may concern ; 

Be it known that I, Nikola Tesla, a sub- 
ject of the Emperor of Austria-Hungary, from 
Smiljan, Lika, border country of Austria-Hun- 
5 gary, residing at New York, in the county 
and State of New York, have invented cer- 
tain new and useful Improvements in Sys- 
tems of Electrical Power Transmission, of 
which the following is a specification, refer- 
io ence being had to the drawings accompany- 
ing and forming a part of the same. 

In certain patents heretofore granted, I have 
shown and described a system of electrical 
power transmission in which each motor con- 
15 tained two or more independent energizing 
circuits through which were caused to pass 
alternating currents having in each circuit 
such difference of phase that by their com- 
bined or resultant action they produced a ro- 
xo tary progression of the poles or points of max- 
imum magnetic effect of the motor and there- 
by maintained the rotation of its movable 
element. In the system referred to and de- 
scribed in the said patents the production or 
25 generation of the alternating currents, upon 
the combined or resultant effect of which the 
operation of the system depends, is effected 
by the employment of an alternating current 
generator with independent induced circuits 
30 which, by reason of the winding or other con- 
struction of the generator, produces currents 
differing in phase, and these currents are con- 
veyed directly from the generator to the cor- 
responding motor coils by independent lines 
35 or circuits. I have, however, discovered that 
I may produce the same or a similar result 
by an alternating current from a single origi- 
nal source using between the generator and 
motors but one line or transmission circuit. 
40 Broadly stated, this system or method in- 
volves a source of alternating or equivalent 
currents, a single transmission circuit, a mo- 
tor having independent energizing circuits 
connected with or adapted for connection 
45 with the transmission circuit, means for ren- 
dering the magnetic effects due to the ener- 
gizing circuits of different phase, and an ar- 
mature within the influence of the energiz- 
ing circuits; the means for accomplishing- this 
50 result being of such a nature as to retard the 
current in one energizing circuit to a greater 


or less extent than in the other. The distri- 
bution of the main or original current through 
the two motor circuits may be effected by in- 
duction or by derivation. In other words, I 55 
may pass the alternating current from the 
source through one energizing circuit, and in- 
duce by such current a second current in the 
other energizing circuit. Or, on the other 
hand, I may connect up the two energizing 60 
circuits of the motor in derivation or multi- 
ple arc with the main circuit from the source. 

In either event I make due provision for main- 
taining adifferenceof phase between thecur- 
rents in the two circuits or branches. 65 

In an application filed by me May 15 , 1888 , 
Serial No. 273 , 993, 1 have shown and described 
the means which I have employed for secur- 
ing this result by inducing one energizing 
current from the other. 70 

My present application relates to the means 
employed when the two energizing currents 
are obtained from a single original source by 
derivation. 

In explanation of what appears to be the 75 
principle of the operation of my invention 
and of the functions of the several instru- 
mentalities comprised thereby, let it be as- 
sumed that the two energizing circuits of an 
alternating current motor, such, for example, 80 
as I have described in my Patent No. 382 , 280 , 
dated May 1 , 1888 , are connected up in deri- 
vation or multiple arc with the conductors 
of a circuit including an alternating current 
generator. It is obvious that if both circuits 85 
are alike and offer the same resistance to the 
passage of the current no rotary effect will be 
produced, for although the periods of the cur- 
rents in both circuits will lag or be retarded 
to a certain extent with respect to an un- 90 
retarded current from the main circuit, their 
phases will coincide. If, however, the coils 
of one circuit have a greater number of con- 
volutions around the cores, or a self induction 
coil be included in one of the circuits, the 95 
phases of the current in that circuit are re- 
tarded by the increased self induction. The 
degree of retardation may readily be secured 
by these means which will produce the dif- 
ference in electrical phase between the two 100 
currents necessary for the practical operation 
of the motor. If in lieu of increasing the 
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self induction of one circuit a dead resist- 
ance be inserted, the self induction of such 
circuit exerts a correspondingly diminished 
effect, and the phases of the current flowing 
S in that branch are brought more nearly in 
unison with those of an unretarded current 
from the main line and the necessary differ- 
ence of phase between the currents in the two 
energizing circuits thus secured. I take ad- 
io vantage of these results in several ways. 
For example, I may insert variable resist- 
ances in both branches or energizing circuits 
and by varying one or the other so as to bring 
the phases of the two currents more or less in 
15 unison with those of the unretarded current, 
I may thus vary the direction of the rotation 
of the motor. In lieu of resistances I may 
employ variable self induction coils, in both 
circuits. Or I may use a resistance in one 
20 and a self induction coil in the other and vary 
either or both. This system or means of op- 
erating the motors is rendered of great prac- 
tical value by employing an armature wound 
with energizing coils closed upon themselves, 
25 in which currents are induced by the alter- 
nating currents passing in the field coils that 
serve to greatly increase the mutual attract- 
ive effect between the armature and the field 
magnets. This use of the armature with 
30 closed coils I regard as an important feature 
of my invention. These several features of 
the invention I shall now describe more in de- 
tail by reference to the accompanying draw- 
ings. 

35 Figure 1 is a diagram of the system in 
which the motor coils or energizing circuits 
are in derivation to the main line with a dead 
resistance inserted in one circuit. Fig. 2 is 
a diagram showing dead resistances in both 
40 motor circuits. Fig. 3 is a diagram showing 
a self induction coil in one motor circuit. 
Fig. 4 is a diagram showing a dead resistance 
in one circuit and a self induction coil in the 
other. Fig. 5 in like manner shows a self in : 
45 duction coil in each motor circuit. Fig. 6 is 
a diagram showing the two motor circuits of 
different electrical character. Fig. 7 is a dia- 
gram illustrating means for varying at will 
the electrical character of the motor circuits. 
50 Referring to Fig. 1, A designates a suitable 
source of alternating currents and B B the 
line wires running therefrom. It will be un- 
derstood that the generator A may be a pri- 
mary or secondary generator, and the line B 
55 B may be the main transmission circuit or a 
local circuit from a transformer connected 
at any point in the line of a main or trans- 
mission circuit. For convenience in this 
case, it will be considered as a line from a 
60 given source of current to one or more motors. 
The motor contains a given number of pole 
pieces wound with two sets of coils C and D. 
The armature is wound with permanently 
closed energizing coils E in which currents 
<55 are developed by inductive action when the 
motor is in operation which magnetize the 
armature core and greatly increase the effi- 


ciency of the motor. Assuming the two mo- 
tor circuits to have the same degree of self 
induction and resistance no rotary effect will 70 
be produced by the passage through them of 
an alternating current from the source A. 

But if in one of the motor circuits, as D, a 
dead resistance represented by R be intro- 
duced, the self induction of that circuit or 75 
branch is reduced and the phases of current 
therein retarded to a correspondingly less 
extent. The relative degrees of retardation 
of the phases of the current in the two motor 
circuits with respect to those of an unretarded 80 
current from the circuit B thus produced will 
set up a rotation of the motor which may be 
practically utilized for many purposes. 

If, as in Fig. 2, a dead resistance R, R' be 
introduced into each motor circuit, no rotary 85 
effect will be produced as long as the resist- 
ances are equal, but by varying the resist- 
ance in one circuit the retardation of the cur- 
rent in that circuit will be varied, and corre- 
sponding effects produced. For example, a 90 
reduction of the resistance in one circuit im- 
parts to the motor rotation in one direction 
while a reduction of the resistance in the 
other circuit will produce a rotation in the 
opposite direction. By means of the two ro- 95 
sistanees, therefore, capable of variation or 
of being bodily withdrawn from or inserted 
in the circuits by any well known means, a 
perfect regulation of the motors is secured. 

In Fig. 3 the arrangement of all the parts ico 
is similar to that shown in Fig. 1 except that 
a self induction coil as S is introduced into 
one branch or energizing circuit of the motor. 

The effect of thus increasing the self induc- 
tion in one of the circuits is to retard the io_s 
phases of the current passing therein to a 
greater extent than in the other circuit and 
in this way to secure the necessary difference 
in phase between the two energizing currents 
to produce the rotation of the motor. no 

In Fig. 4 a self induction coil S is included 
in one of the motor circuits and a dead resist- 
ance R in the other. The increased self in- 
duction in one circuit thus produced acts to 
increase the difference of phase between the 115 
current in such motor circuit and the unre- 
tarded current in the mainline B. On the 
other hand, the introduction of the dead re- 
sistance in the other motor circuit reduces the 
retardation and brings the phases of the cur- 120 
rent therein more closely in accord with those 
of the unretarded current, thus producing a 
correspondingly greater difference of phase 
between the two currents in the energizing 
circuits C and D. I2 5 

In Fig. 5, two self induction coils S, S' are 
shown, one in each motor or energizing cir- 
cuit. One of these coils as S' is much smaller 
than the other and has less self induction or 
counter electro motive force than the other, 130 
so that the phases of current will be retarded 
to a less extent than in the other. The two 
self induction coils may be of the same char- 
acter or size if it is desired to use but one at 
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a time for tlie purpose of reversing the motor, 
or if they be constructed in well known ways 
so that they may be varied. 

In Fig. 7 the usual means for varying the 
5 resistance or self-induction of the motor cir- 
cuits at will are indicated by the lever M slid- 
ing over a series of resistance plates, and by a 
core N which is adapted to be moved in and 
out of the induction coil S. 
io Similar results may be secured by such a 
construction or organization of the motor as 
will yield the necessary differences of phase. 
For example, one set of energizing coils may 
be of finer wire than the other, or have a 
15 greater number of convolutions, or each cir- 
cuit may contain the same number of convo- 
lutions, but composed of different conductors, 
as, for instance, one of copper, the other of 
German silver. I have represented this in 
20 Fig. 6, in which the coils C are indicated by 
closer lines than coils D. 

There are other ways of varying the retarda- 
tion due to the self induction in the two ener- 
gizing circuits. For example, the motor coils 
25 may be all alike, but those of one energizing 
circuit connected in parallel while the others 
are connected in series, or the connection in 
each efljtegizing circuit may be alike, but the 
> currents directed through them may be of 
strength, as when one of the cur- 
. <MfQts is supplied from a source of higher elec- 
* ' tro-motive force. 

Iu the above description I have referred 
mainly to motors with two energizing circuits, 
35 but it is evident that the invention applies 
equally to those in whieh there are more than 
two of such circuits, the adaptation of the 
same being a matter well understood by those 
. skilled in the art. 

40 In using in the claims the term active re- 
sistance as applied to the motor circuits in 
this case, it will be understood that the term 
refers to the opposing or retarding force ex- 
isting in the circuits to the passage of the al- 
45 ternating currents. Thus, the two circuits 
may have the same dead resistance, but dif- 
ferent degrees of self induction. 

What I claim as my invention is— 

1 . The combination with a source of alter- 
50 nating currents, and a circuit from the same, 
of a motor having independent energizing cir- 
cuits connected with the said circuit, and 


means for rendering the magnetic effects due 
to said energizing circuits of different phase 
and an armature within the influence of said 55 
energizing circuits. 

2. The combination with a source of alter- 
nating currents and a circuit from the same, 
of a motor having independent energizing cir- 
cuits connected in derivation or multiple arc fio 
with the said circuit, the motor or energizing 
circuits being of different electrical character 
whereby the alternating currents therein will 
have a difference of phase, as set forth. 

3 . -The combination with a source of alter- 6 5 
nating currents and a circuit from the same, 

of a motor having independent energizing cir- 
cuits connected in derivation or multiple arc 
with the said circuit and of different active 
resistance, as set forth. 70 

4 . In an alternating current motor, the com- 
bination with field magnets, of independent 
energizing circuits, adapted to be connected 
in multiple arc with the conductors of the 
line or transmission circuit and a resistance 75 
or self induction coil in one or both of the 
said motor circuits, as set forth. 

5 . In an alternating current motor, the com- 
bination with the field magnets or cores of in- 
dependent energizing coite,»dapted to be con- 80 
nected in multiple arc with the line or trans- 
mission circuit, and a variable resistance or 
self induction coil included iu one orboth of 
the motor circuits as set forth. 

6. In an alternating current motor, the com- 83 
bination with the field magnets or cores and 
independent energizing circuits of different 
active resistance and adapted to be connected 
with the line or transmission circuit, of an 
armature wound with closed energizing coils 90 
or conductors, as set forth. 

7 . The combination of a generator of alter- 
nating currents, a pair of mains connected 
thereto, a multiple circuit differential phase, 
and an electric motor having one circuit con- 93 
nected directly to said mains, and the other 
circuit connected to said mains through an 
interposed electro-motive phase-changing de- 
vice adapted to change the time period of the 
currents passing through it. 

NIKOLA TESLA. 

Witnesses: 

Frank E. Hartley, 

Frank B. Murphy. 
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To all whom it may concern: 

Be it known that I, Nikola Tesla, from 
Smiljan, .Lika, border country of Austria- 
■ Hungary, a sub j ect of the E inperor of Austria- 
5 Hungary, residing at New York, in the county 
and State of New York, have invented a new 
and useful Method of Electrical Transmis- 
sion of Power, of which the following is a de- 
scription, this application being a division of 
to an application filed by me on May 15 , 1888 , Se- 
rial No. 273 , 993 , and for the method of oper- 
ating motors contained in such application. 

In former patents granted to me I have 
shown and described a system for the elec- 
15 trical transmission of power characterized by 
the following particulars: The motor contains 
independent energizing circuits and the gen- 
erator has corresponding induced or current 
generating circuits which are connected by 
20 independent line circuits with those of the 
motor. The disposition of the generator coils 
is such that the currents developed in the cir- 
cuits including them will have a certain dif- 
ference of phase, for example, that the uiaxi- 
25 mum periods of the currents generated in one 
of its circuits coincide with the minimum pe- 
riods of the currents produced in the other 
circuit, and the corresponding energizing cir- 
cuits of the motor are so arranged that the 
30 two currents co-operate to effect a progress- 
ive shifting of the magnetic poles or the points 
of maximum magnetic effect in the motor in 
consequence of which a rotation of its mov- 
able element is maintained. 

35 My present invention involves this system 
of electrical power transmission; its distin- 
guishing characteristic being the mode or 
method of generating or producing the alter- 
nating currents which run or operate the 
40 motor. 

This invention is carried out in the follow- 
ing w r ay: Instead of generating directly the 
alternating currents in each of the circuits 
which include the energizing coils of the mo- 
45 tor, as by means of the induced coils of a 
magneto electric machine, I generate or pro- 
duce an alternating current in but one of 
such circuits directly and by means of such 
current induce the proper current in the other 
50 energizing motor circuit. When the inde- 


pendent currents are both produced in the 
magneto machine it will be observed, that the 
two line or transmitting circuits will of ne- 
cessity extend the entire distance from the 
generator to the motor, but that by the method 5 5 
herein provided, one line circuit may be dis- 
pensed with as one circuit or that from the 
generator may be brought into the proper in- 
ductive relation to the other at any desired 

point. 60 

The following is illustrative of the manner 
in which I carry out this invention: I employ 
as a motor, for example, a subdivided annu- 
lar field magnet within which is mounted a 
suitable armature, such as a cylinder or disk 65 
wound with two coils at right angles,, each of 
which is closed upon itself. On opposite sides 
of the annular field magnet I wind two coils 
of insulated wire of a size adapted to carry the 
current from the generator. Over these coils 70 
or close to them in any of the well understood 
ways I wind secondary coils. I also wind on 
the annular field magnet midway between the 
first mentioned coils a pair of coils which I 
connect up in circuit with the secondary coils. 7 5 
The last pair of coils I make of finer -wire 
than the main or line and secondary .coils and 
with a greater number of con volutions, that 
they may have a greater relative magnetizing 
and retarding effect than either of the others. 3 o 
By connecting up the main, coils in circuit 
with a generator of alternating currents the 
armature of the motor will be rotated. It is 
probable that this action is explained by the 
following theory: A current impulse on the 85 
line passing through the main coils estab- 
lishes the magnetic poles of the annular field 
magnets at points midway between said coils. 

But this impulse produces in the secondary 
coils a current which, circulating through the 90 
second pair of energizing coils tends to estab- 
lish the poles at points, ninety degrees re- 
moved from their first position with the result 
of producing a movement or shifting of the 
poles in obedience to the combined magnetiz- 95 
ing effect of the two sets of coils. 1 his shift- 
ing continued by each successive current im- 
pulse establishes what may be termed a rotary 
effort and operates to maintain the armature 
in rotation. 10 
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In the drawings annexed I have shown in 
Figure 1 an alternating current generator con- 
nected with a motor, shown diagrammatically 
and constructed in accordance with my in- 
5 vention, and in Fig. 2 a diagram of a modified 
form of motor. 

A designates any ordinary form of alter- 
nating current generator and B B the line 
wires for connecting the same with the motor. 
C is the annular field magnet of the motor. 

_ P -D ar 6 two main coils wound on opposite 
sides of the ring or annular field and con- 
nected up with the line, and having a tend- 
ency to magnetize the ring C with opposite 
15 poles midway between the two coils. 

_E E are two other magnetizing coils wound 
midway between coils D D, but having a 
stronger magnetizing influence for a current 
of given strength than coils D D. 

20 . F F are the secondary coils which are asso- 
ciated with the main coils D D. They are in 
circuits which’ include the coils E E respect- 
ively, the connections being made in such 
order that currents induced in coils F and 
25 circulating, in coils E will act in opposition to 
those in coils D in so far only as the location 
of the magnetic poles in the ring C is con- 
cerned. 

The armature may be of any of the forms 
3° used, by me in my alternating current system 
and is shown as wound with two closed coils 
G H at right angles to each other. 

In order to prolong the magnetizing effect 
of the induced currents in producing a shift- 
35 ing of the poles, I have carried the principle 
of the construction exhibited in Fig. 1 farther, 
thereby obtai ning a stronger and better rotary 
effect. 

Referring to Fig. 2, C is an annular field 
*0 magnet having three pairs or oppositely lo- 
cated sets of polar proj ections K L M. Upon 
one pair of these projections, as K, the main 
energizing coils D are wound. Over these 
are wound the secondary coils E. On the 
45 next polar projections L L are wound the sec- 
ond energizing coils F which are in circuit 
with coils E. Tertiary induced coils E' are 
then wound over the coils F and on the re- 
maining polar projections M the third ener- 
50 gizing coils F' are wound and connected up 
in the circuit of the tertiary coils E'. The 1 
cylindrical or disk armature core N in this 
motor has polar projections wound with coils 1 
O forming closed circuits. My object in con- 
55 structing the motor in this way is to effect 
more perfectly a shifting of the points of 
maximum magnetic effect. For assumingthe 


operation of the motor to be due to the action 
■ above set forth — the first effect of a current 
' impulse in this motor will be to magnetize 60 
the pole pieces K K, but the current thereby 
induced in coils E magnetizes the pole pieces 
L and the current induced in turn in coils E' 
magnetizes the pole pieces M. The pole pieces 
are not magnetized, at least to their full ex- 65 
tent, simultaneously by this means, but there 
is enough of a retardation or delay to produce 
a rotary effect or influence upon the arma- 
ture. The application of this principle is not 
limited to the special forms of motor herein 70 
shown, as any of the double circuit alternat- 
ing current motors invented by me and de- 
scribed in former Letters Patent to me may 
be adapted to the same purpose. This method 
or mode of producing the currents in the in- 75 
dependent energizing circuits of the motor 
may be carried out in various ways, and it is 
not material to the invention broadly con- 
sidered, what devices be employed in effect- 
ing the result, viz: the induction from or by the 80 
current from the generator or source, of the 
current or currents which co-operate there- 
with in producing the rotation of the motor. 

I would state that in using the word gen- 
erator, I mean either a primary generator, 85 
such as a magneto machine, or a secondary 
generator, such as an electrical converter, 
and in claiming protection for inducing the 
current in one set of energizing coils by the 
current which circulates in another, I would 90 
be understood as including the induction of 
the secondary current from the current from 
the same source as that which traverses the 
motor coils whether it be flowing in the same 
branch or part of the circuit or not. 95 

What I claim is — 

1 . The method of operating electro-mag- 
netic.motors having independent energizing 
circuits, as herein described, which consists 

in passing an alternating current through one rco 
of the energizing circuits and inducing by 
such current the current in the other ener- 
gizing circuit of the motor, as set forth. 

2. The method of operating electro-mag- 
netic motors having independent energizing 105 
circuits as herein described, w’hich consists in 
developing an alternating current in one of 
said energizing circuits and inducing there- 
by currents in the other energizing circuit or 
circuits, as herein set forth. 

■ NIKOLA TESLA. 

Witnesses: 

Geo. N. Monro, 

Edward T. Evans. 
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To all whom it may concern: 

Be it known that I, Nikola Tesla, a citizen 
of the United States, residing at New York, in 
the county and State of New York, have in- 
5 vented certain new and useful Improvements 
in Electric Generators, of which the follow- 
ing is a specification, reference being had to j 
the drawings accompanying and forming a 
part of the same. 

io In an application of even date herewith, 
Serial No. 483 , 563, 1 have shown and described 
a form of engine invented by me, which, un- 
der the influence of an applied force such as 
the elastic tension of steam or a gas under 
jtj pressure, yields an oscillation of constant 

period. . 

In order that my present invention maybe 
more readily understood I will explain the 
conditions which are to be observed in order 
20 to secure this result. . . 

It is a well known mechanical principle 
that if a spring possessing a sensible inertia 
be brought under tension, as by being- 
stretched, and then freed, it will perform vi- 
2K brations lyhich are isochronous, and as to 
period, in the main, dependent upon the ri- 
o-klity of the spring, and its own inertia or that 
of the system of which it may form an imme- 
diate part. This is known to-be true, in all 
20 cases where the force which tends to biing the 
spring or movable system into a given position 
is proportionate to the displacement. 

In the construction of my engine above re- 
ferred to I have followed and applied this 
2C principle, that is to say, I employ a cylinder 
and a piston which in any suitable manner I 
maintain in reciprocation by steam or gas 
underpressure. To the moving piston or to 
the cylinder, in case the latter lecipiocate 
40 and the piston remain stationary, a spring is 
connected so as to be maintained in vibiation 
thereby, and whatever may be the inertia of 
the piston or of the moving system and the 
rigidity of tho spring relatively to each otliei, 
42 provided, the practical limits within which 
the law holds true that the forces which tend 
to bring the moving system to a given position 
are proportionate to the displacement, are not 
exceeded, the impulses of the power impelled 
20 piston and the natural vibrations of the spring 
will always correspond in direction and coin- 
cide in time. In the case of the engine referred 


to, the ports are so arranged that the movement 
of the piston within the cylinder in either di- 
rection ceases when the force tending to impel 55 
it and the momentum which it has acquired 
are counterbalanced by the increasing press- 
ure of the steam or compressed air in that end 
of the cylinder toward which it is moving, and 
as in its movement the piston has shut off at 60 
a given point, the pressure that impelled it and 
established the pressure that tends to return it, 
it is then impelled in the opposite direction, 
and this action is continued as long as the 
requisite pressure is applied. The length of 65 
the stroke will vary with the pressure, but 
the rate or period of reciprocation is no more 
dependent upon the pressure applied to drive 
the piston, than would be the period.of oscil- 
lation of a pendulum permanently maintained 70 
in vibration, upon the force which periodically 
impels it, the effect of variations in such force 
being merely to produce corresponding varia- 
tions in the length of stroke or amplitude of 
vibration respectively. 75 

In practice I have found that the best re- 
sults are secured by the employment of an 
air spring, that is, a body of confined air or 
gas which is compressed and rarefied by the 
movements of the piston, and in order to se- 80 
cure a spring of constant rigidity I prefer to 
employ a separate chamber or cylinder con- 
taining air at the normal atmospheric press- 
ure, although it might be at any other press- 
ure, and in which works a plunger connected 85 
with or carried by the piston rod. The main 
reason why no engine heretofore has been 
capable of producing results of this nature is 
that it has been customary to connect with 
the reciprocating parts a heavy fly-wheel or 90 
some equivalent rotary system of relatively 
very great inertia, or in other cases where no 
rotary system was employed, as in certain re- 
ciprocating engines or tools, no regard has 
been paid to the obtainment of the conditions 95 
essential to the end which I have in view, 
nor would the pressure of such conditions in 
said devices appear to result in any special 
advantage. 

Such an engine as I have described affords 100 
a means for accomplishing a result heretofore 
unattained, the continued production of elec- 
tric currents of constant period, by impart- 
ing the movements of the piston to a core or 
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coil in a magnetic field. It should be stated 
however, that in applying the engine for this 
purpose certain conditions are encountered 
which should be taken into consideration in 
5 order to satisfactorily secure the desired re- 
sult. When a conductor is moved in a mag- 
netic field and a current caused to circulate 
therein, the electro-magnetic reaction between 
it and the field, might disturb the mechanical 
io oscillation to such an extent as to throw it 
out of isochronism. This, for instance, might 
occur when the electro-magnetic reaction is 
very great in comparison to thepower of the en- 
gine, and there is a retardation of the current 
15 so that the electro-magnetic reaction might 
have an effect similar to that which would re- 
sult from a. variation of the tension of the 
. spring, but if the circuit of the generator be 
so adjusted that the phases of the electromo- 
20 tive force and current coincide in time, that 
is to say, when the current is not retarded, 
then the generator driven by the engine acts 
merely as a frictional resistance and will not, 
as a rule, alter the period of the mechanical 
25 vibration, although it may varyits amplitude. 
This condition may be readily secured by 
properly proportioning the self induction and 
capacity of the circuit including the genera- 
tor. I have, however, observed the further 
30 fact in connection with the use of such en- 
gines as a means for running a generator, 
that it is advantageous that the period of the 
engine and the natural period of electrical 
vibration of the generator should be the same, 
35 as in such case the best conditions for electri- 
cal resonance are established and the possi- 
bility of disturbing the period of mechanical 
vibrations is reduced to a minimum. I have 
found that even if the theoretical conditions 
40 necessary for maintaininga eonstantperiod in 
the engine itself are not exactly maintained, 
still the engine and generator combined will 
vibrate at a constant period. For example, if 
instead of using in the engine an independent 
45 cylinder and plunger, as an air spring of prac- 
tically constant rigidity, I cause the piston to 
impinge upon air cushions at the ends of its 
own cylinder, although the rigidity of such 
cushions or springs might be considerably af- 
5 o fected and varied by the variations of pressu re 
within the cylinder, still by combining with 
such an engine a generator which has a period 
of its own approximately that of the engine, 
constant vibration may be maintained even 
55 through a considerable range of varying press- 1 

ure, owing to the controlling action of the ; 
electro-magnetic system. I have even found ■ 
that under certain conditions the influence 1 
of the electro-magnetic system may be made 1 
60 so great as to entirely control the period of t 
the mechanical vibration within wide limits i 
of varying pressure. This is likely to occur r 
in those instances where the power of the en- 1 
gine while fully capable of maintaining a 1 
65 vibration once started, is not sufficient to £ 
change its rate. So, for the sake of illustra- 1 
tion, if a pendulum is started in vibration, 1 


and a small force applied periodically in the 
3 proper direction to maintain it in motion, this 
l force would have no substantial control over 70 
1 the period of the oscillation, unless the in- 
ertia of the pendulum be small in comparison 
- to the impelling force, and this would be true 
5 no matter through what fraction of the period 
l the force may be applied. . In the case under 75 
l consideration the engine is merely an agent 
:■ for maintaining the vibration once started, 

: although it will be understood that this does 
s not preclude the performance of useful work 
■ which would simply result in a shortening of 80 
the stroke. My invention, therefore, involves 
the combination of a piston free to recipro- 
cate under the influence of steam or a gas 
under pressure and the movable element of 
an electric generator which is in direct me- 85 
chanical connection with the piston, and it 
is more especially the object of myinvention 
to secure from such combination electric cur- 
rents of a constant period. In the attainment 
of this object I have found it preferable to 90 
construct the engine so that it of itself con- 
trols the period, but as I have stated before', 

I may so modify the elements of the combi- 
nation that the electro-magnetic system may 
exert a partial or even complete control of o'? 
the period. 

In illustration of the manner in which the 
invention is carried out I now refer to the 
accompanying drawings. 

Figure 1 is a central sectional view of an ico 
engine and generator embodying the inven- 
tion. Fig. 2 is a modification of the same. 

Referring to Fig. 1 A is the main cylinder 
in which works a piston B. Inlet ports C C 
pass through the sides of the cylinder open- 105 
ing at; the middle portion thereof and on oppo- 

sitesidei Exhaust ports DD extend through 
the walls of the cylinder and are formed 
with branches that open into the interior of 
the cylinder on each side of the inlet ports 1 10 
and on opposite sides of the cylinder. The 
piston B is formed with two circumferential 
grooves E F which communicate through 
openings G in the piston with the cylinder on 
opposite sides of said piston respectively. 115 
The particular construction of the cylinder 
the piston and the ports controlling it may 
be very much varied, and is not in itself ma- 
terial, except that in the special case now un- 
der consideration it is desirable that all the 120 
ports, and more especially the exhaust ports 
should be made very much larger than is usu- 
&lly the case so that no force due to the ac- 
tion of the steam or compressed air will tend 
to retard or affect the return of the piston in 125 
either direction. The piston B is secured to 
a piston rod II which works in suitable stuff- 
ing boxes in the heads of the cylinder A. 

This rod is prolonged on one side and extends 
through bearings V in a cylinder I suitably i« 

mounted or supported in line with the first " 

and within which is a disk or plunger J car- 
ried by the rod II. The cylinder I is without 
ports of any kind and is air-tight except as a 


511,916 


3 


small leakage may occur through the bear- 1 
iugs Y, which experience has shown need 
not be fitted with 'any very considerable ac- 
curacy. The cylinder I is surrounded by a 
5 jacket K which leaves an open space or cham- 
ber around it. The bearings V in the cylin- 
der I, extend through the jacket K to the out- 
side air and the chamber between the cylin- 
der and jacket is made steam or air-tight as 
io by a suitable packing. The main supply pipe 
L for steam or compressed air leads into this 
chamber, and the two pipes that lead to the 
cylinder A run from the said chainbei, oil 
cups M being conveniently arranged. to de- 
ls liver oil into the said pipes for lubricating 
the piston. In the particular form of engine 
shown, the jacket K which contains the cylin- 
der I is provided with a flange N by which it 
is screwed to the end of the cylinder A. A 
20 small chamber 0 is thus formed which has air 
vents P in its sides and drip pipes Q leading 
out from it through which the oil which col- 
lects in it is carried off. 

To explain now the operation of the engine 
25 described, in the position of the parts shown, 
or when the piston is at the middle point of 
its stroke, the plunger J is at the center of 
the cylinder I and the air on both sides of the 
same is at the normal pressure of the outside 
atmosphere. If a source of steam or com- 
pressed air be then connected to the inlet 
ports C C of the cylinder A and a movement 
be imparted to the piston as by a sudden blow, 
the latter is caused to reciprocate in a man- 
35 ner well understood. The movements of the 
piston compress and rarefy the air in the cyl- 
inder I at opposite ends of the same alter- 
nately. A forward strokecompresses the.air 
ahead of the plunger J which acts as a spring 
40 to return it. Similarly on the back stroke the 
air is compressed on the opposite side of the 
plunger J and tends to drive it forward, ffhe 
compressions of the air in the cylinder I and 
the consequent loss of energy due mainly to 
45 the imperfect elasticity of the air, give rise to 
a very considerable amount of heat. This 
heat I utilize by conducting the steam or com- 
pressed air to the engine cylinder through the 
chamber formed by the jacket surrounding 
50 the air-spring cylinder. The heat thus taken 
up and used to raise the temperature of the 
steam or air acting upon the piston is.availed 
of to increase the efficiency of the engine. In 
any given engine of this kind the normal 
55 pressure will produce a stroke of determined 
length, and this will be increased or dimin- 
ished according to the increase of pressure 
above or the reduction of pressure below the 

normal. .. 

60 In constructing the apparatus proper allow- 
aucc is made for a variation in. the length ot 
stroke by giving to the confining cylinder I 
of the air sm-ing properly determined dimen- 
sions The greater the pressure upon the 
6c piston, the higher the degree of compression 
of the air-spring, and the consequent coun- 
teracting force upon the plunger. The rate 


or period of reciprocation of the piston, how- 
ever, is mainly determined as described above 
by the rigidity of the air spring and the in- 70 
ertia of the moving system, and any- period 
of oscillation within very wide limits may be 
secured by properly portioning these factors, 
as by varying the dimensions of the air cham- 
ber which is equivalent to varying the rig- 75 
idity of the spring, or by adjusting the weight 
of the moving parts. These conditions are 
all readily determinable, and an engine con- 
structed as herein described may be made to 
follow the principle of operation above stated 80 
and maintain a perfectly uniform period 
I through very wide limits of pressure. 

The pressure of the air confined in the cyl- 
inder when the plunger I is in its central po- 
sition will always be practically that of the 85 
surrounding atmosphere, for while the cylin- 
der is so constructed as not to permit such 
sudden escape of air as to sensibly impair or 
modify the action of the air spring there will 
still be a slow leakage of air into or out of it 90 
around the piston rod according to the press- 
ure therein, so that the pressure of the air on 
opposite sides of the plunger will always tend 
to remain at that of the outside atmosphere. 

To the piston rod H is secured a conductor 95 
or coil of wire D' which by the movements of 
the piston is oscillated in the magnetic field 
produced by two magnets B' B' which may 
be permanent magnets or energized by coils 
C' C' connected with a source of continuous 100 
currents E'. The movement of the coil D' 
across the lines of force established by the 
magnets gives rise to alternating currents in 
the coil. These currents, if the period of 
mechanical oscillation be constant will be of 105 
constant period, and may be utilized for any 
purpose desired. 

In the case under consideration it is as- 
sumed as a necessary condition that the in- 
ertia of the movable element of the genera- no 
tor and the electro-magnetic reaction which 
it exerts will not be of such character as to 
materially disturb the action of the engine. 

Fig. 2 is an example of a combination in 
which the engine is not of itself capable of 115 
determining entirely the period of oscillation, 
but in which the generator contributes to this 
end. In this figure the engine is the same as 
in Fig. 1 . The exterior air spring is however 
omitted and the air spaces at the ends of the 120 
cylinder A relied on for accomplishing the 
same purpose. As the pressure in these 
spaces is liable to variations from variations 
in the steam or gas used in impelling.the pis- 
ton they might affect the period of oscillation, 125 
and the conditions are not as stable and cer- 
tain as in the case of an engine constructed 
as in Fig. 1 . But if the natural period of vi- 
bration of the elastic system be made to ap- 
proximately accord with the average period 130 
of the engine such tendencies to variation 
are very largely overcome and the engine will 
preserve its period even through a consid- 
erable range of variations of pressure. The 
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generator in this ease is composed of a mag- 
netic casing F' in which a laminated core G' 
secured to the piston rod H is caused to vi- 
brate. Surrounding the plunger are two ex- 
5 citing coils C' C', and one or more induced 
coils D D . The coils C' C' are connected 
with a generator of continuous currents E' 
ana are wound to produce consequent poles 
in the core G'. Any movement of the latter 
io will therefore shift the lines of force through 
coils D' D' and produce currents therein 
In the circuit of coils D' is shown a con- 
denser H'. It need only be said that by the 
use of a proper condenser the self induction 
15 of this circuit may be neutralized. Such a 
circuit will have a certain natural period of 
vibration, that is to say that when the elec- 
tricity therein is disturbed in any way an 
electrical or electro-magnetic vibration of a 
20 certain period takes place, and as this de- 
pends upon the capacity and self induction, 
such period may be varied to approximatelv 
accord with the period of the engine. 

In case the power of the engine be coin- 
25 paratively small, as when the pressure is ap- 
plied through a very small fraction of the 
total stroke, the electrical vibration will tend 
to control the period, and it is clear that if 
the character of such vibration be not verv 
30 widely different from the average period of 
vibration of the engine under ordinary work- 
ing conditions such control may be entire- 
ly adequate to produce the desired results. 
Having now described my invention, what 
35 I claim is— 

1 . The combination with the piston or equiv- 
alent element of an engine which is free to 
reciprocate under the action thereon of steam 
or a gas under pressure, of the moving con- 

40 auctor or element of an electric generator in 
direct mechanical connection therewith. 

2 . The combination with the piston orequiv- 
alent element of an engine which is free to 
leciprocate under the action of steam or a gas 


under pressure, of the moving conductor or 4? 
element of an electric generator in direct me- 
chanical connection therewith, the engine and 
generator being adapted by their relative ad- 
justment with respect to period to produce 

currents of constant period, as set forth. 50 

. "■ The combination with an engine compris- 
lng a piston which is free to reciprocate un- 
der the action of steam or a gas under press- 
ure, and.an electric generator having induc- 
mg and induced elements one of which is ca- 
pable of oscillation in the field of force, the 
said movable element being carried by the 
piston rod of the engine, as set forth. 

combination, with an engine oper- 
ated by steam or a gas under pressure and hav- 60 
ing a constant period of reciprocation, of an 
electric generator, the moving element of 
which is carried by the reciprocating part of 
the engine, the generator and its circuit be- 
ing so related to the engine with respect to 61; 
the period of electrical vibration as not to 

* mu the P ei ! iod ? f the en gine, as set forth. 

. "i ne combination with a cylinder and a 

piston reciprocated by steam or a gas under 
pressure of a spring maintained in vibration 70 
by the movement of the piston, and an elec- 
tric generator, the movable conductor or ele- 
ment of which is connected with the piston, 
these elements being constructed and adapt- 
ed in the manner set forth for producing a n 
current of constant period. 

6. The method of producing electric cur- 
rents of constant period herein described 
which consists in imparting the oscillations 
ot an engine to the moving element of an elec- 8c 
trie generator and regulating the period of 
mechanical oscillation by an adjustment of 
the reaction of the electric generator, as here- 
in set forth. 

w .. NIKOLA TESLA. 

Witnesses: 

Parker W. Page, 

R. F. Gaylord. 
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To aZl whom it may concern: 

Beit known that I, Nikola Tesla, a citizen 
of the United States, residing at New York, 
in the county and State of New York, have in- 
5 vented certain new and useful Improvements 
in Coils for Electro-Magnets and other Appa- 
ratus, of which the following is a specification, 
reference being had to the drawings accompa- 
nying and forming a part of the same, 
io In electric apparatus or systems in which 
alternating currents are employed the self- 
induction of the coils or conductors may, and, 
in fact, in many cases does operate disadvan- 
tageously by giving rise to false currents 
IS which often reducewhat is known asthecom- 
mercial efficiency of the apparatus composing 
the system or operate detrimentally in other 
respects. The effects of self-induction, above 
referred to, are known to be neutralized by 
to proportioning to a proper degree the capacity 
of the circuit with relation to the self-induc- 
tion and frequency of the currents. This has 
been accomplished heretofore by the use of 
condensers constructed and applied as sepa- 
25 rate instruments. 

My present invention has for its object to 
avoid the employment of condensers which 
are expensive, cumbersome and difficult to 
maintain in perfect condition, and to so con- 
30 struct the coils themselves as to accomplish 
the same ultimate object. 

I would here state that by the term coils I 
desire to include generally helices, solenoids, 
or, in fact, any conductor- the different parts 
35 of which by the requirements of its applica- 
tion or use are brought into such relations 
with each other- as to materially increase the 
self-induction. 

1 have found that in every coil there exists 
40 a certain relation between its self-induction 
and capacity that permits a current of given 
frequency and potential to pass through it 
with no other opposition than that of ohmic 
resistance, or, in other words, as though it pos- 
45 sessed no self-induction. This is due to the 
mutual relations existing botween the special 
character of the current and the self-induc- 
tion and capacity of the coil, the latter quan- 
tity being just capable of neutralizing the 
50 self-induction for that frequency. It is well- 
known that the higher the frequency or po- 
tential difference of the current the smaller 


the capacity required to counteract the self- 
induction; hence, in any coil, however small 
the capacity, it maybe sufficient for the pur- ec 
pose stated if the proper conditions in other 
respects be secured. In the ordinary coils the 
difference of potential between adjacent turns 
or spires is very small, so that while they are 
in a sense condensers, they possess but very 6o 
small capacity and the relations between the 
two quantities, self-induction and capacity, 
are not such as under any ordinary condi- 
tions satisfy the requirements herein contem- 
plated, because the capacity relatively to the 65 
self-induction is very small. 3 

In order to attain my object and to properly 
increase the capacity of any given coil, I wind 
it in such way as to secure a greater differ- 
ence of potential between its adjacent turns 70 
or convolutions, and since the energy stored 
in the coil— considering the’ latter as a con- 
[ denser, is proportionate to the square of the 
potential difference between its adjacent con- 
volutions, it is evident that I mayin this wav 75 
secure by a proper disposition of these con- 
volutions a greatly increased capacity for a 
given increase in potential difference between 
the turns. 

I have illustrated diagram matically in the 80 
accompanying drawings the general nature 
of the plan which I adopt for carrvinc out 
this invention. 

Figure 1 is a diagram of a coil wound in 
the ordinary manner. Fig. 2 is a diagram of 85 
a winding designed to secure the objects of 
my invention. 

Let A, Fig. 1 , designate any given coil the 
spires or convolutions of which are wound 
upon and insulated from each other. Let it 90 
be assumed that the terminals of this coil 
show a potential difference of one hundred 
volts, and that there are one thousand con- 
volutions; then considering any two contigu- 
ous points on adjacent convolutions let it be 95 
assumed that there will exist between them a 
ppten tial difference of one-tenth of a volt. If 
now, as shown in Fig. 2 , a conductor B be 
wound parallel with the conductor A and in- 
sulated from it, and the end of Abeconnected 100 
with the starting point of B, the aggregate 
length of the two conductors being such that 
the assumed number of convolutions or turns 
is the same, viz., one thousand, then the po- 
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tential difference between any two adjacent 
points in A and B will be fifty volts, and as 
the capacity effect is proportionate to the 
square of this difference, the energy stored 
5 in the coil as a whole will npw be two hun- 
dred and fifty thousand as great. Follow- 
ing out this principle, I may wind any.given 
coil either in whole or in part, not only in 
the specific manner herein illustrated, but 
io in a great variety of ways, well-known in the 
art, so as to secure between adjacent convo- 
lutions such potential difference as will give 
the proper capacity to neutralize the self-in- 
duction for any given current that may be 
15 employed. Capacity secured in this particu- 
lar way possesses an additional advantage in 
that it is evenly distributed, a consideration 
of the greatest importance in many cases, and 
the results, both as to efficiency and economy, 
20 are the more readily and easily obtained as 
the size of the coils, the potential difference, 
or frequency of the currents are increased. 

Coils composed of independent strands or 
conductors wound side by side and connected 
25 in series' are not in themselves new, and I do 
not regard a more detailed description of the 
same as necessary. But heretofore, so far as 
I am aware, the objects in view have been es- 
sentially different from mine, and the results 


which I obtain even if an incident to such 30 
forms of winding have not been appreciated 
or taken advantage of. 

In carrying out my invention it is to be ob- 
served that certain , facts are well under- 
stood by those skilled in the art, viz: the re- 35 
lations of capacity, self-induction, and the 
frequency and potential difference of the cur- 
rent. What capacity, therefore, in any given 
case it is desirable to obtain and what special 
winding will secure it, are readily determin- 40 
able from the other factors which are known. 

What I claim as my invention is — 

1 . A coil for electric apparatus the adja- 
ent convolutions of which form parts of the 
circuit between which there exists a potential 45 
difference sufficient to seeure in the coil a ca- 
pacity capable of neutralizing its self-induc- 
tion, as hereinbefore described. 

2 . A coil composed of contiguous or adja- 
cent insulated conductors electrically con.- 50 
nected in series and having a potential dif- 
ference of such value as to give to the coil as 

a whole, a capacity sufficient to neutralize its 
self-induction, as set forth. 

NIKOLA TESLA. 

Witnesses: 

Robt. F. Gaylord, 

Parker W. Page. 
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To all ivhom it may concern: 

Be it known that I, Nikola Tesla, a citizen 
of the United States, residing at New York, 
in the county and State of New York, have in- 
5 vented certain new and useful Improvements 
in Line Conductors for Systems of Electrical 
Distribution, of which the following is a speci- 
fication, reference being had to the drawings 
accompanying and forming a part of the same, 
to In any system of electrical transmission or 
distribution in which currents of excessively 
high potential are employed, and more par- 
ticularly, when the frequency is high, there is 
a dissipation of energy from the conductor or 
15 conductors of the line, due to the electrifica- 
tion of the atmosphere or other surrounding- 
medium, or other causes. 

Heretofore it has been usual, in order to 
prevent loss by dissipation or interference by 
20 induction on line conductors, to insulate the 
same and inclose them in a continuous con- 
ducting sheathing or cover which has been 
connected with the ground by a good con- 
ducting path. 

25 The object of my invention is to prevent 
loss on line conductors in a system of electri- 
cal transmission and distribution, more par- 
ticularly such as that described by me in pat- 
ent of June 23 , 1891 , No. 454 , 622 , but in any 
30 other system in which alternating or, gener- 
ally speaking, varying currents of excessively 
high potential are employed. 

I have found that in these systems the use 
of a conducting sheath or screen around the 
35 line conductors and well grounded, or even 
brought into proximity to external conduc- 
tors or large bodies, is attended by an actual 
and generally a serious loss of energy. I 
therefore maintain the sheath either entirely 
40 isolated or connected directly or inductively 
to the'ground, through a path which will prac- 
tically prevent the passage of currents over 
it. I have also found that when a continu- 
ous insulated sheath or screen, is employed, 
45 there is greater liability to loss of energy by 
inductive action, for unless the sheath or 
screen be considerably shorter than the cur- 
rent waves passing in the conductor, electro- 
motive forces will be set up between different 
50 points in the sheath, which will result in the 


passage between such points of induced cur- 
rents. I, therefore, divide up the sheath or 
screen into short lengths, very much shorter 
than the wave lengths of the current used, so 
that the grounding of any one of such lengths 5 5 
or the approach thereto of a large body will re- 
sult in an inappreciable loss, or at most a small 
local draining of the energy, while the tendency 
of currents to flow between different points 
in the sheath is effectually overcome. The 60 
function of the sheath as a static screen for 
preventing the dissipation of the electric en- 
ergy, however, requires for its complete ef- 
fectiveness an uninterrupted conducting par- 
tition or screen around the conductor. I at- 65 
tain this respect in the case of a sectional 
screen, by causing the ends of the insulated 
divisions or sections of the same to overlap, 
interposing a suitable insulating material be- 
tween the overlapping portions. By means 70 
of a conductor or conductors thus protected, 

I may transmit with slight loss and to great 
distances currents of very high potential and 
extremely high frequency. 

The invention is illustrated in the accom- 75 
panying drawings in which — 

Figure 1 illustrates portions of the conduc- 
tor with the earth connections above de- 
scribed. Fig. 2 is a sectional view of a por- 
tion of the conductor on an enlarged scale. 80 
i A is the central wire or conductor that car- 
ries the current. 

B is an insulating coating. 

C is a conducting sheathing or screen, which 
may be externally insulated, if so desired. 85 
This sheathing is divided up, as shown, into 
short lengths or sections, and the end of one 
section overlaps or telescopes with the end of 
the adjacent sections but is insulated there- 
from by the material D. 90 

It is well known that a static screen, to be 
entirely effective as such, should have a 
ground connection, but it has been usual in 
such cases to provide a good electrical con- 
nection from the screen to earth. When a 95 
current of excessively high potential, how- 
ever, is used, or when the frequency of the 
current is very high, such a connection is im- 
practicable on account of the loss which fol- 
lows. In such cases, therefore, I obtain the 100 
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beneficial results of an earth connection while 
preventing the generally serious loss that 
would occur in the use of such currents, by 
providing between the sheath and the ground 
5 a path P of very high ohmic resistance or one 
containing a self-induction coil S properly de- 
termined with respect to the existing condi- 
tions so that it will effect the described re- 
sult, or a condenser of very small capacity as 
to shown at R. In such cases the sheathing or 
screen for practical purposes may be regard- 
ed as isolated from the ground, since by the> 
character of the connection employed no ap- 
preciable loss results from the passage of cur- 
15 rent from the sheath to the ground. 

No particular plan of construction need be 
followed in making up this conductor, and no 
special materials of the several kinds named 
need be used; the general construction and 
20 character of the conductor, apart from the 
particular features herein described, being en- 
tirely well understood by those skilled in the 
art. 


What I claim is — 

1. A conductor for electric circuits, com- 25 
posed of a wire for carrying the current, an 
insulated coating or covering and a surround- 
ing conducting sheath or screen divided into 
insulated sections, as set forth. 

2. A conductor for electric circuits, com- 30 
posed of a wire for carrying the current, a 
coating or covering of insulating material and 

a surrounding conducting sheath or screen 
divided into insulated sections, the ends of 
which overlap, as set forth. 35 

3. The combination of a wire or conductor 
for conveying electric currents, an insulated 
coating or covering therefor, a conducting 
sheath or screen surrounding the insulating 
coating and a connection between said sheath- 40 
ing and the ground containing a condenser 

of very small capacity or its equivalent. 

NIKOLA TESLA. 

Witnesses: 

Ernest I-Iopkinson, 

Parker W. Page. 
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To all ivfoom it may concern: 

Be it known that I, Nikola Tesla, a citizen 
of the United States, residing at New York, 
in the county and State of New York, have in- 
5 vented certain new and useful Improvements 
in Means for Generating Electric Currents, of 
which the following is a specification, refer- 
ence being had to the drawings accompanying 
and forming a part of the same, 
io The invention, subject of my present ap- 
plication, is an improvement applicable more 
especially to the method or system of gener- 
ating and utilizing electrical energy, hereto- 
fore discovered by me, and more fully set 
15 forth in Letters Patent No. 454 , 622 , of June 
23 , 1891 , and No. 462 , 418 , of November 3 , 1891 , 
and which involves the maintenance of an in- 
termittent or oscillatory discharge of a con- 
denser or circuit of suitable capacity into a 
20 working circuit containing translating de- 
vices. In systems of this character when the 
high frequency of the currents employed is 
due to the action of a disruptive or intermit- 
tent discharge across an air gap or break at 
25 some point of the circuit, I have found it to 
be of advantage not only to break up or de- 
stroy the least tendency to continuity of the 
arc or discharge, but also to control the period 
of the re-establishment of the same, and from 
30 investigations made by me with this object 
in view I have found that greatly' improved 
results are secured by causing the discharge 
to take place in and through an insulating 
liquid, such as oil, and instead of allowing 
35 the terminal points of the break to remain at 
a uniform distance from, each other, to vary 
such distance by bringing them periodically 
in actual contact or sufficiently near to estab- 
lish the discharge and then separating them, 
40 or what is the equivalent of this, throwing in 
and out of the gap or break a conducting 
bridge at predetermined intervals. To ob- 
tain the best results, moreover, I find it es- 
sential to maintain at the point of discharge 
45 a flow of the insulating medium, or, in gen- 
eral, such a circulation of the same as will 
constantly operate to cut off or break up the 
discharge as fast as it is established. The 
accomplishment of this latter result involves 
50 the employment of some mechanism for main- 
taining the flow or circulation of the insulat- 
ing medium past the points of discharge, and 


I take advantage of the presence of such 
mechanism to accomplish a further and bene- 
ficial result which is the maintenance of a 55 
flow or circulation of the insulating liquid in 
which 1 immerse the converter coils used for 
raising the potential of the current, and also 
the condenser plates when such are required 
and used. By this means the insulating 60 
liquid surrounding the said coils and plates 
may be prevented from heating, either by its 
circulation alone or by the application to it 
while in motion of a cooling medium, and its 
requisite qualities preserved for an indefinite 65 
time. 

Broadly considered the plan contemplated 
is entirely independent of the special means 
for carrying it into execution, but in illustra- 
tion of the preferred manner in which the in- 70 
vention is or may be carried out, I now refer 
to the drawings which are hereto annexed. 

Figure 1 is a diagram of the system and de- 
vices employed by me. Fig. 2 is a sectional 
view of a detail of mechanism. -/5 

G represents an electric generator, as for 
instance, an ordinary alternator, in the cir- 
cuit of which is the primary P of a trans- 
former, of which S represents the secondary, 
which is usually of much longer and finer 80 
wire than the primary. To the secondary cir- 
cuit, if it have not of itself sufficient capac- 
ity for the purpose herein contemplated, are 
connected the plates of a condenser C, and at 
any point in said circuit is a break or gap at 85 
which occurs the disruptive discharge. In a 
portion of the secondary circuit, preferably 
in series with the condenser, as shown in the 
drawings, is a primary coil P' with which is 
associated a secondary S', which latter con- 90 
stitutes the ultimate source of currents for a 
working circuit D in which or with which are 
connected translating devices E. Under the 
conditions assumed it will be understood that 
by the oscillation or change caused by the ac- 95 
tion of the discharge, the condenser is charged 
and discharged setting up in the primary P' 
an electrical disturbance of enormous fre- 
quency, as has been explained in my patent 
referred to, and as is now well understood. 100 
Instead of employing two terminals at a fixed 
distance, however, for the gap across which 
the discharge takes place, I vary the distance 
between them, or what is practically the same 
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thing, I interpose between said terminals a 
conductor or a series of conductors success- 
ively by means of which the effective dis- 
tance or length of the path of discharge is or 
5 may be varied at will. This I accomplish in 
the following manner: 

A is a pipe or tube that leads into a tank 
B. To the end of this tube is secured an ex- 
tension F of insulating material and the two 
xo terminals G' G' are caused to project through 
the sides of the same, as indicated in Fig. 2 . 
Within the extension I secure two cross-bars 
II which afford bearings for the spindle of a 
small metallic turbine I, the blades of which, 
i5 as the turbine revolves, bridge the space be- 
tween the two terminals, nearly or quite 
touching the terminals in their movement. 
If now the tank B be filled with oil and the 
latter is drawn off or permitted to flow off 
20 through the tube A, the turbine will be ro- 
tated by the flow, the rate of rotation being 
dependent upon the rate of flow. By this 
means the arc or discharge is periodically es- 
tablished through a flow of oil, which secures 
25 in the most satisfactory manner the condi- 
tions best adapted for practical results. 

The further objects of the invention are se- 
cured by placing the transformer P' S' in the 
body of oil in the tank B, and the condenser 
30 in a closed receptacle L. Then in order to 
maintain a circulation of the oil and to pro- 
vide for the requisite flow which rotates the 
turbine, I connect the tank B with the con- 
denser box L by means of the pipe A. I also 
35 run a pipe M from the box L to a small ro- 
tary pump FT, and another pipe 0 from the 
latter back to the tank B. 

When necessary or desirable I may insert 
in the pipe O a coil R, which is contained in 
40 a jacket T through which a cooling medium 
is passed. 

The flow of oil is regulated by the speed at 
which the pump N is driven, and by this 
means the period of re-establishment of the 
45 arc is controlled. 

Having now described my invention and 
the best means of which I am aware in which 
the same is or may be carried into effect, what 
I claim is — 

50 1 . In an electric system of the kind de- 


scribed, the combination with the points or 
terminals between which occurs the inter- 
mittent or oscillating discharge of means for 
maintaining between said points and in the 
path of the discharge a flow of insulating 55 
liquid, as set forth. 

2 . In an electrical system of the kind de- 
scribed, the combination with a transformer, 
and the points or terminals between which 
occurs the intermittent or oscillating dis- 60 
charge, of a body of insulating liquid sur- 
rounding the same, and means for maintain- 
ing a flow or circulation of the same, as set 
forth. 

3 . In an electrical system of the kind de- 65 
scribed, the combination with a transformer 
and the points or terminals between which 
occurs the intermittent or oscillating dis- 
charge, of receptacles inclosing the same and 
containing oil and means for maintaining a 70 
flow of the oil through said receptacles and 
around the devices therein, as set forth. 

4 . In an electrical system of the kind de- 
scribed, the combination with the points or 
terminals between which occurs the inter- 75 
mittent or oscillating discharge, of a means 
for maintaining a flow of insulating liquid 
between the discharge points, and means for 
varying the length of the path of discharge 
through such fluid, dependent for operation 80 
upon the flow of the same, as set forth. 

0. The combination with discharge points 
immersed in oil, of means for periodically va- 
rying the length of the path of discharge be- 
tween them, as described. 85 

6. The combination with discharge points 
immersed in oil, of a conductor adapted to pe- 
riodically bridge the space between such 
points, as set forth. 

7 . The combination with discharge points 90 
immersed in oil, means for causing a flow of 
the oil between said points and a metallic 
turbine mounted betw'een the points and 
adapted by the rotation produced by the flow- 
ing oil to bridge with its vanes or blades the 95 
space between the said points. 

NIKOLA TESLA. 

Witnesses: 

Robt. F. Gaylord, 

Parker W. Page. 
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To all whom it may concern: 

Be it known that I, Nikola Tesla, a citizen 
of the United States, residing at New York, 
in the county and State of New York, have in- 
5 vented certain new and useful Improvements 
in Reciprocating Engines, of which the fol- 
lowing is a specification, reference being had 
to the drawing accompanying and forming a 
part of the same. 

to In the invention which forms the subject of 
my present application, my object has been, 
primarily to provide an engine, which under 
the influence of an applied force such as the 
elastic tension of steam or gas under pressure 
15 will yield an oscillatory movement which, 
within very wide limits, will be of constant 
period, irrespective of variations of load, fric- 
tional losses and other factors which in all 
ordinary engines produce change in the rate 
20 of reciprocation. 

The further objects of the invention are to 
provide a mechanism, capable of converting 
the energy of steam or gas under pressure 
into mechanical power more economically 
25 than the forms of engine heretofore used, 
chiefly by overcoming the losses which result 
in these by the combination with rotating 
parts possessing great inertia of a reciprocat- 
ing system; which also, is better adapted for 
30 use at higher temperatures and pressures, and 
which is capable of useful and practical ap- 
plication to general industrial purposes, par- 
ticularly in small units. 

The invention is based upon certain well 
35 known mechanical principles a statement of 
which will assist in a better understanding 
of the nature and purposes of the objects 
sought and results obtained. Heretofore, 
where the pressure of steam or any gas has 
40 been utilized and applied for the production 
of mechanical motion it has been customary 
to connect with the reciprocating or moving 
parts of the engine a fly-wheel or some rotary 
system equivalent in its effect and possessing 
45 relatively great mechanical inertia, upon 
which dependence was mainly placed for the 
maintenance of constant speed. This, while 
securing in a measure this object, renders im- 
possible the attainment of the result at which 
50 I have arrived, and is attended by disadvan- 
tages which by my invention are entirely ob- 
viated. On the other hand, in certain cases, 


where reciprocating engines or tools have been 
used without a rotating system of great iner- 
tia, no attempt, so far as I know, has been 55 
made to secure conditions which would nec- 
essarily yield such results as I have reached. 

It is a well known principle that if a spring 
possessing a sensible inertia be brought un- 
der tension, as by being stretched, and then 60 
freed it will perform vibrations which are 
isochronous and, as to period, in the main de- 
pendent upon the rigidity of the spring, and 
its own inertia or that of the system of which 
it may form an immediate part. This is 65 
known to be true in all cases where the force 
which tends to bring the spring or movable 
system into a given position is proportionate 
to the displacement. 

In carrying out my invention and for secur- 70 
ing the objects in general terms stated above, 

I employ the energy of steam or gas under 
pressure, acting through proper mechanism, 
to maintain in oscillation a piston, and, tak- 
ing advantage of the law above stated, I con- 75 
nect with said piston, or cause to act upon it, 
a spring, under such conditions as to auto- 
matically regulate the period of the vibra- 
tion, so that the alternate impulses of the 
power impelled piston, and the natural vibra- 80 
tions of the spring shall always correspond 
in direction and* coincide in time. 

While, in the practice of the invention I 
may employ any kind of spring or elastic body 
of which the law or principle of operation 85 
above defined holds true, I prefer to use an 
air spring, or generally speaking a confined 
body or cushion of an elastic fluid, as the me- 
chanical difficulties in the use of ordinary or 
metallic springs are serious, owing mainly, to 90 
their tendency to break. Moreover, instead 
of permitting the piston to impinge directly 
upon such cushions within its own cylinder, 

I prefer, in order to avoid the influence of the 
varying pressure of the steam or gas that acts 95 
upon the piston and which might disturb the 
relations necessary for the maintenance of 
isochronous vibration, and also to better util- 
ize the heat generated by the compression, to 
employ an independent plunger connected 100 
with the main piston, and a chamber or cyl- 
inder therefor, containing air which is nor- 
mally, at the same pressure as the external 
atmosphere, for thus a spring of practically 
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constant rigidity is obtained, but the air or 
gas within the cylinder may be maintained 
at any pressure. 

In order to describe the best manner of 
5 which I am aware in which the invention is 
or may be carried into effect, I refer now to 
the accompanying drawing which represents 
in central cross-section an engine embodying 
my improvements. 

10 A is the main cylinder in which works a 
piston B. Inlet ports C C pass through the 
sides of the cylinder, opening at the middle 
portion thereof and on opposite sides. Ex- 
haust ports D D extend through the walls of 
15 the cylinder and are formed with branches 
that open into the interior of the cylinder on 
each side of the inlet ports and on opposite 
sides of the cylinder. 

The piston B is formed with two circumfer- 
20 ential grooves E F, which communicate 
through openings G in the piston with the 
cylinder on opposite sides of said piston re- 
spectively. 

I do not consider as of special importance 
25 the particular construction and arrangement 
of the cylinder, the piston and the ports for 
controlling it, except that it is desirable that 
all the ports, and more especially, the ex- 
haust ports should be made very much lai’ger 
30 than is usually the case, so that no force due 
to the action of the steam or compressed air 
will tend to retard or affect the return of the 
piston in either direction. 

The piston B is secured to a piston rod II, 
35 which works in suitable stuffing boxes in the 
heads of the cylinder A. This rod is pro- 
longed on one side and extends through bear- 
ings Y in a cylinder I suitably mounted or 
supported in line with the first, and within 
40 which is a disk or plunger J carried by the 
rod II. 

The cylinder I is without ports of any kind 
and is air-tight except as a small leakage may 
occur through the bearings Y, which experi- 
45 ence has shown need not be fitted with any 
very considerable accuracy. The cylinder I 
is surrounded by a jacket K which leaves an 
open space or chamber around it. The bear- 
ings Y in the cylinder I, extend through the 
50 jacket K to the outside air and the chamber 
between the cylinder and jacket is made 
steam or air tight as by suitable packing. 
The main supply pipe L for steam or com- 
pressed air leads into this chamber, and the 
55 two pipes that lead to the cylinder A run 
from the said chamber, oil cups M being con- 
veniently arranged to deliver oil'into the said 
pipes for lubricating the piston. 

In the particular form of engine shown, the 
60 jacket K which contains the cylinder I is pro- 
vided with a flange FT by which it is screwed 
to the end of the cylinder A. A small cham- 
ber 0 is thus formed which has air vents P 
in its sides and drip pipes Q leading out from 
65 it through which the oil which collects in it 
is carried off. 


To explain now the operation of the device 
above described. In the position of the parts 
shown, or when the piston is at the middle 
point of its stroke, the plunger J is at the 70 
center of the cylinder I and the air on both 
sides of the same is at the normal pressure , 
of the outside atmosphere. If a source of 
steam or compressed air be then connected 
to the inlet ports C C of the cylinder A and 75 
a movement be imparted to the piston as by 
a sudden blow, the latter is caused to recip- 
rocate in a manner well understood. The 
movement of the piston in either direction 
ceases when the force tending to impel it and 80 
the momentum which it has acquired are 
counterbalanced by the increasing pressure 
of the steam or compressed air in that end of 
the cylinder toward which it is moving and 
as in its movement the piston has shut off at 85 
a given point, the pressure that impelled it 
and established the pressure that tends to re- 
turn it, it is then impelled in the opposite di- 
rection, and this action is continued as long 
as the requisite pressure is applied. The 90 
movements of the piston compress and rarify 
the air in the cylinder I at opposite ends of 
the same alternately. A forward stroke com- 
presses the air ahead of the plunger J which 
acts as a spring to return it. Similarly on 95 
the back stroke the air is compressed on the 
opposite side of the plunger J and tends to 
drive it forward. This action of the plunger 
upon the air contained in the opposite ends 
of the cylinder is exactly the same in princi- 100 
pie as though the piston rod were connected 
to the middle point of a coiled spring, the 
ends of which are connected to fixed supports. 
Consequently the two chambers may be con- 
sidered as a single spring. The compressions 105 
of the air in the cylinder I and the conse- 
quent loss of energy due mainly to the im- 
perfect elasticity of the air, give rise to a very 
considerable amount of heat. This heat I 
utilize by conducting the steam or compressed no 
air to the engine cylinder through the cham- 
ber formed by the jacket surrounding the air- 
spring cylinder. The heat thus taken up and 
used to raise the temperature of the steam or 
air acting upon the piston is availed of to in- 115 
crease the efficiency of the engine. In any 
given engine of this kind the normal press- 
ure will produce a stroke of determined 
length, and this will be increased or dimin- 
ished according to the increase of pressure 120 
above or the reduction of pressure below the 
normal. 

In constructing the apparatus I allow for a 
variation in the length of stroke by giving to 
the confining cylinder I of the air spring 125 
properly determined dimensions. The greater 
the pressure upon the piston, the higher will 
be the degree of compression of the air-spring, 
and the consequent counteracting force upon 
the plunger. The rate or period of recipro- 130 
cation of the piston however is no more de- 
pendent upon the pressure applied to drive 


514,169 


it, than would be the period of oscillation of 
a pendulum permanently maintained in vi- 
bration, upon the force which periodically 
impels it, the effect of variations in such force 
5 being merely to produce corresponding vari- 
ations in the length of stroke or amplitude of 
vibration respectively. The period is mainly 
determined by the rigidity of the air spring 
and the inertia of the moving system, and I 
io may therefore- secure any period of oscilla- 
tion within very wide limits by properly por- 
tioning these factors, as by varying the di- 
mensions of the air chamber which is equiva- 
lent to varying the rigidity of the spring, or 
15 by ad j usting the weight of the moving parts. 
These conditions are all readily determina- 
ble, and an engine constructed as herein de- 
scribed may be made to follow the principle 
of operation above stated and maintain a 
20 perfectly uniform period through very much 
wider limits of pressure than in ordinary use, 
it is ever likely to be subjected to and it may 
be successfully used as a prime mover wher- 
ever a constant rate Of oscillation or speed is 
25 required, provided the limits within which 
the forces tending to bring the moving sys- 
tem to a given position are proportionate to 
the displacements, are not materially ex- 
ceeded. The pressure of the air confined in 
30 the cylinder when the plunger J is in its 
central positipn will always be practically 
that of the surrounding atmosphere, for while 
the cylinder is so constructed as not to per- 
mit such sudden escape of air as to sensibly 
35 impair or modify the action of the air spring 
there will still be a slow leakage of air into or 
out of it around the piston rod according to 
the pressure therein, so that the pressure of 
the air on opposite sides of the plunger will 
4c always tend to remain at that of the outside 
atmosphere. 

As an instance of the uses to which this en- 
gine may be applied I have shown its piston 
rod connected with a pawl R the oscillation 
45 of which drives a train of wheels. These may 
constitute the train of a clock or of any other 
mechanism. The pawl R is pivoted at R' 
and its bifurcated end engages with the teeth 
of the ratchet wheel alternately on oppo- 
50 site sides of the same, one end of the pawl 
at each half oscillation acting to propel the 
wheel forward through the space of one tooth 
when it is engaged and locked by the other 
end on the last half of the oscillation which 
55 brings the first end into position to engage 
with another tooth. 

Another application of the invention is to 
move a conductor in a magnetic field for gen- 
erating electric currents, and in these and 
60 similar uses it is obvious that the character- 


istics of the engine render it especially adapt- 
ed for use in small sizes or units. 

Having now described my invention, what 
I claim is — 

1 . A reciprocating engine comprising in 65 
combination, a cylinder, a piston and a spring 
connected with or acting upon the reciprocat- 
ing element, the said spring and reciprocating 
element being related in substantially the 
manner described so thatthe forces which tend 70 
to bring the reciprocating parts into a given 
position are proportionate to the displace- 
ments, whereby an isochronous vibration is 
obtained. 

2 . A reciprocating engine comprising in 75 
combination, a cylinder, a piston impelled by 
steam or gas under pressure, and an air spring 
maintained in vibration by the movements of 
the piston, the piston and spring being related 

in substantially the manner described so that 80 
the forces which tend to bring the recipro- 
cating parts into a given position aro pro- 
portionate to the displacements whereby an 
isochronous vibration is obtained. 

3 . The combination of a cylinder and a pis- 85 

ton adapted to be reciprocated by steam or 
gas under pressure, a cylinder and a plunger 
therein reciprocated by the piston and consti- 
tuting an air spring acting upon said piston, 
the piston and spring being related in the 90 
manner described so that the forces which 
tend to bring the piston into a given position 
are proportionate to the displacement where- 
by an isochronous oscillation of the piston is 
obtained. 95 

4 . The combination of a cylinder and a pis- 
ton adapted to be reciprocated by steam or 
gas under pressure, a cylinder and piston con- 
stituting an air spring connected with the 
piston, a jacket forming a chamber around 100 
the air spring through which the steam or 
compressed gas is passed on its way to the 
cylinder, as and for the purpose set forth. 

5 . The method of producing isochronous 
movement herein described, which consists in 105 
reciprocating a piston by steam or gas under 
pressure and controlling the rate or period of 
reciprocation by the vibration of a spring, as 
set forth. 

6. The method of operating a reciprocating no 
engine which consists in reciprocating a pis- 
ton, maintaining by the movements of the pis- 
ton, the vibration of an air spring and apply- 
ing the heat generated by the compression of 
the spring to the steam or gas driving the 115 
piston. 

NIKOLA TESLA. 

Witnesses: 

Parker W. Page, 

R. F. Gaylord. 


(No Model.) 


No. 514,170. 


N. TESLA. 

INCANDESCENT ELECTEIC LIGHT. 

Patented Feb. 6, 1894. 



Jf/f/t esses: 


THE NATIONAL LITHOGRAPHING COMPANY. 


. ImeJitof 


<?^-s 


&tf 





WASHINGTON. D. C. 


United States Patent Office. 


NIKOLA TESLA, OF NEW YORK, N. Y. 

INCANDESCENT ELECTRIC LIGHT. 

SPECIFICATION forming part of Letters Patent No. 514,170, dated February 6, 1894. 
Application filed Januaiy 2, 1892. Renewed December 15, 1893. Serial Ho. 493,776. (ITo model.) 


To all whom it may concern: 

Be it known that I, Nikola Tesla, a citizen 
of the United States, residing at New York, 
in the county and State of New York, have in- 
5 vented a certain new and useful Improvement 
in Incandescent Electric Lamps, of which 
the following is a specification, reference be- 
ing had to the drawings accompanying and 
forming a part of the same, 
to This invention is an improvement in the 
particular class of electric lamps or lighting 
devices invented by me and for which I have 
heretofore obtained Letters Patent, notably 
No. 454 , 622 , dated June 23 , 1891 . 

15 The invention applies more particularly to 
that form of lamp in which a small body or 
button of refractory material is supported by 
a conductor entering a very highly exhausted 
globe or receiver, but is also applicable gen- 
20 erally to other forms of lamp adapted for use 
with similar systems in which currents of 
very high potential and great frequency are 
employed. I have found in the practical ap- 
plications of this system that a considerable 
25 dissipation of energy takes place from the 
conductors conveying the currents of great 
potential and frequency, even when such con- 
ductors are thoroughly insulated both within 
and without the lamp globes, and the sub- 
30 jeet of my present invention is a means for 
„ preventing such dissipation within the lamp, 
or rather for confining it to the particular 
parts or part of the conductor which is de- 
signed to givelight. This object I find I may 
35 readily accomplish by surrounding the lead- 
ing-in and supporting conductors with a con- 
ductor which acts as a static screen. By this 
means the light-giving body or button which 
lies beyond the influence of the screen is 
40 quickly and efficiently brought to and main- 
tained at higher incandescence by a suitable 
electrical current or effect, by reason of the 
fact that the electrical action to which the 
incandescence is due is confined mainly to the 
45 button. 

A description of the ordinary form of lamp 
which I employ will serve to illustrate the 
principle and nature of this improvement, 
and for such description I now refer to the 


drawings which show such lamp in central 50 
vertical section. 

A is a glass globe of the usual form, in the 
base of which is sealed a very thin conduct- 
ing wire B, passing up through a stem of 
glass or other refractory insulator C. To the 5 5 
upper or inner end of this wire is united, as by 
means of a mass of carbon paste D, a carbon or 
other refractory stem E, that supports or car- 
ries a small button of carbon or other suitable 
substance F. Over the stem C is passed, at 60 
any convenient stage in the manufacture of 
the lamp and in any well understood way, a 
metallic tube G. I prefer to use for this.pur- 
pose a very thin cylinder or tube of alumi- 
num and it should entirely surround all parts 65 
of the conductor within the globe except the 
button itself, extending to or nearly up to the 
point of union of the stem E with the button 
F. Such a device by reason of its electro- 
static action reduces the loss of energy sup- y 0 
plied to the bulb, preventing its radiation or 
dissipation into space except through the ex- 
posed or unprotected button. The tube or 
screen G is entirely insulated from the con- 
ductors within the globe and from all exter- 75 
nal conductors or bodies. The globe, by 
means of a suitable air pump, is exhausted 
to as high a degree as practicable, or until a 
non-striking vacuum is attained. It is con- 
nected with the pump by the usual tube which 80 
is sealed off at K. 

The lamp may be made in different forms 
and in different ways, and the invention, as 
may be readily understood from its above 
described nature and purpose, is not confined 85 
to the specific form of lamp herein shown. 

What I claim is — 

1 . In an incandescent electric lamp, the 
combination of an exhausted globe, a refrac- 
tory light-giving body therein, a conductor go 
leading into the globe and connected to or 
supporting the said body, and a conducting 
screen surrounding the said conductor, as set 
forth. 

2 . In an incandescent electric lamp, the 95 
combination of an exhausted globe, a refrac- 
tory light-giving body or button therein, a 
conducting support for said button within the 
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globe, and a metallic tube surrounding or in- 
closing the said conductor up to the point of 
union with the button, as set forth. 

3. In an incandescent electric lamp, the 
combination of an exhausted globe, a wire 
sealed therein, and coated with or embedded 
in a glass stem, a carbon stem united with 
the wire, a refractory conductor mounted on 


said stem, and a conducting tube or cylinder 
surrounding the wire and carbon stem, as and io 
for the purpose set forth. 

NIKOLA TESLA. 

Witnesses: 

Ernest Hopkinson, 

Parker W. Page. 
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To all whom it may concern: 

it^own thatl, Nikola Tesla, a citizen 
of tne United States, residing at New York, in 
the county and State of New York, have in- 
5 7 6I jted certain new and useful Improvements 
in Electric-Railway Systems, of which the fol- 
lowing is a specification, reference being had 
to the drawings accompanying and forming 
a part of the same. 

io _ This invention is an improved system or 
plan of supplying electric current to the mo- 
tors of street or other cars or vehicles from a 
central or stationary source of Supply, with- 
out the use of sliding or rolling contacts be- 
i5 tween the line conductor and the car motors. 
I use in my system alternating or pulsating 
currents of very high potential, and, by rea- 
son mamly of the higher economy, high fre- 
quency. The conductor which conveys these 
20 currents is run from the stationary source of 

supply along the line of travel and preferably 

through a conduit constructed 'between, or 
alongside of the tracks or rails. 

To prevent the dissipation of the electric 
25 energy that would otherwise occur on a cir- 
c ^ 1 . t conveying- currents of the character 
which I use, I insulate the line conductor and 
surround it with a conducting coating that 
serves as a screen, and I prefer, mainly with 
30 the object of localizing the action that would 
result from the establishment of an electrical 

connection between the screen and the ground 

or other conducting body, to divide up the 
outer conductor into insulated sections of 
35 comparatively short length. In the car, or to 
each of a number running on a given track, 
equipped in accordance with my invention, I 
attach an arm carrying a conducting plate 
or bar that is electrically connected with the 
40 motor coils and which by the movement of 
the car is carried in proximity to the line con- 
ductor, so as to take off, by condenser action, 
sufficient energy to run the car motor. 

The details of the invention, and the best 
45 manner I am aware of in which it is or may 
be carried out, I shall explain by reference 
to the accompanying drawings. 

Figure 1 is a view showing a portion of a 
car and the means for supplying the motor of 
So the same with current from, a line conductor 
supported within a conduit between the rails. 
Fig. 2 is an enlarged sectional view of the 


arm carrying the conductor through which 
the electric energy is transmitted from the 
line conductor to the motor. Fig. 3 is an en- 55 
larged view partly in section of the line con- 
ductor. 

I propose to employ an iron conduit A, 
which is buried preferably between the rails 
of the track and provided with a longitudinal 60 
slot along its top close to one edge or side. A 
flange B is formed or applied along the slot, 
forming a protected chamber or compartment 
for containing the line conductor. Thischam- 
ber should be of such form in cross-section 65 
that its walls will be symmetrically disposed 
with respect to the conductor running through 
it, and thus reduce to a minimum any dis- 
turbing inductive effects which would be pro- 
duced byan unsymmetrical disposition of the 70 
walls with respect to the conducting screen or 
covering around the conductor. 

For the line conductor I employ a suitable 
wire C, surrounded by an insulated coating 
D, wliieh is inclosed in a metallic sheathing 75 

G. For the latter I prefer to use iron pipes 
provided with perforated lugs F, by means 
of which the conductor is suspended by in- 
sulated rods or other devices E. I also divide 
up the conducting screen or sheathing into So 
sections insulated from one another, but over- 
lapping so as to leave no breaks in the screen. 

The advantage in dividing up the screen in 
this manner is that the loss due to currents 
induced in the outer conductor is reduced, 85 
while at the same time the grounding of any 
one section would result in a very small loss 
compared with what would take place from a 
continuous sheath; moreover, bv overlapping 
the ends of the sections but little opportunity 90 
is afforded for the dissipation of energy. 

The. car is represented as carrying a motor 

H, which may be of any suitable construction 
and capable of being operated by currents of 
the kind employed. Connected with the mo- 95 
tor or car is an iron or conducting tube I, that 
extends down into the conduits through the 
slot therein. The lower end of this tube is 
bent, in the form of a hook and supports 
within the conductor chamber a bar or plate 100 
J that presents to the line conductor a con- 
ducting surface. This bar or plate is elec- 
trically connected with the motor coils by an 
insulated wire K, that passes up through the 
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tube I, and all parts of the said plate except 
the surface exposed to the conductor C, or its 
metallic sheath, are insulated and protected 
by a metallic screen L. It is obvious that all 
portions of the arm as well as the plate itself 
may be insulated as by a water-proof cover- 
ing, and it will be understood that the prin- 
cipal object of the invention would still be 
attained even though the plate were in actual 
contact with the screen while the car is in 
' motion. . 

In operation, the line conductor C is con- 
nected with a source of current of very high 
potential and great frequency. _ This current | 
15 may be conveyed to any desired distance 
without material loss, as the insulated metal- 
lic covering or sheath around the conductor 
serves as a static screen to prevent the dissi- 
pation of the energy. The presence, however, 
o of a plate J of any car close to the sheath or 
screen disturbs the electrical equilibrium and 
sets up by condenser action a transfer of en- 
ergy from the screen to the plate sufficient to 
operate the motor on the car. 

; In the above, I have described the screen, 
whether continuous or subdivided, as wholly 

insulated from the ground or surrounding con- 
ducting bodies, but the single continuous 
screen or each section of the same, may be 
30 connected to the ground through a condenser 
of relatively very small capacity, through a 
device of high self-induction or resistance, as 
shown in dotted lines at C' in Fig. 1 . 

I do not claim in this application the par- 
n c ticular line conductor described, nor the 
broad idea of inducing from a stationary con- 


ductor the current to operate the motor on a 
traveling car or other vehicle, but 

What I claim is— , , 

1 . In an electric railroad system operated 10 
by electric currents of high potential andlre- 
ouencv, the combination of an insulated and 
electrically screened supply conductor ex- 
tending along the line of travel, a 

or cars carrying a conducting plate or ^ a ’\ 45 
inductive relation to the screened conducts 
and an electrical connection between the said 
plate and the motor, as set forth. 

2 . In an electric railroad system operated 
by electric currents of high potential and fre- 50 
quency, the combination of a supply conduc- 
tor running along the line of travel, a con- 

ductingsheath or screen dividedinto insulated 

sections and surrounding tbe f ai ^. con ^“?|; 0 .^ 
a motor car supporting a conducting body in 55 
proximity to the supply conductor and an 
electrical connection between said body and 
the motor as set forth. 

3 . In an electrical railway system, the com- 
bination with a slotted conduit of an insulated 60 
conductor supported therein, an insulated 
sheath or screen surrounding the conducted, 

a motorcar adapted to run on tracks parallel 
with the conduit, a conducting plate or bar 
carried by an arm depending from the car 65 
into the conduit, and an electrical connection 
between the plate and the motor, as set lortn. 

NIKOLA TESLA. 

Witnesses: 

Ernest IIopkinson, 

Parker W. Page. 
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To all whom it may concern: 

Beit known that I, Nikola Tesla, a citizen 
of the, United States, residing at New York, in 
the county and State of New York, have in- 
5 vented certain new and useful Improvements 
in Electrical Meters, of which the following is 
a specification, reference being had to the 
drawings accompanying and forming a part 
of the same. 

io The subject of this invention is a novel 
method of and apparatus for computing the 
energy that has been expended in a given 
time in a circuit, and is more particularly de- 
signed for measuring the expended energy of 
iS alternating currents and those of varying 
strength. 

The invention is based on the fact that 
when a high tension discharge is made to pass 
from a conductor through a rarefied gas, mi- 
20 nute particles are thrown off from the con- 
ductor and are embodied in any apparatus in 
which the proper conditions for the above re- 
sults are present, and in which the amount of 
the particles thrown off from the conductor 
25 or conductors as a result of such action is in 
proportion to the strength of the current, the 
energy of which is to be computed, and can 
be measured from time to time. As the most 
convenient means of utilizing this principle 
3c in carrying out my invention, I have devised 
an instrument of the following character: In 
a tube or other receiver, preferably of glass, 
are placed two conductors, parallel to each 
other. The most convenient conductors for 
35 this purpose are composed of thin sticks or 
filaments of homogeneous carbon, to the ends 
of which platinum wires are attached, which 
latter are sealed in the glass, and, inside the 
tube protected by a coating of some insulat- 
40 ing material, while their ends outside of the 
tube are connected to or formed as suitable 
terminals. The glass tube is provided with 
a small tube through which it is exhausted to 
- the proper degree and which is sealed off after 
43 exhaustion in the usual manner. If the two 
conductors or carbons be connected to the two 
parts of a circuit over which flows an alter- 
nating current of high tension, a discharge 
takes place from one carbon to the other al- 
50 ternately, that causes infinitesimal particles 
to be thrown off from each, which appreciably 
increases their electrical resistance. This 


variation may be used as a measure of the 
energy of a current, in a working circuit, as I 
shall now explain more in detail and by refer- 55 
ring to the drawings hereto annexed, and in 
which — 

Figure 1 illustrates the instrument above 
described and, diagram matically, the manner 
of using the same. Fig. 2 is a cross section 60 
on an enlarged scale of one of the carbon con- 
ductors. 

One terminal of each of the carbon con- 
ductors A, B, sealed as above described in 
the tube or receiver C, is connected to a ter- 65 
minal of the secondary D of a high tension 
induction coil, preferably constructed with- 
out iron. The carbons are supported by the 
metallic conductors H, preferably of plati- 
num in whole or in part, and having inside 70 
the receiver a coating of insulating material 
L. The primary E of the induction coil is 
connected in series with incandescent lamps 
or other non-inductive translating devices F, 
supplied with alternating currents from any 75 
suitable generator G. Under these condi- 
tions, since the difference of potential at the 
terminals of the secondary of the induction 
coil is proportionate to the primary current, 
it is, therefore, proportionate to the number 80 
of lamps or other devices F. 

The action of the discharge in the tube C 
from one conductor to the other produces a 
uniform throwing off of the infinitesimal par- 
ticles of carbon along the entire length of 83 
the conductors, as the difference of potential 
between the two is practically equal at all 
points, and the increase in resistance will, 
therefore, be uniform. The amount, how- 
ever, of the particles thus thrown off in a 90 
given time is proportionate to the difference 
of potential between the two conductors, and 
hence the increase in the resistance of the 
conductors is in a definite proportion to the 
number of lamp hours. Thus, the energy 95 
may be computed from the variation in the 
resistance of the conductors in the following 
manner: The resistances of the. conductors 
are accurately measured in any of the usual 
ways. Then a known current is caused to 10c 
pass for a given time through the primary 
of the induction coil and a given number of 
lamps. The resistances of the conductors are 
then taken again and the increase gives the 
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constant which permits of the calculation of 
the energy consumed from the variation in 
the resistance of one conductor. 

To simplify the calculation, the carbon 
S conductors may be made rectangular in cross- 
section, see Fig. 2 , which is an enlarged cross- 
section of one of the carbons, coated with 
an insulating substance M, so as to expose 
only one side from which the material is 
io thrown off. In such case the variation of re- 
sistance may be simply multiplied by the 
constant to determine the energy. But it is 
an easy matter to determine .by a simple cal- 
culation the amount of energy expended in 
15 any case, provided the dimensions of the con- 
ductors are known. The former plan is pref- 
erable, however, as by it the energy may be 
directly read off by using a properly gradu- 
ated ohm meter. 

20 If inductive resistances be used in place of 
the lamps F, it will be understood that the 
conditions for ascertaining the energy ex- 
pended must be varied accordingly and in 
well understood ways, which require no spe- 
25 cial description herein. 

I do not limit myself to the specific con- 
struction of the instrument herein shown, for 
the same may be varied in many well under- 
stood ways. For example, only one of the 
30 two conductors need be inside the tube, it 
being only necessary that they be placed in 
such relations that the high tension discharge 
shall take place between them through the 
rarefied gas. 

35 The above described plan I regard as the 
most convenient for ascertaining the amount 
of the particles thrown off from the conduc- 
tors, but other means for this purpose may be 
resorted to. 

40 What I claim as my invention is — 

1 . The method, herein described, of meas- 
uring the amount of electrical energy ex- 
pended in a given time in an electric circuit 
of alternating currents, which consists in 
45 maintaining by such currents a high tension 
discharge through a rarefied gas between two 


conductors, and computing from the amount 
of the particles thrown off from said conduc- 
tors or one of the same by the action of the 
discharge of the energy expended. 50 

2 . The combination with a circuit of alter- 

nating currents, of a meter composed of two 
conductors connected respectively with the 
circuit and separated by a rarefied gas sub- 
stantially as set forth. 55 

3 . The combination with a working circuit 

of alternating currents, translating devices 
substantially as described connected there- 
with, a primary coil in series with the trans- 
lating device and a high tension secondary 60 
therefor, of a meter composed of an exhausted 
receiver having two conductors sealed there- 
in, one terminal of each conductor being con- 
nected to a terminal of the secondary, as set 
forth. 65 

4 . A meter for electric currents, consisting 
in the combination with an exhausted re- 
ceiver, of two conductors contained therein 
and connected with wires sealed into the 
walls of said receiver, the said meter having 70 
two line or circuit terminals, one connected 
with each conductor, therein, as set forth. 

5 . A meter for electric currents, consisting 
in the combination with an exhausted re- 
ceiver of two rectangular carbon conductors 75 
mounted therein and coated with an insulat- 
ing material on three sides, as and for the 
purposes set forth. 

6. A meter for electric currents, consisting 

in the combination with an exhausted re- 80 
ceiver, of two carbon conductors presenting 
surfaces between which a discharge is adapt- 
ed to take place, and metallic conductors 
sealed in the walls of the receiver and sup- 
porting said carbons, the metallic conductors 85 
inside the receiver being coated with an in- 
sulating material, as set forth. 

NIKOLA TESLA. 

Witnesses: 

James N. Catlow, 

Parker W. Page. 
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To all whom it may concern: 

Be it known that I, Nikola Tesla, a citi- 
zen of the United States, residing at New York, 
in the county and State of New York, have 
5 invented certain new and useful Improve- 
ments in Steam-Engines, of which the follow- 
ing is a specification, reference being had to 
the drawings accompanying and forming a 
part of the same. 

io Heretofore, engines, operated by the appli- 
cation of a force such as the elastic tension 
of steam or a gas under pressure, have been 
provided with a fly-wheel, or some rotary sys- 
tem equivalent in its effect and possessing 
i s relatively great mechanical inertia, which was 
relied upon for maintaining a uniform speed. 
I have produced however, an engine which 
without such appurtenances produces, under 
very wide variations of pressure, load, and 
20 other disturbing causes, an oscillating move- 
ment of constant period, and have shown and 
described the same in an application filed on 
August 19 , 1893 , Serial No. 483 , 563 . A de- 
scription of the principle of the construction 
25 and mode of operation of this device is nec- 
essary to an understanding of my present in- 
vention. When a spring which possesses a 
sensible inertia is brought under tension as 
by being stretched and then freed, it will 
30 perform vibrations which are isochronous and, 
as to period, mainly dependent upon the ri- 
gidity of the spring and its own inertia or that 
of the moving system of which it forms an 
immediate part. This is known to be true in 
35 all cases where the force which tends to bring 
the spring or movable system into a given 
position is proportionate to the displacement. 
In utilizing this principle for the purpose of 
producing reciprocating movement of a con- 
40 stant period, I employ the energy of steam or 
gas under pressure, acting through proper 
mechanism, to maintain in oscillation a piston, 
and connect with or cause to act upon such pis- 
ton a spring, preferably, an air spring, under 
45 such conditions as to automatically regulate 
the period of the vibration, so that the alter- 
nate impulses of the power impelled piston 
and the natural vibrations of the spring shall 
always correspond in direction and coincide 
50 in time. In such an apparatus it being es- 
sential that the inertia of the moving system 
and the rigidity of the spring should bear 


certain definite relations, it is obvious that the 
practicable amount of work performed by the 
engine, when this involves the overcoming of 55 
inertia is a limitation to the applicability of 
the engine. I therefore propose, in order to 
secure all the advantages of such perform- 
ances as this form of engine is capable of, to 
utilize it as the means of controlling the ad- 60 
mission and exhaust of steam or gas under 
pressure in other engines generally, but more 
especially those forms of engine in which the 
piston is free to reciprocate, or in other words, 
is not connected with_a fly wheel or other like 65 
device for regulating or controlling its speed. 

The drawings hereto annexed illustrate 
devices by means of which the invention may 
be carried out, Figure 1 being a central ver- 
tical section of an engine embodying my in- 70 
vention, and Fig. 2 a similar view of a modi- 
fication of the same. 

Referring to Fig. 1 ,A designates a cylinder 
containing a reciprocating piston B secured 
to a rod C extending through one or bothcyl- 75 
inder heads. 

D D' are steam ducts communicating with 
the cylinder at or near its ends and E is the 
exhaust chamber or passage located between 
the steam ports. The piston B is provided 80 
with the usual passages F F' which by the 
movements of the piston are brought alter- 
nately into communication with the exhaust 
port. 

G designates a slide valve which when re- 85 
ciprocated admits the steam or the gas by 
which the engine is driven, from the pipe G' 
through the ducts D D' to the ends of the cyl- 
inder. 

The parts thus described may be considered 90 
as exemplifying any cylinder, piston and slide 
valve with the proper ports controlled there- 
by, but the slide valve instead of being de- 
pendent for its movement upon the piston B 
is connected in any manner so as to be recip- 95 
rocated by the piston rod of a small engine of 
constant period, constructed substantially as 
follows : — a is the cylinder, in which works the 
piston 6. An inlet pipe c passes through the 
side of the cylinder at the middle portion of 100 
the same. The cylinder exhausts through 
ports d d into a chamber d' provided with an 
opening d". The piston b is provided with 
two circumferential grooves e, / which com- 
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municate through openings gin the same with 
the cylinder chambers on opposite sides of the 
piston. The special construction of this de- 
vice may be varied considerably, but it is de- 
5 sirable that all the ports, and more particu- 
larly, the exhaust ports be made larger than 
is usually done, so that no force due to the ac- 
tion of the steam or compressed air in the 
chafnbers will tend to retard or accelerate the 
io movement of the piston in either direction. 
The piston b is secured to a rod h which ex- 
tends through the cylinder heads, the lower 
end carrying the slide valve above described 
and the upper end having secured to it a 
15 plunger y in a cylinder i fixed to the cylinder 
a and in line with it. The cylinder i is with- 
out ports of any kind and is air-tight except 
that leakage may occur around the piston rod 
which does not require to be very close fitting, 
20 and constitutes an ordinary form of air spring. 

If steam or a gas under pressure be admit- 
ted through the port c to either side of the 
piston b, the latter, as will be understood, may 
be maintained in reciprocation, and it is free to 
25 move, in the sense that its movement in either 
direction ceases only when the force tending 
to impel it and the momentum which it has 
acquired are counterbalanced by the increas- 
ing pressure of the steam in that end of the 
30 cylinder toward which it is moving, and as in 
its movement the piston has shut off at a gi ven 
point, the pressure that impelled it and estab- 
lished the pressure that tends to return it, it is 
then impelled in the opposite direction, and 
35 this action is continued as long as the x'equi-. 
site pressure is applied. The movements of 
the piston compress and rarefy the air in the 
cylinder i at opposite ends of the same alter- 
nately, and this results in the heating of the 
40 cylinder. But since a variation of the tem- 
perature of the air in the chamber would af- 
fect the rigidity of the air spring, I maintain 
the temperature uniform as by surrounding 
the cylinder i with a jacket a' which is open 
45 to the air and filled with water. 

In . such an engine as that just above de- 
scribed the normal pressure will produce a 
stroke of determined length, which may be 
increased or diminished according to the in- 
50 crease of pressure above or the reduction of 
pressure below the normal and due allowance 
is made in constructing- the engine for a va- 
riation in the length of stroke. The rate ox- 
period of reciprocation of the piston, however, 
55 is no more dependent upon the pressui-e ap- 
plied to drive it, than would be the period of 
oscillation of a pendulum permanently main- 
tained in vibration, upon the foi-ce which pe- 
riodically impels it, the effect of variations in 
60 such force being merely to produce corre- 
sponding variations in the length of stroke 01- 
amplitude of vibration respectively. The pe- 
riod is mainly determined by the rigidity of 
the air spring and the inertia of the moving 
65 system and I may therefore secure any pe- 
i‘iod of oscillation within very wide limits by 
properly proportioning these factors, as by 


varying the dimensions of the air chamber 
which maybe equivalent to varying the rigid- 
ity of the spring, or by adjusting the weight 70 
of the moving parts. This latter is l-eadily 
accomplished by making provision for the at- 
tachment to the piston rod of one or more 
weights h'. Since the only work which the 
small engine has to perform is the reciproca- 75 
tion of the valve attached to the piston rod, 
its load is substantially uniform and its pe- 
riod by reason of its construction will be con- 
stant. • Whatever may be the load on the 
main engine therefore the steam is admitted 80 
to the cylinder at defined intervals, and thus 
any tendency to a change of the period of 
vibration in the main engine is overcome. 

The control of the main engine by the en- 
gine of constant period may be effected in 85 
other ways — of which Fig. 2 will serve as an 
illustration. In this case the piston of the 
conti-olling engine constitutes the slide valve 
of the main engine, so that the latter may be 
considered as operated by the exhaust of the 90 
former. In the figure I have shown two cyl- 
inders A A' placed end to end with a piston 
B and B' in each. The cylinder of the con- 
trolling engine is formed by or in the casing 
intermediate to the two main cylinders but in 95 
allotheressential respects the construction and 
mode of opei-ation of the controllingengine re- 
mains as described in connection with Fig. 1 . 

The exhaust ports d d however, constitute the 
inlet ports of the cylinders A A' and the ex- 10c 
haust of the latter is effected through the 
ports m, m which ai-e controlled by the pis- 
tons B and B' respectively. The inlet port 
for the admission of the steam to the control- 
ling engine is similar to that in Fig. 1 and is 105 
indicated by the dotted cii-cle at the center 
of the piston b. 

An engine of the kind described possesses 
many and important advantages. A much 
more perfect regulation and uniformity of ac- no 
tion is secured, while the engine is simple 
and its weight for a given capacity is very 
greatly l-educed. The reciprocating move- 
ment of the piston may be converted, by the 
ordinary mechanisms into rotary motion or 115 
it may be utilized and applied in any other 
manner desired, either directly or indirectly. 

In another application of even date here- 
with I have shown and described two recip- 
rocating engines combined in such manner 120 
that the movement or operation of one is de- 
pendent upon and controlled by the other. 

In the pi-esent case, however, the controlling 
engine is not designed ixor adapted to per- 
form other work than the regulation of the 125 
period of the other, and it is moreover an en- 
gine of defined character which has the capa- 
bility of an oscillating movement of constant 
period. 

What I claim is — 130 

1 . The combination with the cylinder and 
reciprocating piston and controlling valve of 
an engine adapted to be operated by steam 
or a gas under pressure of an independently 
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controlled engine of constant period operat- 
ing the said valve, as described. 

2. The combination of an engine cylinder, 
a piston adapted to reciprocate therein, a 

5 slide valve for controlling the admission of 
steam to said cylinder, and an independently 
controlled engine of constant period opera- 
tively connected with said valve. 

3. The combination with the cylinder, pis- 
i o ton and valve mechanism of a main or work- 
ing engine, of an independent controlling 
engine comprising a cylinder, a piston con- 
nected with the valve mechanism of the main 
engine, and a spring acting upon the said 

i s piston and controlling the period of its recip- 
rocation, as set forth. 

4. The combination with a cylinder and a 
piston adapted to be reciprocated by steam 
or a gas under pressure of a cylinder and a 

20 plunger therein reciprocated by the piston 


and constituting with its cylinder an air 
spring, and an open jacket or receptacle 
around the said cylinder and containing wa- 
ter to preserve the temperature of the air 
spring uniform, as set forth. 25 

5. The combination with a cylinder, a re- 
ciprocating piston and valve mechanism for 
controlling the admission and exhaust . of lihe 
steam or gas under pressure, of a cylinder, a 
piston connected with and operating said 30 
valve mechanism, and an air spring vibrated 
by the piston, the spring and piston being 
related in substantially the manner described 
to produce a reciprocating movement of con- 
stant period. 

NIKOLA TESLA. 

Witnesses: 

Arthur H. Smith, 

Ernest Hopkinson. 
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To evil whom, it m,cvy conc&m: 

Be it known that I, Nikola Tesla, a sub- 
jeet of the Emperor of Austria-Hungary, from 
Smiijan, Lika, border country of Austria- 
S Hungary, and a resident of New York, in the 
county and State of New York, have invented 
certain new and useful Improvements in Elec- 
tromagnetic Motors, of which the following is 
a specification, reference being had to the 
io drawings accompanying and forming a part 
of the same. 

In previous patents of the United States 
notably in those numbered 381,968 and 
382 , 280 , dated May 1 , 1888, 1 have shown and 
IS described a system of transmitting power by 
means of electro-magnetic generators and mo- 
tors. The distinguishing feature of this sys- 
tem was shown to be the progressive move- 
ment or shifting of the magnetic poles or 
20 points of maximum attraction of a motor, due 
to the action or effect of alternating currents 
passed through independent energizing cir- 
cuits in the motor. To secure this result the 
two currents must have different phases, the 
25 best results being obtained when the two cur- 
rents differ by a quarter phase, or in other 
words when the periods of maximum potential 
of one current coincide with the minimum pe- 
riods of the other, and conversely. I have 
30 also discovered that a single alternating cur- 
rent may be utilized to produce a progression 
or shifting of the magnetic poles of a motor 
if the field magnets of the same be of differ- 
ent magnetic susceptibility in different parts 
35 so that the magnetic phases of the same will 
differ. That is to say, if the field magnets are 
of such character that their different portions 
will be differently magnetized— in respect to 
time— by the same current impulse, and so 
40 disposed that the difference of magnetic 
phase will maintain a rotary or progressive 
shifting of the points of maximum magnetic 
effect. This may be accomplished in various 
ways, as may best be explained by reference 
45 to the accompanying drawings, in which— 
Figure 1 , is a diagrammatic view of a mo- 
tor constructed in accordance with my inven- 
tion and a generator connected therewith. 
Fig. 2 , is an end view of a modified form of 
50 armature for said motor. 


Let A designate an ordinary type of alter- 
nating current generator in the circuit of 
which is to be connected a motor or motors, 
according to my present invention. I con- 
struct such motor or motors in the following 55 
manner: On a shaft a I mount an armature C, 
which for convenience of illustration is pre- 
sumed to be a soft iron plate or disk with two 
cut-away portions or a bar with rounded ends. 
Around this armature I place say four poles" 6 a 
DDEE, of soft iron, and, as is usual in all 
alternating current machines, built up of in- 
sulated plates or sections to prevent the heat- 
ing that would otherwise occur. Each of these 
cores is surrounded by an energizing coil F 65 
and all of these coils are connected to the 
main circuit from the generator A in series 
or in any other manner to receive simultane- 
ously the current impulses delivered by the 
generator. If the cores are all of the same 70 
shape or mass, or composition, and the coils 
are all wound in the same or alternately op- 
posite directions, no rotation would be pro- 
duced by the passage through the coils of a 
current, whether alternating or direct, since 75 
the attractive forces of the poles upon the 
soft iron armature would be developed simul- 
taneously and would counterbalance or neu- 
tralize each other. But to secure rotation I- 
make, for example, the cores D D short with 80 
their coils close to their inner ends and the 
cores E E long, with their coils removed from 
the inner ends. By this means I secure a 
difference in the magnetic phases which the 
poles exhibit, for while the short cores will 85 
respond to the magnetizing effect of an alter- 
nation or impulse of current in the coils in a 
certain time, a greater interval of time will 
elapse before the same magnetic intensity 
will be developed at the ends of the longer 00 
cores, and in practice I have found that this 
difference in phase may be utilized to pro- 
duce the rotation of the armature. The ef- 
fect being virtually to produce a shifting of 
the points of maximum magnetic effect si mi- 05 
lar to that which takes place when two alter- 
nating energizing currents, differing in phase 
are used, as explained in the patents above 
referred to. The essential difference beino- 
that in my patented system the rotation is ef- roo 


3 


524,426 


fected by a time difference of electrical phase, 
while in the present case it is due to a differ- 
ence in magnetic phases. 

The same or similar results are obtainable 
5 by other means. For example, to secure the 
requisite difference of magnetic phase, I may 
make two of the cores as E E of greater mass 
than cores D D, whereby their period of sat- 
uration will be greater than of cores D D, or 
1 3 I may make the cores E E of hard iron or 
steel and the cores D D of soft iron, in which 
case the cores E E offering greater resistance 
to magnetic changes, will not exhibit their 
magnetism as soon after the passage of acur- 
r 5 rent as the cores D D. Or if the cores of one 
set of poles, as D, D, be removed, the attract- 
ive force of the coils or solenoids would be 
exerted instantly while the magnetic cores E 
E would lag or have a different phase. 

20 The special form of the motor is largely a 
matter of choice, nor is the invention limited 
to the number of poles nor to the special form 
of armature shown. For example, I may 
employ such an armature as that shown in 
25 Fig. 2 , which is a cylinder or disk C wound 
with coils G closed upon themselves. This 
adds materially to the efficiency of the motor 
for the reason that currents are induced in 
the closed coils and magnetize the iron cyl- 
30 inder in a manner similar to that described 
in my Patent No. 383,279 of May 1 , 1888 . 

Without limiting myself, therefore, in the 
particulars hereinbefore specified, what I 
claim as my invention is — 

35 1 . In an alternating current motor the com- 

bination with energizing coils adapted to be 
connected with an external circuit of cores of 
different magnetic susceptibility so as to ex- 
hibit differences of magnetic phase under the 


influence of an energizing current, as herein 40 
set forth. 

2 . The combination in an alternating cur- 
rent motor with a rotary armature of mag- 
netic poles, and coils adapted to be connected 
with the external circuit surrounding the 45 
same, the said cores being constructed of dif- 
ferent size or material whereby their mag- 
netic phase will differ in time as set forth. 

3 . The combination in an electro magnetic 
motor with a rotary armature of magnetic 50 
cores of different length or mass and ener- 
gizing coils surrounding the same and adapted 

to be connected with a single source of alter- 
nating currents, as set forth. 

4 . The combination in an electro magnetic 55 
motor with a rotary armature of short mag- 
netic cores as D D and long magnetic cores 

as E E, and energizing coils surrounding the 
same, those on the cores E E being placed at 
a distance from the inner ends of the said 60 
cores, as herein set forth. 

5 . The combination in an electro-magnetic 
motor with energizing coils adapted to be con- 
nected with a source of alternating currents, 
and cores of different magnetic susceptibility, 65 
of an armature wound with coils closed upon 
themselves, as herein set forth. 

6. The combination in an electro magnetic 
motor with a rotary armature of field cores 

of different magnetic susceptibility and en- 70 
ergizing coils thereon connected in series and 
adapted to be connected with a source of al- 
ternating currents, as set forth. 

NIKOLA TESLA. 

Witnesses: 

Geo. N. Moneo, 

A. Patterson. 
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To all whom it may concern: 

Be it known that I, Nikola Tesla, a citi- 
zen of the United States, residing at New 
York, in the county and State of New York, 
5 have invented certain new and useful Im- 
provements in Electromagnetic Motors, of 
which the following is a specification, refer-, 
ence being had to the drawings accompany- 
ing and forming a part of the same, 
i o In former patents granted to me— notably, 
Patents Nos. 381,968 and 382,280, of May 1, 
1888 — I have shown and described a system 
for the electrical transmission of powder char- 
acterized by the following particulars : The 
iS motor contains independent energizing-cir- 
cuits and the generator has corresponding in- 
duced or current-generating circuits which 
are connected by independent line-circuits 
with those of the motor, the said circuits be- 
20 mg- independent iu the sense only that the 
distinctive relations of the currents produced, 
transmitted and utilized in each are preserved 
to produce their proper conjoint effect. The 
disposition of the generator coils or circuits 
25 is such that the currents developed therein 
and transmitted therefrom to the motor will 
have a certain difference of phase — for ex- 
ample, so that the maximum periods of the 
currents generated in one of such circuits co- 
30 incide with the minimum periods. of the cur- 
rents produced in the other circuit, and the 
corresponding energizing-circuits of the mo- 
tor are so arranged that the two currents co- 
operate to effect a progressive shifting of the 
35 magnetic poles or the points of maximum 
magnetic effect in the motor, in consequence 
of which a rotation of its movable element is 
maintained. 

My present invention pertains to this sys- 
4° tern of electrical transmission of power, its 
novel and distinguishing feature, however, 
being a special means for generating or pro- 
ducing in the two motor-circuits the alter- 
nating- current necessary for the operation of 
45 the motor, for while in the instances referred 
to I produce both currents directly by a mag- 
neto-electric machine in the present instance 
I generate or produce in but one of the cir- 
cuits of the motor directly an alternating cur- 
50 rent, and by means of such current induce 
in the other energizing-motor circuit the other 


alternating current necessary for its opera- 
ation. 

When the two currents are both produced 
in the magneto-electric machine, it will be ob- 55 
served that the two line or transmitting cir- 
cuits will of necessity extend the entire dis- 
tance from the generator to the motor; but 
by the plan herein provided one line-circuit 
only is required, as the circuit from the gen- 60 
erator and the other are brought into induct- 
ive relation to each other in the motor itself. 

The following is illustrative of a means by 
which I secure this result in accordance with 
my present invention : I employ as a motor, 65 
for example, a subdivided annular field-mag- 
net within which is mounted a suitable arma- 
ture, as a cylinder or disk, Avound Avith two 
coils at right angles, each of Avhich forms a 
closed circuit. On opposite sides of the an- 70 
nular field-magnet I wind tAvo coils of insu- 
lated AAdre of a size adapted to carry the cur- 
rent from the generator. Over these coils, or 
close to them, in any of the Avell-understood 
Avays, I Avind secondary coils. I also Avind on 75 
the annular .field-magnet midway between 
the first-mentioned coils a pair of coils which 
I connect up in circuit with the secondarw 
coils. 

The last pair of coils I make of finer AA'ire 80 
than the main or line and secondary coils, and 
with a greater number of convolutions, that 
they may ha\ r e a greater relative magnetizing 
effect than either of the others. 

By connecting up the main coils in circuit 85 
with a generator of alternating currents, the 
armature of the motor Avill be rotated. I have 
assumed that this action is explained by the 
following theory : A current-impulse on the 
line passing through the main coils establishes 90 
the magnetic poles of the annular field-mag- 
net at points midAvay betAA- een said coils ; but 
this impulse produces in the secondary coils 
a current differing in phase from the first, 
which, circulating through the second pair of 95 
energizing-coils, tends to establish the pole at 
points ninety degrees removed from their first 
position, Avitk the result of producing a move- 
ment or shifting of the poles in obedience to 
the combined magnetizing effect of the two 100 
sets of coils. This shifting, continued by each 
successive current-impulse, establishes what 
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may bo termed a ‘ ‘ rotary effort, ” and operat es 
to maintain tlie armature in rotation. 

In tlie drawings annexed I have shown, in 
Figure 1 , an alternating- current generator 
5 connected with a motor shown diagrammati- 
callyand constructed in accordance with my 
invention, and in Fig. 2 a diagram of a modi- 
fied form of motor. 

A designates any ordinary form of alter- 
io nating-current generator, and B B the line- 
wires for connecting the same with the motor. 

C is the annular field-magnet of the motor. 

D D are two main coils wound on opposite 
sides of the ring or annular field and con- 
15 nected up with the line and having a tend- 
ency to magnify the ring C with ox>posite poles 
midway between the two coils. 

E E are two other magnetizing-coils wound 
midway between the- coils D D, but having a 
20 stronger magnetizing influence for a current 
of given strength than coils 1 ) D. 

E E are the secondary coils, which are as- 
sociated with the main coils 13 D. They are 
in circuits which include the coils E E, re- 
25 spectively, the connections being made in' 
such order that currents induced in coils F 
and circulating in coils E will act in opjiosi- 
tion to those in coils E in so far only as the lo- 
cation of the magnetic poles in the ring C is 
30 concerned. 

The armature may bo of any of the forms 
used by me in my alternating-current system, 

■ and is shown as wound with two closed coils 
G- II at right angles to each other. 

35 In order to prolong the magnetizing effect 
of the induced currents in producing a shift- 
ing of the poles, I have carried the principle 
of the construction exhibited in Fig. 1 fur- 
ther, thereby obtaining a stronger and better 
40 rotary effect. 

Referring to Fig. 2 , C is an annular field- 
magnet having three pairs or oppositely-lo- 
cated sets of polar projections K L M. Upon 
one pair of these projections, as K, the main 
45 energizing-coils D are wound. Over these arc 
wound the secondary coils E. O11 the next 
polar projections L L are wound the second 
energizing-coils F, which are in circuit with 
coils E. Tertiary-induced coils E' are then 
50 wound over the coils F, and on the remaining 
polar projections M the third energizing-coils 
F' are Around and connected up in the circuit 
of the tertiary coils E'. 

The cylindrical or disk armature core N in 
55 this motor has polar projections wound with 
coils G, forming closed circuits. My object 
in constructing the motor in this Avay is to 
effect more perfectly the shifting of the points 
of maximum magnetic effect. For, assuming 
60 the operation of the motor to be due to the 
action above set forth, the first effect of a 
current-impulse in this motor will be to mag- 
netize the pole-pieces K K ; but the current 
thereby induced in coils E magnetizes the 
65 pole-pieces L, and the current induced in turn 
in coils E' magnetizes the pole-pieces M. The 
pole-pieces are not magnetized, at least to 


their full extent, simultaneously by this 
means; but there is enough of a retardation 
or delay to produce a rotary effect or influ- 70 
ence upon the armature. The application of 
this principle is not limited to the special 
forms of motor herein shown, as any of the 
double-circuit alternating-current motors in- 
vented by me and described in former Letters 75 
Patent to me may be adapted to the same 
purpose. 

This invention, moreover, is not limited to 
the specific means herein shown for inducing 
in one energizing-circuit of the motor the cur- 80 
rents necessary for co-operating with the pri- 
mary current of the generator for producing 
the progressive shifting of the poles or points 
of maximum magnetic effect. 

I believe that I am the first to produce any 85 
kind of a motor adapted to be operated by 
alternating currents and characterized by any 
arrangement of independent circuits brought 
into inductive relation so as to produce a ro- 
tary effort or effect due to the conjoint action 90 
of alternating currents from a source of sup- 
ply in one of the motor-circuits and alternat- 
ing currents induced by the first-named cur- 
rents in the other circuit, and this without 
reference to the specific character or arrange- 95 
ment of the said two circuits in the motor. 

What I therefore claim as my invention is— 

1. In an electromagnetic motor, the combi- 
nation of independent energizing-circuits, one 
adapted to be connected wdtli a source of al- 100 
ternating current, the other arranged in in- 
ductive relation to the said first circuit where- 
by the motor will be operated by the result- 
ant action of the two circuits, as set forth. 

2. The combination in an electromagnetic 105 
motor, Avith an alternating coil or conductor 
and a closed-circuit conductor in inductive 
relation thereto, of an armature mounted so 

as to be Avitliin the field produced by the coil 
and closed conductor, as set forth. no 

3. The combination in an electromagnetic 
motor, Avith energizing - coils adapted to Ik: 
connected xvith tire generator of induced coils 
and independent energizing-coils in circuit 
theiwith and arranged to produce. a shifting 1 1 5 
movement of the points of maximum mag- 
netic effect of the motor, as set forth. 

4. The combination in an electromagnetic 
motor of a series of independent energizing- 
coils or sets of coils and induced coils Avound 120 
on all the energizing-coils or sets of coils but 
the last of the series, the first energizing-coil 

or set of coils being included in circuit xvilh 
a generator and each succeeding energizing- 
coil or set of coils being in circuit Avith the in- 125 
duced coils of the next preceding energizing- 
coils of the series. 

5. In a system for the electrical transmis- 
sion of poAver the combination of an alternat- 
ing-current, generator, a motor Avith an oner- 130 
gizing coil or coils connected Avith the gen- 
erator, secondary coils in inductroe relation 

to said energizing-coils, and energizing-coils 
' in circuit therewith arranged in substantially 
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the manner set forth to produce a movement 
or rotation of the points of maximum mag- 
netic effect of the motor, as set forth. 

6. In an electromagnetic motor the combi- 
5 nation of independent energizing-circuits, one 
for connection with a source of alternating- 
currents, the other in inductive relation to the 
first, whereby a rotary movement or projec- 
tion of the field-poles will be produced by the 


conjoint action of the two and an armature io 
mounted within the influence of the field pro- 
duced by the energizing-circuits and contain- 
ing closed coils or circuits, as set forth. 

NIKOLA TESLA. 

Witnesses : 

Robt. E. Gaylord, 

Frank E. Hartley. 
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To all whom it may concern: 

Be it known tliat I, Nikola Tesla, a citizen 
of the United States, residing at New York, 
in the county and State of New York, have 
5 invented certain new and useful Improve- 
ments in Electrical Condensers, of which the 
following is a specification, reference being 
had to the drawings accompanying and form- 
ing a part of the same. 

i o It has heretofore been announced and dem- 
onstrated by me that, under ordinary condi- 
tions, the efficiency of an electrical condenser 
is greatly increased by the exclusion of air or 
gaseous matter in general from the dielectric. 
15 In a patent granted to me December 8, 1891 , 
No. 464 , 667 , I have shown and described a 
convenient and practicable means of accom- 
plishing this result by immersing the con- 
ducting-plates or armatures of the condenser 
20 in an insulating fluid, such as oil. 

My present invention, while based upon 
this important feature of the practically com- 
plete exclusion of air or gas from the dielec- 
tric, is an improvement on the forms of con- 
25 denser heretofore described and used by me. 
According to my present invention I em- 
ploy an electrolyte, or, in general, a conduct- 
ing liquid in lieu of a solid, as the material 
for the armatures of the condenser, under 
30 conditions more fully hereinafter described, 
whereby air or gas will be practically pre- 
vented from exercising upon the condenser 
or the more active portions of the same the 
detrimental effects present in such devices as 
35 heretofore made. Such condensers are es- 
pecially advantageous when used with cir- 
cuits of great rates of electrical vibration be- 
cause of the high conducting capacity of such 
fluids for currents of this character. There 
40 is, however, a general advantage derived 
from the fact that the conducting fluids have 
a high specific heat, so that the temperature 
remains constant, a condition in many cases 
highly advantageous and not met with in 
45 condensers of ordinary construction. 

In the accompanying drawings, annexed 
in illustration of the manner in which my im- 
provement is or may be carried into practice, 
Figure 1 is a view, partly in vertical section, 
50 of a condenser constructed in accordance with 
the invention. Fig. 2 is a part vertical sec- 
tion of a modified form of such condenser. 


Serial No. 595,928. (No model.) 

A designates a jar or receptacle partly or 
wholly of conducting material and provided 
with a closely-fitting cap or cover B, prefer- 55 
ably of insulating material. Within this re- 
ceptacle is a smaller jar or vessel C, of insu- 
lating material, containing a conducting-elec- 
trode D, supported by the cover B, through 
which passes a suitable terminal E, which 60 
may be incased in an insulating-plug P. The 
spaces within the jars or receptacles are nearly 
filled with a conducting liquid F G, such as a 
saline solution, the two bodies of such liquid 
in the inner and outer receptacles constitut- 65 
ing the condenser -armatures. Above the 
conducting solution in each of the receptacles 
is poured a layer of oil L or other insulating 
liquid, which serves to prevent access of air 
to the highly-charged armatures. The ter- 70 
minals for the two armatures may be pro- 
vided in various ways, but in such forms of 
condenser as that illustrated I prefer to util- 
ize the conducting portion of the outer recep- 
tacle as one terminal, securing a binding-post 75 
to the same, as at II, and to employ an elec- 
trode D of suitably - extended surface im- 
mersed in the liquid of the inner receptacle 
and in electrical connection with the binding- 
post E. It is desirable in some cases to mod- 80 
ify the construction of the condenser, as when 
a larger capacity is required. In such in- 
stances, in order to secure the substantial 
benefits of the improvement above described, 

I construct the instrument as shown in Fig. 2 . 85 
In this case I employ a jar or receptacle A 
which is preferably used also as one terminal 
and filled with a conducting liquid, as before. 

Into the latter extends _a series of connected 
conductors K, inclosed and fully insulated 90 
from the liquid by a coating of such material 
as gutta-percha R. These conductors are 
electrically joined to a terminal E, which ex- 
tends up through the cover B, and constitute 
one of the armatures of the condenser. On 95 
the surface of the electrolyte or conducting 
liquid is poured a quantity of oil L, for the 
purpose above stated. While I have illus- 
trated the invention in its preferred form for 
general practical purposes, it will be under- 100 
stood that without departure from the inven- 
tion its construction may be greatly varied 
and modified. 

What I claim is — 


567,818 


1. In an electric condenser constructed or 
provided with means for the exclusion of air 
and gas, and an armature composed of a con- 
ducting liquid as herein set forth. 

5 2. A condenser comprising as armatures 

two bodies of conducting liquid electrically 
insulated and contained in a receptacle from 
which air and gas are excluded. 

3. A condenser comprising two bodies of 
io conducting liquid electrically insulated and 


contained in a receptacle, and a seal of insu- 
lating liquid on the surfaces of the liquid, as 
set forth. 

In testimony whereof I have hereunto set 
my hand this loth day of June, 1890. 

NIKOLA TESLA. 

Witnesses: 

Drury W. Cooper, 

M. Lawson Dyer. 
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To all whom it may concern .- 
Be it known that I, Nikola Tesla, a citizen 
of the United States, residing at New York, 
in the county and State of New York, have in- 
5 vented certain new and useful Improvements 
in Apparatus for the Production of Electric 
Currents of High Frequency and Potential, 
of which the following is a specification, ref- 
erence being had to the drawings accompany- 
io ing and forming a part of the same. 

The invention which forms the subject of 
my present application is embodied in an im- 
provement on an electrical apparatus in- 
vented by me and described in prior Letters 
iS Patent, notably in United States Patents No, 
462 , 418 , dated November 3 , 1891 , and No. 
454 , 622 , dated J une 23 , 1891 . This apparatus 
was devised for the purpose of converting 
and supplying electrical energy in a form 
20 suited for the production of certain novel 
electrical phenomena which require currents 
of higher frequency and potential than can 
readily or even possibly be developed by gen- 
erators of the ordinary types or by such me- 
25 chanical appliances as were theretofore 
known. The apparatus, as a whole, involves 
means for utilizing the intermittent or oscil- 
lating discharge of the accumulated electrical 
energy of a condenser or a circuit possess- 
3o ing capacity in what may be designated the 
‘ ‘ working ” circuit, or that which contains the 
translating devices or those which are oper- 
ated by such currents. 

The object of my present improvements is 
35 to provide a simple, compact, and effective 
apparatus for producing these effects, but 
adapted more particularly for direct applica- 
tion to and use with existing circuits carry- 
ing direct currents, such as the ordinary mu- 
40 nicipal incandescent-lighting circuits. The 
way in which I accomplish this, so as to meet 
the requirements of practical and economical 
operation under the conditions present, will 
be understood from a general description of 
45 the apparatus which I have devised. In any 
given circuit, which for present purposes may 
be considered as conveying direct currents 
or those of substantially the character of di- 
rect or continuous currents and which for 
50 general purposes of illustration may be as- 
sumed to be a branch or derived circuit across 
the mains from any ordinary source, I inter- 


pose a device or devices in the nature of a 
choking-eoil in order to give to the circuit a 
high self-induction. I also provide a circuit- 55 
controller of any proper character that may 
be operated to make and break said circuit. 
Around the break or point of interruption I 
place a condenser or condensers to store the- 
energy of the discharge-current, and in a lo- 60 
cal circuit and in series with such condenser 
I place the primary of a transformer, the sec- 
ondary of which then becomes the source of 
the currents of high frequency. It will be 
apparent from a consideration of the condi- 65 
tions involved that were the cendenser to be 
directly charged by the current from the 
source and then discharged into the working- 
circuit a very large capacity would ordinarily 
be required, but by the above arrangement 70 
the current of high electromotive force which 
is induced at each break of the main circuit 
furnishes the proper current for charging the 
condenser, which may therefore be small and 
inexpensive. Moreover, it will be observed 75 
that since the self-induction of the circuit 
through which the condenser discharges, as 
welLas the capacity of the condenser itself, 
may be given practically any desired value, 
the frequency of. the discharge-current may 80 
be adjusted at will. 

The object sought in this invention may be 
realized by specifically different arrange- 
ments of apparatus, but in the drawings hereto 
annexed I have illustrated forms which are 85 
typical of the best and most practicable means 
for carrying out the invention of which I am 
at present aware. 

Figure 1 is a diagrammatic illustration of 
the apparatus, and Fig. 2 a modification of 90 
the same. 

Referring to Fig. 1 , A designates any source 
of direct current. In any branch of the cir- 
cuit from said source, such, for example, as 
would be formed by the conductors A" A" 95 
from the mains A' and the conductors K K, 
are placed self-induction or choking coils B 
B and a circuit - controller C. This latter 
may be an ordinary metallic disk or cylinder 
with teeth or separated segments DDEE,of 100 
which one or more pairs, as E E, diametrically 
opposite, are integral or in electrical contact 
with the body of the cylinder, so that when 
the controller is in the position in which the 
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two brushes F P bear upon two of said seg- 
ments E E the circuit through the choking- 
coils B will be closed. The segments D D are 
insulated, and while shown in the drawings 
5 as of substantially the same length of arc as 
the segments E E this latter relation may be 
varied at will to regulate the periods of charg- 
ing and discharging. 

The controller C is designed to be rotated 
10 by any proper device, such, for example, as 
an electromagnetic motor, as shown in Fig. 2, 
receiving current either from the main source 
or elsewhere. Around the controller C, or in 
general in parallel therewith, is a condenser 
15 II, and in series with the latter the primary 
K of a transformer, the secondary L of which 
constitutes the source of the currents of high 
■frequency 'which may be applied to many 
useful purposes, as for electric illumination, 
20 the operation of Crooke’s tubes, or the pro- 
duction of high vacua. 

. L' indicates the circuit from the secondary, 
wh ich may be regarded as the working circuit. 

A more convenient and simplified arrange- 
25 ment of the apparatus is shown in Fig. 2. In 
this case the small motor G, which drives the 
controller, lias its field-coils in derivation to 
the main circuit, and the controller C and 
condenser II are in parallel in the field-cir- 
30 cuit between the two coils. In such case the 
field-coils M take the place of the clioking- 
coils B. In this arrangement, and in fact 
generally, it is preferable to use two con- 
densers or a condenser in two parts and to 
35 arrange the primary coil of the transformer 
between them. The interruptions of the 
field-circuit of the motor should be so rapid 
as to permit only a partial demagnetization 
of the cores. These latter, however, should in 
40 this specific arrangement be laminated. 

The apparatus, as will now be seen, com- 
prises, as essential elements, clioking-coils, a 
circuit - controller, means for rotating the 
same, a condenser, and a transformer. These 
43 elements may be mechanically associated in 
any convenient and compact form, but so far 
as their general arrangement ancl relations 
are concerned I prefer the relative disposi- 
tion illustrated, mainly because, by reason of 
50 their symmetrical arrangement in the cir- 
cuit, the liability of injury to the insulation of 
any of the devices is reduced to a minimum. 

I do not mean to imply by the terms em- 
ployed in describing my improvements that 
55 I limit myself to the use of the precise de- 
vices commonly designated by such terms. 


For instance, the elioking-coil as a distinctive 
device may be wholly dispensed with, pro- 
vided the circuit in which it must otherwise 
be placed have a sufficiently high self -indue- Co 
tion produced in other ways. So, too, the ne- 
cessity of a condenser, strictly speaking, is 
avoided when the circuit itself possesses suf- 
ficient capacity to accomplish the desired re- 
sult. 65 

Having now described my invention and 
the manner in which the same is or may be 
carried into practical effect, what I claim is — 

1. The apparatus herein described for con- 
verting direct currents into currents of high 70 
frequency, comprising in combination a cir- 
cuit of high self-induction, a circuit-control- 
ler adapted to make and break such circuit, 

a condenser into which the said circuit dis- 
charges when interrupted, and a transformer 75 
through the primary of which the condenser 
discharges as set forth. 

2. The combination of a source of direct 
current and a circuit therefrom, clioking-coils 

in said circuit, means for making and break- So 
ing the circuit through said coils, a condenser 
around the point of interruption in the said 
circuit and a transformer having its primary 
in circuit with the condenser as set forth. 

3. The combination with a circuit of high 85 
self-induction and means for making and 
breaking the same, of a condenser around the 
point of interruption in the said circuit, and 

a transformer the primary of which is in the 
condenser-circuit as described. 90 

4. The combination with a circuit of direct 
current and having a high self-induction, of 
a circuit-controller for making and breaking 
said circuit, a motor for driving the control- 
ler, a condenser in a circuit connected with 95 
the first around the point of interruption 
therein, and a transformer the primary of 
which is in circuit with the condenser as set 
forth. 

0. The combination with a circuit of direct 100 
current, a controller for making and break- 
ing the same, a motor having its li old-mag- 
nets in said circuit and driving the said con- 
troller, a condenser connected with the cir- 
cuit around the point of interruption therein 105 
and a transformer the primary of which is in 
circuit with the condenser as set forth. 

NIKOLA TESLA. 

Witnesses: 

Edwin B. IIopkinson, 

M. Lawson Dyer. 
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To all whom it may concern: 

Be it known that I, Nikola Tesla, a citi- 
zen of the United States, residing at New 
York, in the county and State of New York, 
5 have invented certain new and useful Im- 
provements in Apparatus, for Producing 
Ozone, of which the following is a specifica- 
tion, reference being had to the drawings ac- 
companying and forming a part of the same, 
io The invention subject of my present appli- 
cation has primarily as its object to provide 
a simple, cheap, and effective apparatus for 
the production of ozone or such gases as are 
obtained by the action of high-tension elec- 
15 trical discharges, although in the application 
to such purposes of the apparatus heretofore 
invented by me and designed for the produc- 
tion of electric currents of high frequency and 
potential I have made certain improvements 
20 in such apparatus itself which are novel and 
useful -in other and more general applications 
of the same. I have heretofore shown and de- 
scribed, notably in Patents No. 462 , 418 , dated 
November 3 , 1891 , and No. 454 , 622 , dated 
25 June 23 , 1891 , an apparatus devised for the 
purpose of converting and supplying elec- 
trical energy in a form suited for the produc- 
tion of certain novel electrical phenomena 
which require currents of higher frequency 
30 and potential than can readily or even possi- 
bly be developed by generators of the ordi- 
nary types or by such mechanical appliances 
as were theretofore known. This apparatus 
involved means for utilizing the intermittent 
35 or oscillating discharge of the accumulated 
electrical energy of a condenser or a circuit 
possessing capacity in what may be desig- 
nated the “working” circuit or that which 
contains the translating devices or means for 
40 utilizing such currents. In my present im- 
provement I have utilized appliances of this 
general character under conditions and in 
combination with certain instrumentalities, 
hereinafter described, which enable me to pro- 
45 duce, without difficulty and at very slight ex- 
pense, ozone in any desired quantities. I 
would state the apparatus which I have de- 
vised for this purpose is capable of other and 
highly important uses of a similar nature, 
50 but for purposes of the present case I deem 
it sufficient to describe its operation and ef- 


fects when used for the purpose of generat- 
ing ozone. 

In the accompanying drawings, illustrative 
of the principle of construction and mode of 51 
operation of my improvement, Figure 1 is a “ 
diagrammatic illustration of the invention; 
and I ig. 2,- a view, partly in side elevation 
and partly in section, of the apparatus as I 
construct it for practical use. 60 

, The device hereinafter described is espe- 
cially designed for direct application to and 
use with existing circuits carrying direct cur- 
rents, such as the ordinary municipal incan- 
descent-lighting circuits. gr 

Let A B designate the terminals from any ; 
given circuit of this character. In such cir- 
cuit I connect up an electromagnetic motor 
C in any of the usual ways. That is to say, 
the coils of the field and armature maybe in 70 
series or derivation or wholly independent, 
and either or both are connected up in the 
circuit. In the present instance one termi- 
nal, as B, is connected to one of the binding- 
posts, from which the circuit is led through 75 
one field-coil, D, the brushes and commutator 
E, the other field-coil, F, and thence to a 
brush G, which rests upon a circuit-controller 
H, consisting in general of a Conducting disk 
or cylinder with insulating-sections in itspe- 80 
riphery. The other terminal, as A, connects 
with a second brush K, bearing on the con- 
troller, so that the current which passes 
through and operates the motor is period- 
ically interrupted. For this reason the iron 85 
cores of the motor should be laminated. 
Around the controller is formed a circuit of 
low self-induction, which includes a con- ' 
denser L and the primary M of a transformer. 

The circuit, including the motor is of rela- 90 
tively high self-induction, and this property 
is imparted to it by the coils of the motor, or, 
when these are not sufficient, by the addition 
of suitable choking -coils, so that at each 
break of the motor-circuit a current of high 95 
electromotive force will be developed for 
charging the condenser, which may therefore 
be small and inexpensive. The condenser 
discharges through the circuit whibh is com- 
pleted through the brushes G K and the con- 100 
troller II, and since the self-induction of this 
circuit, as well as the capacity of the con- 
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denser itself, may be given practically any 
desired value the frequency of the discharge- 
current may be adjusted at will. The poten- 
tial of the high-frequency discharge-current 
5 is raised by a secondary coil N. in inductive 
relation to the primary M. The conductors 
of such secondary circuit are . connected to 
two insulated conducting -plates P P, and 
when the apparatus is in operation a dis- 
io charge in the form of streams will be main- 
tained between such plates, as indicated by 
the wavy lines in the figures. If air be forced 
between the plates P during this discharge, 
the effectiveness of the apparatus is increased 
15 and ozone is generated in large quantities. 
In order to secure this result, I inclose the 
said plates P P in a casing R of any proper 
description, through which a current of air 
is maintained by a fan S, mounted on the 
20 shaft of the motor. 

This apparatus may be constructed and 
combined in very compact form and small 
compass. Its operation involves but a small 
expenditure of energy, while it requires prac- 
25 tieally no care or attention for the continued 
production of ozone in unlimited amount. 

What I claim as my invention is — 

1 . The combination with a circuit of direet 
cu rrents,of a controller for making and break- 

30 ing the same, a motor included in or connected 
with said circuit so as to increase its - self-in- 
duction, and driving the said controller, a 
condenser in a circuit around the controller, 
and a transformer through the primary of 
35 which the condenser discharges, asset forth. 

2. The combination with a circuit of direct 
currents, of a controller for making and break- 
ing the same, a series- wound motor having 
its coils included in said circuit and driving 

40 the said controller, a condenser connected 
with the circuit around the point of interrup- 
tion therein, and a transformer, the primary 
of which is in the discharge-circuit of the 
condenser, as set forth. 

45 3 . A device for producing ozone comprising 

in combination, surfaces between which an 


electrical discharge takes place, a transformer 
for producing the potential necessary for such 
discharge, a condenser in the primary circuit 
of the transformer, a charging-circuit, means 50 
for charging the condenser by such circuit 
and discharging it through the primary of 
the transformer, and a device for maintain- 
ing a current of air between the discharge- 
surfaces, as set forth. 55 

4 . A device for producing ozone comprising 
in combination, surfaces between which an 
electrical discharge takes place, a transformer 
for producing the potential necessary for such 
discharge, a condenser in the primary circuit 60 
of the transformer, a charging-circuit, means 
for charging the condenser by such circuit 
and discharging it through the primary of 
the transformer, a motor operated by the 
charging-circuit, and a device operated there- 65 
by for maintaining a current of air between 
the discharge-surfaces, as set forth. 

5 . Adevicefor producing ozone comprising 
in combination, surfaces between which an 
electrical discharge takes place, a transformer 70 
for producing the potential necessary for s uch 
discharge, a condenser in the primary circuit 
of the transformer, a charging-circuit, a cir- 
cuit-controller effecting the charging and dis- 
charging of the condenser, and a fan-motor 75 
connected with the charging-circuit and op- 
erating the circuit-controller and adapted to 
maintain a current of air between the dis- 
charge-surfaces, as set forth. 

6. A device for producing ozone comprising 80 
in combination, means for charging a con- 
denser, a circuit of low self-induction and re- 
sistance into which the condenser discharges, 

a coil for raising the potential of such dis- 
charge, and means for passing a current of 85 
air through the high-potential discharge, as 
set forth. 

NIKOLA TESLA! 

Witnesses : 

Drury W. Cooper, 

M. Lawson Dyer. 
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To all whom it may concern: 

Be it known that I, Nikola Tesla, a citi- 
zen of the United States, residing at New 
York, in the county and State of New York, 
5 have invented certain new and useful Im- 
provements in Methods of Regulating Appa- 
ratus for Producing . Currents of High. Fre- 
quency, of which the following is a specifica- 
tion, reference being had to the drawings ac- 
io eompanying and forming a part of the same. 
In previous patents and applications I have 
shown and described a method of and appa- 
ratus for generating electric currents of high 
frequency suitable for the production of va- 
15 rious novel phenomena, such as illumination 
by means of vacuum-tubes, the production 
of ozone, Roentgen shadows, and other pur- 
poses. The special apparatus of this char- 
acter which I have devised for use with cir- 
20 cuits carrying currents in the nature of those 
classed as direct, or such as are generally ob- 
tainable from the ordinary circuits used in 
municipal systems of incandescent lighting, 
is based upon the following principles: 

25 The energy of the direct-current supply is 
periodically directed into and stored in a cir- 
cuit of relatively high self-induction, and in 
such form is employed to charge a condenser 
or circuit of capacity, which, in turn, is 
30 caused to discharge through a circuit of low 
self-induction containing means whereby the 
intermittent current of discharge is raised to 
the potential necessary for producing any de- 
sired effect. 

35 Considering the conditions necessary for 
the attainment of these results, there will 
be found, as the essential elements of the 
system, the supply-circuit, from which the 
periodic impulses are obtained, and what 
40 may be regarded as the local circuits, com- 
prising the circuit of high self-induction for 
charging the condenser and the circuit of 
low self-induction into which the condenser 
discharges and which itself may constitute 
45 the working circuit, or that containing the 
devices for utilizing the current, or may be 
inductively related to a secondary circuit 
which constitutes the working circuit proper. 
These several circuits, it will be understood, 
50 may be more or less interconnected; but for 
purposes of illustration they may be regarded 
as practically distinct, with a circuit-con- 


troller for alternately connecting the con- 
denser with the circuit by which it is charged 
and with that into which it discharges, and 55 
with a primary of a transformer in the lat- 
ter circuit having its secondary in that which 
contains the devices operated Tty the current. 

To this system or combination the inven- 
tion, subject of my present application, per- 60 
tains, and has for its object to provide a 
proper and economical means of regulation 
therefor. 

It is well known that every electric circuit, 
provided its ohmic resistance does not exceed 65 
certain definite limits, has a period of vibra- 
tion of its own analogous to the period of vi- 
bration of a weighted spring. In order to al- 
ternately charge a given circuit of this char- 
acter by periodic impulses impressed upon it 7c 
and to discharge it most effectively, the fre- 
quency of the impressed impulses should bear 
a definite relation to the frequency of vibra- 
tion possessed by the circuit itself. More- 
over, for like reasons the period or vibration 75 
of the discharge-circuit should bear a similar 
relation to the impressed impulses or the 
period of the charging-circuit. When the 
conditions are such that the general law of 
harmonic vibrations is followed, the circuits 80 
are said to be in resonance or in electromag- 
netic synchronism, and this condition I have 
found in my system to be . highly advanta- 
geous. Hence in practice I adjust the elec- 
trical constants of the circuits so that in nor- 85 
mal operation this condition of resonance is 
approximately attained. To accomplish this, 
the number of impulses of current directed 
into the chai'ging-circuit per unit time is 
made equal to the period of the charging-cir- 90 
cuit itself, or, generally, to a harmonic there- 
of, and the same relations are maintained 
between the charging and discharge circuit. 

Any departure from this condition will re- 
sult in a decreased output, and this fact I 95 
take advantage of in regulating such output 
by varying the frequencies of the impulses 
or vibrations in the several circuits. 

Inasmuch as the period of any given cir- 
cuit depends upon the relations of its resist- 100 
ance, self-induction, and capacity, a variation 
of any one or more of these may result in a 
variation in its period. There are therefore 
! various ways in which the frequencies of 
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vibration of the several circuits in the system 
referred to maybe varied, but the most prac- 
ticable and efficient ways of accomplishing 
the desired result are the following : (a) vary- 
5 ing the rate of the impressed impulses of cur- 
rent, or those which are directed from the 
source of- supply into the charging-circuit, as 
by varying the speed of the commutator or 
other circuit-controller; (b) varying the solf- 
10 induction of the charging-circuit; (c) va ly- 
ing the self-induction or capacity of the dis- 
charge-circuit. 

To regulate the output of a single circuit 
which has no vibration of its own by merely 
15 varying its period would evidently require, 
for any extended range of regulation, a very 
wide range of variation of period; but in the 
system described a very wide range of regu- 
lation of the output may be obtained by a 
20 very slight change of the frequency of one of 
the circuits when the above-mentioned rules 
are observed. 

In illustration of my invention I have 
shown by diagrams in the accompanying 
25 drawings some of the more practicable means 
for carrying out the same. The figures, as 
stated, are diagrammatic illustrations of the 
system in its typical form provided with reg- 
ulating devices of different specific eliarac- 
30 ter. These diagrams will be described in de- 
tail in their order. 

In each of the figures, A B designate the 
conductors of a supply-circuit of continuous 
current; C, a motor connected therewith in 
35 any of the usual ways and driving a current- 
controller D, which serves to alternately close 
the supply -circuit through the motor or 
through a self-induction coil E and to con- 
nect such motor-circuit with a condenser F, 
40 the circuit of which contains a primary coil 
G, in proximity to which is a secondary coil 
II, serving as the source of supply to the work- 
ing circuit, or that in which are connected up 
the devices Iv K for utilizing the current. 

45 The circuit-controller, it may be stated, is 
any device which will permit of a periodic 
charging of the condenser F by the energy of 
the supply-circuit and its discharging "into 
a circuit of low self-induction supplying di- 
50 rectly or indirectly the translating devices. 
Inasmuch as the source of supply is generally 
of low potential, it is undesirable to charge 
the condenser directly therefrom, as a con- 
denser of large capacity will in such cases be 
55 required. I therefore employ a motor of high 
self-induction, or in place of or in addition to 
such motor a choking or self-induction coil 
E, to store up the energy of the supply-cur- 
rent directed into it and to deliver it in the 
60 form of a high-potential discharge when its 
circuit is interrupted and connected to the 
terminals of the condenser. 

In order to secure the greatest efficiency in 
a system of this kind, it is essential, as I have 
65 before stated, that the circuits, which, mainly 
as a matter of convenience, I have designated 
as the “charging” and the “discharge” cir- 


cuits, should be approximately in resonance 
or electromagnetic synchronism. Moreover, 
in order to obtain the greatest output from a 70 
given apparatus of this kind, it is desirable 
to maintain as high a frequency as possible. 

The electrical conditions, which are now 
well understood, having been adjusted to se- 
cure, as far as practical considerations will 75 
permit, these results, I effect the regulation 
of the system by adjusting its elements so as 
to depart in a greater or less degree from the 
above conditions with a corresponding varia- 
tion of output. For example, as in Figure 1 , So 
I may vary the speed of the motor, and con- 
sequently of the controller, in any suitable 
manner, as by means of a rheostat L in a 
shunt to such motor or by shifting the posi- 
tion of the brushes on the main commutator 85 
M of the motor or otherwise. A very slight 
variation in this respect, by disturbing the 
relations between the rate of impressed im- 
pulses and the vibration of the circuit of high 
self-induction into which they are directed, go 
causes a marked departure from the condi- 
tion of resonance and a corresponding reduc- 
tion in the amount of energy delivered by the 
impressed impulses to the apparatus. 

A similar result may be secured by modi- 95 
fying any of the constants of the local circuits, 
as above indicated. For example, in Fig. 2 
the choldng-coil E is shown as provided with 
an adjustable core FT, by the movement of 
which into and out of the coil the self- indue- icc 
tion, and consequently the period of the cir- 
cuit containing such coil, may be varied. 

As an example of the way in which the dis- 
charge-circuit, or that into which the con- 
denser discharges, may be modified to pro- icy 
duce the same result I have shown in Fig. 3 
an adjustable self-induction coil R in the cir- 
cuit with the condenser, by the adjustment 
of which the period of vibration of such cir- 
cuit may be changed. n< 

The same result would be secured by vary- 
ing the capacity of the condenser; but if the 
condenser were of relatively large capacity 
this might be an objectionable plan, and a 
more practicable method is to employ a vari- 1 1 ; 
able condenser in the secondary or working- 
circuit, as shown in Fig. 4 . As the potential 
in this circuit is raised to a high degree, a 
condenser of very small capacity may be em- 
ployed, and if the two circuits, primary and 1 2< 
secondary, are very intimately and closely 
connected the variation of capacity in the 
secondary is similar in its effects to the vari- 
ation of the capacity of the condenser in the 
primary. I have illustrated as a means well 12 
adapted for this purpose two metallic plates 
S S, adjustable to and from each other and 
constituting the two armatures of the con- 
denser. 

I have confined the description herein to 13 
a source of supply of direct current, as to 
such the invention more particularly applies, 
but it will be understood that if the system 
be supplied by periodic inrpulses from any 
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source -which will effect the same results the 
regulation. of the system may he effected by 
the method herein described, and this my 
claims are intended to include. 

5 What I claim is — 

1 . The method of regulating the energy de- 
livered by a system for the production of high- 
frequency currents and comprising a supply- 
circuit, a condenser, a circuit through which 

io the same discharges and means for control- 
ling the charging of the condenser by the sup- 
ply-circuit and the discharging of the same, 
the said method consisting in varying the re- 
lations of the frequencies of the impulses in 

15 the circuits comprising the system, as set 
forth. 

2. The method of regulating the energy de- 
livered by a system for the production of high- 
frequency currents comprising a supply-cir- 

20 cuit of direct currents, a condenser adapted 
to be charged by the supply-circuit and to 


discharge through another circuit, the said 
method consisting in varying the frequency 
of the impulses of current from the supply- 
circuit, as set forth. 25 

3 . The method of producing and regulating 
electric currents of high frequency which con- 
sists in directing impulses from a supply-cir- 
cuit into a charging-circuit of high self-in- 
duction, charging a condenser by the accu- 30 
mutated energy of such charging-circuit, dis- 
charging the condenser through a circuit of 
low self-induction, raising the potential of 
the condenser discharge and varying the re- 
lations of the frequencies of the electrical 35 
impulses in the said circuits, as herein set 
forth. 


NIKOLA TESLA. 

Witnesses: 

M. Lawson Dyer, 

Drury W. Cooper. 
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i To all whom it may concern.- current, in order that the effective potential 

j Be it known that I, Nikola Tesla, a cit izen of the impulses charging the condenser may 

| of the United States, residing at New York, be as high as possible. I therefore provide, 55 
1 in the county and State of New York, have in- in case an alternating or equivalent electro- 
s' 5 vented certain new and useful Improvements ihotive force be employed as the source of 
; in Methods of and Apparatus for Producing supply, a circuit-controller which will inter- 
j Currents of High Frequency, of which the fol- Tupt the charging-circuit at instants prede- 
j lowing is a specification, reference being had termined with reference to the variations of 6c 
; to the drawings accompanying and forming potential therein. The . most practicable 
To a part of the same. means for accomplishing this of w r hich I am 

The apparatus for producing electrical aware is to employ a synchronous motor con- 
currents of very high frequency in which nected with the source of supply and operat- 
3 is embodied the invention of my present ing a circuit-controller which interrupts the 65 
| application involves as its chief element charging-current at or about the instant of 
t5 means for the periodic charging of acondenser highest potential of each wave and permits 
or circuit possessing capacity by the energy the condenser to discharge the energy stored 
j of a given source and the discharge of the in it through its appropriate circuit. This 
I same through a circuit of low self-induction, apparatus, which may be considered as typi- 70 
j whereby the rapid succession of impulses cal of the means employed for carrying out 
\ 20 characteristic of a condenser discharge under the invention, I have illustrated in the ac- 
; such circumstances is made available for companying drawings, 
j many practical and useful purposes. The figures are diagrammatic illustrations 

j The general arrangement of circuits and of the system in slightly-modified forms, and 75 
f apparatus which I prefer for ordinary appli- will be described in detail in their order, 

j; 25 cations of this invention I have shown and de- Referring to Figure 1 , A designates any 

i scribed in an application filed by me April 22 , source of alternating or equivalent current, 

189 G, Serial No. 688 , 534 , as comprising a local from which lead off mains A' A'. At any 
circuit of high self-induction connected with point where it is desired to produce the high- 80 
|j a source of supply, a condenser, a discharge- frequency currents a branch circuit B is taken— __ 
j 30 circuit of low self-induction, and a circuit- off from the mains, and in order to raise the 
controller operating to alternately effect the potential of the current a transformer is em- 
j! charging of the condenser by the energy ployed, represented by the primary C and 
j! . stored in the circuit of high self-induction secondary D. The circuit of the secondary 85 
l| and its discharge through that of low self- includes the energizing-coils of a synchro- 
( 35 induction. I have shown, however, in the nous motor E and a circuit-controller, which, 

I! application referred to as the source of sup- in the present instance, in Fig. 1 is shown as 
!l ply a continuous - current generator, or in composed of a metal disk F with insulated . 
general a source of direct currents, and while segments F' in its periphery and fixed to the 90 
the principle of operation and the general shaft of the motor. A11 insulating-arm G, 

40 character of the apparatus remain the same stationary with respect to the motor-shaft 
j whether the current of the source be direct and adjustable with reference to the poles of 
or alternating, yet the economical utilization the fixed magnets, carries two brushes H TI, 
of the latter involves certain special principles which bear upon the periphery of the disk. 95 
j and 9 appliances which it is my present object With the . parts thus arranged the secondary 
; 45 to illustrate as the basis for the claims of in- circuit is completed through the coils of the 
{ vention made herein. motor whenever the two brushes rest upon 

i When the potential of the source periodic- the rininsulated segments of the disk and in- 
i'! ally rises and falls, whether with reversals terrupted through the motor at other times. 100 

j or not is immaterial, it is essential to eco- Such a motor, if properly constructed, in well- 

1 50 nomical operation that the intervals of inter- understood ways, maintains very exact syn- 
ruption of the charging-current should bear chronism with the alterations of the source, 
a definite time relation to the period of the and the arm G may therefore be adjusted to 
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interrupt the current at any determined point 
in its Avaves. It will be understood that by 
the proper relations of insulated and con- 
ducting- segments and the motor-poles the 
5 current may be interrupted twice in each 
complete wave at or about the points of high- 
est potential. The self-induction of the cir- 
cuit containing the motor and controller 
should be high, and the motor itself will 
io usually be constructed in such manner that 
no other self-induction device will be needed. 
The energy stored in this circuit is utilized 
at each break therein to charge a condenser 
K. With this object the terminals of the 
15 condenser are connected to the two brushes 
II II or to points of the circuit adjacent there- 
to, so that when the circuit through the mo- 
tor is interrupted the terminals of the motor- 
circuit will be connected with the condenser, 
20 whereby the latter will receive the high-po- 
tential inductive discharge from the motor 
or secondary circuit. 

The condenser discharges into a circuit of 
low self-induction, one terminal of which is 
25 connected directly to a condenser-terminal 
and the other to the brush It opposite to that 
connected with the other condenser-terminal, 
so that the discharge-circuit of the condenser 
will be completed simultaneously with the 
30 motor-circuit and interrupted while the mo- 
tor-circuit is broken and the condenser being- 
charged. 

The discharge-circuit contains a primary 
M of a few turns, and this induces in a sec- 
35 ondary N impulses of high potential, which 
by reason of their great frequency arc avail- 
able for the operation of vacuum-tubes P, 
single terminal-lamps 11, and other novel and 
useful purposes. 

40 It is obvious that the supply-current need 
not be alternating, provided it be converted 
or transformed into an alternating current 
before reaching the controller. For example, 
the present improvements are applicable to 
45 various forms of rotary transformers, as is 
illustrated in Figs. 2 and 0 . 

E' designates a continuous-current motor, 
here represented as having four lield-poles 
wound with coils E" in shunt to the armature. 
50 The line-wires B B connect with the brushes 
l) 1 >, bearing on the usual commutator. 

On an extension of the motor-shaft is a cir- 
cuit-controller composed of a cylinder the sur- 
face of which is divided into four conducting- 
55 segments c and four insulating-segments d, 
the former being diametrically connected in 
pairs, as shown in Fig. 3 . 

Through the shaft run two insulated con- 
ductors e e from any two com m utator-seg- 
60 ments ninety degrees apart, and these connect 
with the two pairs of segments c, respectively. 
With such arrangement it is evident that any 
two adjacent segments c c become the termi- 
nals of an alternating-current source, so that 
65 if two brushes II II be applied to the periphery 
of the cylinder they will take off current dur- 


ing such portion of the wave as the width of 
segment and position of the brushes may de- 
termine. By adjusting the position of the 
brushes relatively to the cylinder, therefore, 
the alternating current delivered to the seg- 
ments c c may be interrupted at any point in 
its waves. 

While the brushes H II are on the conduct- 
ing-segments the current which they collect 
stores energy in a circuit of high self-induc- 
tion formed by the wires f f, self-induction 
coils S S, the conductors B B, the brushes, 
and commutator. When this circuit is inter- 
rupted by the brushes II II passing onto the in- 
sulating-segments of the controller, the high- 
potential discharge of this circuit charges the 
condensers K Iv, which then discharge through 
the circuit of low self-induction containing 
the primary M. The secondary circuit N con- 
tains any devices, as P It, for utilizing the cu r- 
rent. 

The mechanical construction of the circuit- 
controller maybe greatly varied, and in other 
respects the details shown and described are 1 
merely given as typical illustrations of the 
nature and purpose of the invention. 

What I claim is — 

1. The method herein described of produc- 
ing electric currents of high frequency, which t 
consists in generating an alternating current, 
charging a condenser thereb3 T during deter- 
minate intervals of each wave of said current, 
and discharging the condenser through a cir- 
cuit of low self-induction, as herein set forth. 1 

2 . The combination with a source of alter- 
nating current, a condenser, a circuit-control- 
ler adapted to direct the current during de- 
terminate intervals of each wave into the con- 
denser for charging the same, and a circu it of 1 
low self-induction into which the condenser 
discharges, as sot forth. 

3 . The combination with a source of alter- 
nating current, a synchronous motor operated 
thereby, a circuit-controller operated by the 1 
motor and adapted to interrupt the circuit 
through the motor at determinate points in 
each wave, a condenser connected with the 
motor-circuit and adapted on the interruption 
of the same to receive the energy stored there- 1 
in, and a circuit into which the condenser dis- 
charges, as set forth. 

h The combination with a source of alter- 
nating current, a cliarging-circuit in which 
the energy of said current is stored, a circuit- 1: 
controller adapted to interrupt the charging- 
circuit at determinate points in each wave, a 
condenser for receiving, on the interruption 
of the charging-circuit, the energy accumu- 
lated therein, and a circuit into which the con- 12 
denser discharges when connected therewith 
by the circuit-controller, as set forth. 

NIKOLA TESLA. 

Witnesses : 

M. Lawson Dyer, 

Drury W. Cooper. 
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To all luhom it may concern: 

Be it known that I, Nikola Tesla, a citi- 
zen of the United States, residing at New 
York, in the county and State of New York, 

5 have invented certain new and useful Im- 
provements in Apparatus for Producing Elec- 
trical Currents of High Frequency, of which 
the following is a specification, reference be- 
ing had to the drawings accompanying and 
io forming a part of the same. 

This invention is an improvement in ap- 
paratus for producing electrical currents of 
high frequency in accordance with the gen- 
eral plan heretofore invented and practiced 
1 5 by me and based upon the principle of charg- 
ing a condenser or circuit possessing capacity 
and discharging the same through a circuit 
of low self-induction, so that rapid electrical 
oscillations are obtained. To secure this re- 
20 suit, I employ some means for intermittently 
charging the condenser and for discharging 
it through the circuit of low self-induction; 
and among the means which I have hereto- 
fore employed for this purpose was a me- 
25 chanical contact device which controlled both 
the charging and the discharge circuit in 
such manner that the condenser was alter- 
nately charged by the former and discharged 
into the latter. 

30 My present improvement consists in an ap- 
paratus for effecting the same result by the 
. use of a circuit-controller of special character 
in which the continuity of the paths for the 
current is established at intervals by the pas- 
35 sage of sparks across a dielectric. 

In carrying out my present improvement I , 
employ a circuit-controller containing two 
terminals or sets of terminals movable with 
respect to each other into and out of prox- 
40 imity, and I provide means whereby the in- 
tervals between the periods of close approxi- 
mation, during which the spark passes, may 
be adjusted so that when used in a system 
supplied by a source of alternating current 
45 the periods of make and break may be timed 
with reference to a phaseof the current wave 
or impulse. 

Referring to the drawings, which illustrate 
in its preferred form the improvement above 
50 referred to, Figure 1 is a view, partly in ele- 
vation and partly in section, of a generator 
arranged to give an alternating current with 


the circuit-controller mounted on its shaft. 
Fig. 2 is a section of the controller of Fig. 1 
on line x x of said figure. Fig. 3 is a diagram 
illustrating the system or apparatus as a 
whole. Figs. 4 and 5 are sectional views of 
a modified form of circuit-controller. 

A designates in Fig. 1 a generator having 
a commutator A' and brushes A" bearing 
thereon, and also collecting-rings B B, from 
which an alternating current is taken by 
brushes B' in the well-understood manner. 

The circuit-controller is mounted in part 
on an extension of the shaft C of the gener- 
ator, and in part on the frame of the same, 
or on a stationary sleeve surrounding the 
shaft. Its construction in detail is as follows : 
D is a metal plate with a central hub D', which 
is keyed or clamped to the shaft C. The plate 
is formed with segmental extensions corre- 
sponding; in number to the waves of cur- 
rent which the generator delivers. These 
segments are : preferably cut away, leaving 
only rims or frames, to one of the radial sides 
of which are , secured bent metal plates E, 
which serve as vanes to maintain a circula- 
tion of air when the device is in operation. 
The segmental disk and vanes are contained 
within a close insulated box or case F, mount- 
ed on the bearing of the generator, or in any 
other proper way, but so as to be capable of 
angular adjustment around the shaft. To 
facilitate such adjustment, a screw-rod F', 
provided with a knob or handle, is shown as 
passing through the wall of the box. The 
latter maybe adjusted by this rod, and when 
in proper position may be held therein by 
screwing the rod down into a depression in 
the sleeve or bearing, as shown in Fig. 1. Air- 
passages G G are provided at opposite ends 
of the box, through which air is maintained 
in circulation by the action of the vanes. 
Through the sides of the box F and through 
insulating -gaskets II, when the material of 
the box is not a sufficiently good insulator, 
extend metallic terminal plugs K K, with 
their ends in the plane of the conducting 
segmental disk D and adjustable radially to- 
ward and from the edges of the segments. 
This or similar devices are employed to carry 
out the invention above referred to in the 
manner illustrated in Fig. 3 . A in this'figure 
represents any source of alternating current 
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tlie potential of which is raised bj^ a trans- 
former, of which a is the primary and b the 
secondary. The ends of the secondary cir- 
cuit S are connected to the terminal plugs K 
5 K of an apparatus similar to that of Figs. 1 
and 2 and having segments rotating in syn- 
chronism with the alternations of the current 
source, preferably, as above described, by 
being mounted on the shaft of the generator 
io when the conditions so permit. The plugs 
K K are then adjusted radially, so as to ap- 
proach more or less the path of the outer 
edges of the segmental disk, and so that dur- 
ing the passage of each segment in front of 
15 a plug a spark will pass between them, which 
completes the secondary circuit S. The box 
or the support for the plugs K is adjusted an- 
gularly, so as to bring the plugs and segments 
into proximity at the desired instants with 
20 reference to any phase of the current-wave 
in the secondary circuit and fixed in posi- 
tion in any proper manner. To the plugs 
K K are also connected the terminals of a con- 
denser or condensers L, so that at the instant 
25 of the rupture of the secondary circuit S by 
the cessation of the sparks the energy accu- 
mulated in such circuit will rash into and 
charge the condenser. A path of low self- 
induction and resistance, includinga primary 
30 M of a few turns, is provided to receive the 
discharge of the condenser, when the circuit 
S is again completed by the passage of sparks, 
the discharge being manifested as a succes- 
sion of extremely rapid impulses. The po- 
35 tential of these impulses may be l'aised by a 
secondary T, which constitutes the source of 
current for the working circuit or that con- 
taining the devices R for utili zing the current. 

By means of this apparatus effects of a 
40 novel and useful character are obtainable, but 
to still further increase the efficiency of the 
discharge or working current I have in some 
instances provided a means for further break- 
ing up the individual sparks themselves. A 
45 device for this purpose is shown in Figs. 4 
and 5 . The box or case F in these figures is 
fixedly secured to the frame or bearing of the 
generator or motor which rotates the circuit- 
controller in synchronism with the alternat- 
50 ing source. Within said box is a disk D, fixed 
to the shaft C, with projections d! extending 


from its edge parallel with the axis of the 
shaft. A similar disk D" on a spindle d, in 
face of the first, is mounted in a bearing in 
the end of the box F with a capability of ro- 55 
tary adjustment. The ends of the projec- 
tions d' are deeply serrated or several pins or 
narrow projections placed side by side, as 
shown in Fig. 4 -, so that as those of the oppo- 
site disks pass each other a rapid succession 60 
of sparks will pass from the projections of one 
disk to those of the other. 

What I claim as my invention is — 

1 . The combination with a source of cur- 
rent, of a condenser adapted to be charged. 65 
thereby, a circuit into which the condenser 
discharges in a series of rapid impulses, and 

a circuit-controller for effecting the charging 
and discharge of said condenser, composed of 
conductors movable into and outof proximity 70 
with each other, whereby a spark may be 
maintained between them and the circuit 
closed thereby during determined intervals, 
as set forth. 

2 . The combination with a source of alter- 75 
nating current, of a condenser adapted to be 
charged thereby, a circuit into which the con- 
denser discharges in a series of rapid im- 
pulses, and a circuit-controller for effecting 
the charging and discharge of said condenser, 80 
composed of conductors movable into and out 

of proximity with each other in synchronism 
with the alternations of the source, as set forth. 

3 . A circuit-controller for systems of the 
kind described, comprising in combination a 85 
pair of angularly-adjustable terminals and 
two or more rotating conductors mounted to 
pass in proximity to the said terminals, as 
set forth. 

4 . A circuit-controller for systems of the 90 
kind described, comprising in combination 
two sets of conductors, one capable of rota- 
tion and the other of angular adjustment 
whereby they may be brought into and out of 
proximity to each other, at determinate points, 95 
and one or both being subdivided so as to pre- 
sent a group of conducting-points, as setforth. 

NIKOLA TESLA. 

Witnesses : 

M. Lawson Dyer, 

Drury W. Cooper. 
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To all ivhom it may concern: 

Be it known that I, Nikola Tesla, a citi- 
zen of tlie United. States, residing at New 
York, in the count}?- and State of New York, 
5 have invented certain new and useful Im- 
provements in Apparatus for Producing- Elec- 
tric Currents of High Frequency, of which 
the following is a specification, reference be- 
ing had to the drawings accompanying and 
to forming a part of the same. 

The apparatus for converting electric cur- 
rents of ordinary character into those of high 
frequency, which I have heretofore shown 
and described in applications for Letters 
15 Patent, has usually comprised a condenser 
and a circuit-controller operated by a suit- 
able motive device and acting to alternately 
charge the condenser from a suitable source 
of supply and discharge it through a circuit 
20 of such character as to render the discharge 
one of very high frequency. For many 
purposes it has been found advantageous 
to construct tlie circuit-controller with in- 
sulating and conducting segments of equal 
25 length, so that the condenser is connected 
with its discharge-circuit during one-lialf of 
the time only. It follows from this that the 
working circuit, or that in which the high- 
frequency currents are developed in form for 
30 practical application, receives such currents 
during only one-half the time. 

For certain purposes it is desirable for 
economical operation that there should be no 
cessation of the flow of such currents, and my 
3 5 present improvements have been devised with 
the object of increasing the output of a given 
apparatus by providing means by which, 
without material additions to or complication 
of such apparatus, high-frequency currents 
40 may be produced thereby continuously or 
without periods of rest. 

Broadly stated, the improvement consists 
in the combination of two condensers with a 
circuit-controller of such character and so 
45 operated by a single motive device as to 
charge and discharge said condensers alter- 
nately, whereby one will be discharging- while 
the other is being- charged, and conversely. 

In the drawings hereto annexed, Figure 1 
50 is a diagrammatic illustration of the arrange- 
ment and circuit connections of the inven- 
tion. Fig. 2 is a sectional view of a part of 


the commutator employed; and Fig. 3 is a 
diagram similar to that of Fig-. 1 , illustrative 
of a modified embodiment of the invention. 55 

Let A B designate the two conductors of 
any circuit from which the energy is derived 
that is to be converted into a current of high 
frequency. 

C is a circuit controller or commutator, a 60 
portion only for convenience being shown in 
the figures. It is designed to be rotated by 
any suitable motive device, of which, how- 
ever, the shaft I) only is shown, and its plan 
of construction is as follows: 65 

The letters c d designate two metal heads 
or castings with projecting portions d d', 
which, when the two heads are brought to- 
gether and secured to a hub or shaft, inter- 
mesh, as shown in the drawings. 70 

The spaces between two adjacent projec- 
tions or bars d d' are equal in arc to the width 
of one of said bars and are filled in with blocks 
e, preferably of metal, insulated from the other 
conducting portions of the device. By the 75 
interposition of mica or other suitable insu- 
lating material the two heads or castings c d 
are insulated from each other. Upon the pe- 
riphery of this commutator bear three brushes 
G G' II, the two former resting upon the con- 80 
tinuous metallic portions of the two heads, re- 
spectively, the latter being in position to bear 
upon the projections d d' and blocks e alter- 
nately. 

In order that the brushes may be capable 85 
of carrying any current which tlie operation 
of the apparatus may demand, they are made 
of large cross-section, the brush II being ap- 
proximately equal in width to one of the pro- 
jections or segments d d', or to the space be- 90 
tween adjacent segments, so that in passing 
from one it comes into contact with the next. 

The brush II is connected to the main B 
through a primary coil K of low self-induc- 
tion in inductive relation to a secondary L, 95 
which constitutes the ultimate source of the 
current of high frequency which the appara- 
tus is designed to develop and which feeds a 
circuit containing vacuum-tubes M, single 
terminal lamps M', or other suitable devices. 100 
The brushes G G' are connected with the main 
B through condensers N N', respectively, and 
to the main A through self-induction or chok- 
ing coils 0 O', these latter being used in order 


J 


2 


577,670 


that the inductive discharge of the accumu- 
lated energy therein may be taken advantage 
of in charging the condensers. 

The operation of the apparatus thus de- 
5 scribed is as follows: By the rotation of the 
commutator C the brush H is caused to pass 
over the projections (Z, closing the circuits 
through the primary K and the two condens- 
ers alternately. These two circuits are so ad- 
io justed as to have the same capacity, self-in- 
duction, and resistance. When said brush is 
in electrical connection with any projection 
d’ from the part c', the circuit is closed be- 
tween mains A and B through coil O', brush 
15 O', brush H, and coil K. Energy is there- 
fore accumulated in the coil O'. "At the same 
time the condenser N' is short-circuited 
through the brush G', brush II, and coil Iv, 
and discharges through this circuit the en- 
20 ergy stored in it, the discharge being in the 
form of a series of impulses which induce 
in the secondary I. corresponding impulses 
of high potential. When brush II breaks the 
circuit through coil O', the high-potential dis- 
25 cliai’ge or “kick” from the latter rushes into 
and recharges the condenser N', but as soon 
as the brush II has passed over the interven- 
ing block e and reached the next segment cl 
it closes the circuit through coil 0 and short- 
30 circuits the condenser N, so that high-fre- 
quency currents from either one or the other 
of the two condensers are flowing through the 
primary K practically without interruption. 
Thus without increasing the size or power of 
35 the motive device or complicating in any ma- 
terial degree the commutator these devices are 
made to perform double duty and the output 
of the apparatus as a wdiole greatly increased. 
I11 Fig. 3 I have illustrated a modified form of 
40 commutator for this apparatus, which com- 
prises a disk E, of metal, but insulated from 
its shaft. The periphery of this disk is di- 
vided into conducting and insulated segments 
by the insertion therein of insulated metal 
45 blocks f. The circumferential width of these 
blocks is three times that of the conducting- 
segments A brush F bears upon a con- 
tinuous metallic portion of the disk or upon a 
continuous ring in electrical connection with 
50 the segments/' and is connected with one ter- 


minal of the primary IL Brushes F' F" bear 
upon the periphery of the disk E and are con- 
nected to the main B through the two con- 
densers, respectively. These brushes are ca- 
pable of angular ad j ustment, so that they may 5 5 
be set to bear upon the disk at any two de- 
sired p oints. 

From the explanation of the operation al- 
ready given it is evident that when the two 
brushes F' F" are set so that one leaves a seg- Co 
ment/' at the instant that the other comes 
in contact with a segment /' tiro effect in 
charging and discharging the condensers is 
the same as in the previous instance. The 
capability of vaiying the relations of the 65 
brushes, however, which this form possesses 
has the advantage of permitting not only an 
alternate charging and discharge of the con- 
densers, but their simultaneous charging and 
discharge in multiple arc, whereby the fre- 70 
quency of the current of discharge is reduced. 

It is also evident that all phase differences 
in the charging and discharging of the con- 
densers may in like manner be secured and 
the frequency A r aried within wide limits. Of 75 
course the same motor and circuit-controller 
might be made to charge more than two con- 
densers in succession and to discharge them 
in the same order. 

What I claim is — So 

1 . The combination with a source of elec- 
tric energy, of a plurality of condensers and 
a discharge-circuit therefor, a motive device 
and a circuit-controller operated thereby and 
adapted to direct the energy of the source 85 
into the condensers and connect them with 
the discharge-circuit successively and in al- 
ternation, as set forth. 

2 . The combination with a source of elec- 
tric energy, of a motive device, two condens- 90 
ers, a circuit-controller adapted to direct the 
energy of the source alternately into the said 
condensers, and a discharge-circuit through 
which, by the operation of said circuit-con- 
troller one condenser discharges while the 95 
other is being charged, as set forth. 

NIKOLA TESLA. 

Witnesses : 

M. Lawsoy Dyer, 

Drury W. Cooper. 
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To all whom it may concern: 

Be it known that I, Nikola Tesla, a citi- 
zen of the United States, residing at New Y ork, 
in the county and State of New York, have 
S invented certain new and useful Improve- 
ments in the Manufacture of Electrical Con- 
densers, Coils, and Similar Devices, of which 
the following is a specification, reference be- 
ing had to the drawing which accompanies 
io and forms a part of the same. 

My invention is an improvement in the man - 
ufacture of electrical condensers, coils, and 
other devices, of a similar character in which 
conductors designed to form paths for cur-. 
15 rents of high potential are brought into close 
proximity with each other. Among such de- 
vices are included many forms of condensers, 
transformers, self-induction coils, rheostats, 
and the like. 

20 It has heretofore been shown by me that the 
efficiency and practicability of such devices 
are very greatly enhanced by the exclusion 
of air or gas from the dielectric separating 
the conductors or remote portions of the same 
25 conductor; and the object of my present im- 
provement is to secure such exclusion of air 
in as perfect a manner as possible in a con- 
venient and practicable way. To this end I 
place the condenser or other device to be 
30 treated in a receptacle from which the air 
maybe more or less perfectly exhausted, and 
while in vacuum I introduce an insulating 
substance, which liquefies when subjected to 
heat, such as paraffin, which surrounds the 
35 said device and finds its way into its inter- 
stices. 

When the device has become thoroughly 
saturated with the insulating material, it is 
allowed to cool off usually until the material 
40 begins to solidify. Air is then admitted un- 
der pressure to the receptacle containing the 
device and the pressure maintained until the 
whole mass of insulating material has solidi- 
fied. By this treatment the presence of air 
45 or vacuous spaces in the dielectric, which are 
otherwise liable to form by the contraction 
of the insulating material when cooling, is 
j>r evented. 

Any plan may be followed or apparatus used 
50 for securing the two conditions necessary to 
the attainment of the desired result; that is 
to say, applying the fluid insulating material 


in vacuum and subsequently subjecting it to 
or solidifying it under pressure. The degree 
of exhaustion or of pressure may vary, very 55 
good results being secured by a vacuum of 
about twenty-nine inches and a pressure of 
about one hundred pounds. It may be stated, 
however, that when hydraulic pressure is ap- 
plied very much higher pressures are readily 60 
secured and are of advantage. 

I11 order to facilitate the carrying out of the 
process, I have devised a simple and useful 
apparatus, which is illustrated partly in sec- 
tion in the accompanying drawing. As the 65 
parts of said apparatus are all of well-known 
construction, the apparatus as a whole will 
be fully understood without a full descrip- 
tion of its details. 

A is a tank or receptacle that may be closed 70 
air-tight. Within this tank is a steanucoil 
C, surrounding a vessel B, preferably with 
slightly-sloping sides and provided with a 
tube or pipe D, opening into it near its base. 

The condenser or other device to be treated 75 
is placed in the vessel B, and around the re- 
ceptacle is packed a suitable insulating ma- 
terial in quantity sufficient when liquefied by 
heat to flow through the pipe D into the ves- 
sel B and fill the space in the latter up to the 80 
top of the condenser or other device placed 
therein. 

It is desirable to run into the pipe D enough 
melted material to fill it before using the ap- 
paratus and to make the pipe of a poor heat- 85 
conducting material, so that a little time will 
elapse after the heat is applied to melt the 
material in the tank A before the flow through 
the pipe begins. 

When the apparatus has been thus pre- 90 
pared, the air from the interior of the tank A 
is withdrawn as completely as practicable by 
an air-pump E and steam is passed through the- 
coil C. In order to prevent access of any of 
the volatile constituents of the insulating ma- 95 
terial to the pump, a condenser F, with a cool- 
ing-coil G, is interposed in the piping between 
the tank and pump. After a partial vacuum 
has been secured in the tank A and the lique- 
fied insulating material has been run into the 100 
vessel B the pump may be stopped and the 
tank connected with a receiver II, from which 
the air has been exhausted, and the appara- 
tus allowed to stand until all the interstices 
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of the condenser have been permeated with 
the insulating material. The steam is then 
shut off and cold water . passed through the 
coil C. The connections with the pump are 
5 then reversed and air is forced into the tank 
and receiver II and the further cooling and 
solidification of the insulating material car- 
ried on under a pressure considerably greater 
than that of the atmosphere. After the in- 
io sulating material has cooled and solidified 
the condenser or other device, with the adher- 
ing mass of insulating material, is removed 
from the receptacle and the superfluous in- 
sulating material taken off, 

1 5 I have found that condensers, transformers, 

and similar apparatus treated by this proc- 
ess are of very superior quality and espe- 
cially suited for circuits which convey cur- 
rents of high frequency and potential. 

20 I am aware that conductors covered with a 
more or less porous material have been treated 
by placing them in a closed receptacle, ex- 
hausting the air from the receptacle, then in- 
troducing a fluid insulating compound and 
25 subjecting the same to pressure, for the pur- 
pose of more perfectly incorporating the in- 
sulating compound with the surrounding- 
coating or covering of the conductors and 
causing such compound to enter the inter- 
30 stices in said covering, and I apply this prin- 
ciple of exhausting the air and introducing 
the fluid insulating compound under pres- 
sure in carrying out my improvement. My 


process, however, differs from the foregoing 
mainly in this, that I seek not only to fill the 35 
pores of any porous material that may be in- 
terposed between the conductors of such a 
device as a condenser or coil, but to fill up 
all the spaces in the dielectric, whereby air or 
vacuous spaces, the presence of which in the 40 
dielectric is so deleterious to the device, may 
be effectually prevented. To this end I per- 
mit the insulating compound after its incor- 
poration Avith the device, under exhaustion 
and pressure, to cool and solidify, so that not 45 
only is the air replaced by a solid insulating 
compound, but the formation of vacuous 
spaces by the contraction of the mass on cool- 
ing prevented. 

What I claim is — 50 

The improvement in the manufacture of 
electrical devices such as condensers, which 
consists in inclosing the device in an air-tight 
receptacle, exhausting the air from the re- 
ceptacle, introducing into a vessel containing 55 
the device an insulating material rendered 
fluid by heat, and then when said material 
has permeated the interstices of the said de- 
vice, subjecting the whole to pressure, and 
maintaining such pressure until the material 60 
has cooled and solidified, as set forth. 

NIKOLA TESLA. 

Witnesses: 

M. Lamsok Dyer, 

Parker W. Page. 
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'i'u nli irii.-i:;i it until run rt rn : ■ 

lie it known that I, Xikoi.a -Tesla, it citi- 
zen oft lie 1" nit ed States, residing at Xew York, 
in the eounty and State of Xew York, have in- 
5 vented certain new and. useful Improvements 
* in Apparatus for Producing Currents of lligU 
Frequency, of which the following isspecili- 
cation, 'reference' being' had 16 the drawings 
accompanying .and .'forming a part of the 
io same. 

The invention upon -which' my present ap- 
plication is based is an improvement in appa- 
ratus for the conversion, of electrical currents 
of ordinary character— such, for instance, as 
i- 5 are obtainable from the mains of munieipal 
electric light and power systems and either 
continuous or alternating— into currents of 
very high frequency and potential. 

The improvement is applicable generally to 
so apparatus of the kind heretofore invented by 
me and-morc particularly described in United- 
States Letters Patent granted to me oii Sep- 
tember lT’, IS'.m',. Xo. AOS, 170; but in the de- 
scription of the invention which follows the 
25 illustration is confined to a form of apparatus 
designed for converting a continuous or di- 
rect current into one of high-frequency. In 
the several forms of apparatus for this pur- 
pose which I have devised and heretofore de- 
3c seri Inal I lon e employed a circuit of high self- 
induction connected with the mains from a 
suitable source of current and containing 
some form of circuit-controller for periodic- 
ally interrupting it. Around the break or 
35 point of interruption I have arranged a con- 
denser, into which the circuit discharges when 
interrupted, and this condenser is in turn 
made to discharge through a circuit contain- 
ing the primary of a transformer, and of such 
40 character that the condenser-discharge w ill 
be in the form of an extremely rapid succes- 
sion of impulses. 

Xow in order to secure in an apparatus of 
this kind as high frequency as possible and 
45 the advantages resulting therefrom I subdi- 
vide the condenser necessary for storing the 
energy required into integral 'parts or provide 
independent condensers, and employ means 
I or elm rgiua said condensers in multiple and 
50 discharging them in series through the pri- 
\ of the transformer. 1 o secure this re- 
su!i wiihniit -unduly 'complicating tin- appa- 


ratus is a matter of very considerable diffi- 
culty, but I; have accomplished it by means 
of the apparatus which I shall how proceed 55 
to describe by reference to the drawings.' ' 

Figure I is a side elevation of the appara- 
tus which ! employ, and Fig. - is a diagram 
of the circuit connections. 

: Referring to Fig. 1, A is a box or case con- 60 
tabling the condensers; of which the termi- 
nals are d « h b, respectively. On this case 
is mounted a small electromagnetic motor B, 
by the shaft of 'which is operated the circuit- 
controller C. : Upon the safd controller bear 65 
brushes, as shown at D D' I> ' D 

F F are self-induction coils placed beside 
the motor. Above these is the transformer, 
composed, essentially, of a primary Cf and a 
secondary 1 1. These devices are intended to 70 
be inclosed in a suitable box or case, and may 
be very greatly modi lied- in construction and 
relative arrangement. The circuit-controller, 
however, should -conform in general princi- 
ple of construction to that hereinafter de- 75 
Scribed in so far as may be necessary to se- 
cure the operation pointed out. 

Referring now to Fig. 2 , I, L designate the 
mains from a suitable source of supply, be- 
tween which a circuit is formed, including 80 
the self-induction. coils F F and the circuit- 
controller C. A swatch t? may bo employed 
to bring either or both of the coils F F into 
this circuit, as may be desired. 

The circuit-controller is built up of insu- 85 
lated plates or segments, upon which the posi- 
tive and negative brushes bear, and These 
plates may be considered as belonging to three 
sets or classes, first, the plates in for what 
may be considered as the positive Mulshes. 90 
I) IV in one row, electrically connected to- 
gether, and the corresponding plates n for 
what may similarly bo considered as the neg- 
ative brushes E E' in the other row; second, 
the plates 6, which lie in both rows, and hence 95 
are conveniently made in single pieces ex- 
tending across the controller, and, third, the 
idle or spacing plates p, which are interposed 
in each row between the other two sets. The 
angle between adjacent plates of the same 100 
set is equal to the angle of displacement bc- 
i t ween adjacent brushes of the same sign, and 
1 obviously there may be two or more of each, 
i The brush D of one set is connected with 011c 
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main through the coils F, and each one of the 
brushes of the same set is connected to one 
of the terminals of the condensers M N, re- 
spectively. Similarly the bpush E of the other 
5 set of brushes is connected to the opposite 
main and each of the brushes Of said set to 
the Opposite condenser terminals through the 
i primary or strands of a primary G. In tlie 
diagram, Fig. 2, 1 have shown but two brushes 
io in each set and two condensers, blit more 
than this number may be used, the same plan 
of connections shown and described being fol- 
lowed out. 

In the position of the parts shown in Fig. 
T5 2, in which two positive and two negative.' 
brushes are shown, the brushes are bearing 
on plates in m and n u. Cqnsequently the cir- 
cuit through the coils F F is through the con- 
densers in multiple*, and, assuming that cn- 
20 ergy lias been stored in: said coils, the con- 
densers will thus be charged. If now by the 
movement of. the controller plates or brushes 
the latter are shifted across the idle ohspae- 
ing plates p onto the long or cross-connected 
25 plates o two. 'results' .follow:'. The’ mains are 
short-circuited through the coils F F, which 
therefore store energy, while lh <5 condensers 
are connected in series through the primary 
coil or coils G. These auctions are repeated 
30 by the further movement of the controller, 
thecondensersbeingchargcd in parallel when 
the brushes are on plates 111 n and discharged 
in series when the brushes pass onto plates <>. 
The motor may be run by an independent 
35 source or by current derived from the mains, 
and the apparatus, may be employed to sup- 
ply current for any suitable devices ST, con- 
nected with the secondary coil II. 

As stated above, the specific construction 
40 of the circuit-controller, may be very greatly 
varied without departure from the invention. 
In the drawings the plates are assumed to be 
associated in the form of a cylinder which 
revolves with respect to brushes bearing on 
45 its periphery; but it will be understood that 
this is merely a typical illustration of any 
form of .terminals. 01; contacts and conduc- 
tors, whether rotary or reciprocating, which 
constitute a circuit-controller capable of ef- 
50 feeling the same result. 
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The advantages resulting from the subdi- 
vision of the condenser or the employment of 
a plurality of condensers are mainly that a 
high frequency is obtainable in apparatus of 
any size; that the current of discharge through 55 
the sliding contacts is greatly reduced and 
injury: to such contacts thereby avoided and 
a great saying in wire in the secondary ef 
fectcd. 

What I claim is — 60 

, 1 . In an apparatus of the kind described, 
the: combination with a set of contacts, one 
of which is adapted for connection with one 
of the mains from a source of current, and 
each of -which is connected to one of the ter- C3 
initials of a series of condensers, and a sec- 
ond set of contacts similarly connected to the 
opposite main and condenser terminals, re- 
spectively, of electrically-connected plates or 
segments upon which the contacts of the first 70 
set bear, similarly- connected plates upon 
-which, theVcqntacts of the second set bear, 
and isolated plates common to the two sets 
of contacts, the said plates being arranged in 
the manner described, whereby the eondens- 75 
ers will be alternately charged in multiple 
and. discharged, in series, as set, forth. 

2, In an apparatus of the kind described, 
the combination with a. set of positive brushes, 
one of which is adapted for connection with 80 
one of the maiiis from a source of current, 
and each of which is connected to one of the 
.■■terminals of -a series of condensers, and nega- 
tive brushes similarly connected to the oppo- 
site. main and condenser terminals, respee- 85 
lively, of a cylinder composed of electrically- 
connected segments upon which the positive 
brushes only bear, similarly-connected seg- 
ments upon which the negative brushes only 
bear, and isolated plates upon which both 90 
sets of brushes simultaneously bear, the said 
plates being arranged in the manner de- 
scribed, whereby the condensers will be alter- 
nately charged in multiple and discharged in 
series, as set forth. 

NIKOLA TKSLA. 

Witnesses: 

if. Lawson. Dvkk, 

Duritv W. (’oonu:. 
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To all whom it may concern: 

Bo it known that I, Nikola Tesla, a citi- 
zen of the United States, residing at New 
York, in the county and State of New York, 
5 have invented certain new and useful Im- 
provements in Electrical Transformers, of 
which the following is a specification, refer- 
ence "being had to the drawings accompany- 
ing and forming a part of the same, 
io . The present application is based upon an 
apparatus which I have devised and employed 
for the purpose of developing electrical cur- 
rents of high potential, which transformers 
or induction-coils constructed on the princi- 
15 pies heretofore followed in the manufacture 
of such instruments are wholly incapable of 
producing or practically utilizing, at least 
without serious liability of the destruction of 
the apparatus itself and danger to persons 
20 approaching or handling it. 

The improvement involves a novel form of 
transformer or induction-coil and a system 
for the transmission of electrical energy by 
means of the same in which the energy of the 
25 source is raised to a much higher potential 
for transmission over the line than has ever 
been practically employed heretofore, and the 
apparatus is constructed with reference to the 
production of such a potential and so as to 
30 be not only free from the danger of injury 
from the destruction of insulation, but safe 
to handle. To this end I construct an induc- 
tion-coil or transformer in which the primary 
and secondary coils are wound or arranged 
35 in such manner that the convolutions of the 
conductor of the latter will be farther removed 
from the primary as the liability of injury 
from the effects of potential increases, the 
terminal or point of highest potential being- 
40 the most remote, and so that between adja- 
cent convolutions there shall be the least pos- 
sible difference of potential. 

The type of coil in which the last-named 
features are present is the flat spiral, and this 
45 form I generally employ, winding the primary 
on the outside of the secondary and taking 
off the current from the latter at the center 
or inner end of the spiral. I may depart from 
or vary this form, however, in the particulars 
50 hereinafter specified. 

In constructing my improved transformers 
I employ a length of secondary which is ap- 


proximately one-quarter of the wave length 
of the electrical disturbance in the circuit in- 
cluding - the secondary coil, based on the ve- 55 
locity of propagation of electrical disturb- 
ances through such circuit, or, in general, of 
such length that the potential at the terminal 
of the secondary which is the more remote 
from the primary shall be at its maximum. 60 
In using these coils I connect one end of the 
secondary, or that in proximity to the pri- 
mary, to earth, and in order to more effectually 
provide against injury to persons or to the 
apparatus I also connect it with the primary. 65 

In the accompanying drawings, Figure 1 is a 
diagram illustrating the plan of winding and 
connection which I employ in constructing 
my improved coils and the manner of using 
them for the transmission of energy over long 70 
distances. Fig. 2 is a side elevation, and Fig. 

3 a side elevation and part section, of modi- 
fied forms of induction-coil made in accord- 
ance with my invention.- 

Adesignates a core, which maybe magnetic 75 
when so desired. 

B is the secondary coil, wound upon said 
core in generally spiral form. 

C is the primary, which is wound around 
in proximity to the secondary. One terminal 80 
of the latter will be at the center of the spiral 
coil, and from this the current is taken to 
line or for other purposes. The other termi- 
nal of the secondary is connected to earth 
and preferably also to the primary. 85 

When two coils are used in a transmission 
system in which the currents are raised to a 
high potential and then reconverted to a lower 
potential, the receiving-transformer will be 
constructed and connected in the same man- 90 
ner as the first — that is to say, the inner or cen- 
ter end of what corresponds to the secondary 
of the first will be connected to line and the 
other end to earth and to the local circuit or 
that which corresponds to the primary of the 95 
first. In such case also the line-wire should 
be supported in such manner as to avoid loss 
by the current jumping from line to objects 
in its vicinity and in contact with earth — as, 
for example, by means of long insulators, 100 
mounted, preferably, on metal poles, so that 
in case of leakage from the line it will pass 
harmlessly to earth. In Fig. 1 , where such 
a system is illustrated, a dynamo G is con- 
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veniently represented as supplying tlio pri- 
mary of the sending or “step-up” trans- 
former, and lamps II and motors K are shown 
as connected with the corresponding circuit 
5 of the receiving or “ step-down ” transformer. 

Instead of winding the coils in the form of 
a flat spiral the secondary may be wound on 
a support in the shape of a frustum of a cone 
and the primary wound around its base, as 
jo shown in Fig. 2 . 

In practice for apparatus designed for or- 
dinary usage the coil is preferably constructed 
on the plan illustrated in Fig. 3 . In this fig- 
ure L L are spools of insulating material upon 
i s which the secondary is wound — in the present 
case, however, in two sections, so as to con- 
stitute really two secondaries. The primary 
C is a spirally-wound flat strip surrounding 
both secondaries B. 

20 The inner terminals of the secondaries are 
led out through tubes of insulating material 
M, while the other or outside terminals are 
connected with the primary. 

The length of the secondary coil B or of 
25 each secondary coil when two are used, as in 
Fig. 3 , is, as before stated, approximately one- 
quarter of the wave length of the electrical 
disturbance in the secondary circuit, based 
on the velocity of propagation of the eloc- 
30 trical disturbance through the coil itself and 
the circuit with which it is designed to be 
used — that, is to say, if the rate at which a 
current traverses the circuit, including the 
coil, bo one hundred and eighty -five thousand 
35 miles per second, then a frequency of nine 
hundred and twenty-five per second would 
maintain nine hundred and twenty-five sta- 
tionary waves in a circuit one hundred and 
eighty-five thousand miles long, and each 
40 wave length would be two hundred miles in 
length. F or such a frequency I should use a 
secondary fifty miles in length, so that at one 
terminal the potential would bo zero and at 
the other maximum. 

45 Coils of the character herein described have 

several important advantages. As the po- 
tential increases with the number of turns 
the difference of potential between adjacent 
turns is comparatively small, an d hence a very 
50 high potential, impracticable with ordinary 
coils, may be successfully maintained. 


As the secondary is electrically connected 
with the primary the latter will be at sub- 
stantially the same potential as the adjacent 
portions of the secondary, so that there will 55 
be no tendency for sparks to jump from one 
to the other and destroy the insulation. 
Moreover, as both primary and secondary are 
grounded and the line-terminal of the coil 
carried and protected to a point remote from 60 
the apparatus the danger of a discharge 
through the body of a person handling or ap- 
proaching the apparatus is reduced to a mini- 
mum. 

I am aware that an induction-coil in the 65 
form of a flat spiral is not in itself new, and 
this I do not claim; but 

What I claim as my invention is — 

1 . A transformer for developing or convert- 
ing currents of high potential, comprising a 70 
primary and secondary coil, one terminal of 
the secondary being electrically connected 
with the primary, and with earth when the 
transformer is in vise, as set forth. 

2. A transformer fordevelopingor convert- 75 
ing currents of high potential, comprising a 
primary and secondary wound in the form of 

a flat spiral, the end of the secondary adja- 
cent to the primary being electrically con- 
nected therewith and with earth when the 80 
transformer is in use, as set forth. 

3 . A transformer for developing or convert- 
ing currents of high potential comprising a 
primary and secondary wound in the form of 

a spiral, the secondary being inside of, and 85 
surrounded by, the convolutions of the pri- 
mary and having its adjacent terminal elec- 
trically connected therewith and with earth 
when the transformer is in use, as set forth. 

4 . I11 a system for the conversion and trans- 90 
mission of electrical energy, the combination 

of two transformers, one for raising, the other 
for lowering, the potential of tlio currents, 
the said transformers having one terminal of 
the longer or fine-wire coils connected to line, 95 
and the other terminals adjacent to the 
shorter coils electrically connected therewith 
and to the earth, as set forth. 

NIKOLA TESLA. 

Witnesses: 

M. Lawson Dyer, 

CL W. Maivtlino. 
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To all whom it may eoncei'n: 

Be it known that I, Nikola Tesla, resid- 
ing at New York, in the county and State of 
New York, have invented certain new and 
5 useful Improvements in Electrical- Circuit 
Controllers, of which the following is a speci- 
fication, reference being had to the drawings 
accompanying and forming a part of the same. 

In every form of electrical apparatus in- 
io volving a means for making and breaking, 
more or less abruptly, a circuit a waste of en- 
ergy occurs during the periods of make or 
break, or both, due to the passage of the cur- 
rent through an are formed between the re- 
15 ceding or approaching terminals or contacts, 
or, more generally, through a path of high re- 
sistance. The tendency of the current to per- 
sist after the actual disjunction or to precede 
the conjunction of the terminals exists in 
20 vai-ying degrees in different forms of appa- 
ratus, according to the special conditions 
present. For example, in the ease of an or- 
dinary induction-coil the tendency to the 
formation of an arc at the break is, as a rule, 
25 the greater, while in certain forms of appa- 
ratus I have invented in which the discharge 
of a condenser is utilized this tendency is 
greatest at the instant immediately preced- 
ing the conjunction of the contacts of thecir- 
30 cuit-controller which effects the discharge of 
the condenser. 

The loss of energy occasioned by the causes 
mentioned may be very considerable and is 
generally such as to greatly restrict the use of 
35 the circuit-controller and render impossible a 
practical and economical conversion of con- 
siderable amounts of electrical energy by its 
means, particularly in cases in which a high 
frequency of the makes and breaks is re- 
43 quired. 

Extended experiment and investigation 
conducted with the aim of. discovering a 
means for avoiding the loss incident to the 
use of ordinary forms of circuit-controllers 
45 haveled me to recognize certain laws govern- 
ing the waste of energy and making it de- 
pendent chiefly, on the velocity with which 
the terminals approach and. recede from one 
another and also more or less on the form of 
50 the current-wave. Briefly stated, from both 
. theoretical considerations and practical ex- 
periment it appears that the loss of energy 


in any device for making and breaking a cir- 
cuit, other conditions being the same, is in- 
versely proportional rather to the square than 55 
to the first power of the speed or relative ve- 
locity of the terminals in approaching and re- 
ceding from one another in an instance in 
which the current-curve is not so steep' as to 
materially depart from one which maybe 60 
represented by a sine function of the time; 
but such a case seldom obtains in practice. 

On the contrary, the current-curve resulting 
from a make and break is generally very 
steep and particularly so when, as in my sys- 65 
tem, the circuit-controller effects the charg- 
ing and discharging of a condenser, and con- 
sequently the loss of energy is still more 
rapidly reduced by increased velocity of ap- . 
proach and separation. The demonstration 70 
of these facts and the recognition of the im- 
possibility of attaining the desired results by 
using ordinary forms of circuit-controllers 
led me to invent new and essentially different 
means for making and breaking a circuit in 75 
which I have utilized a conducting fluid, such 
as mercury, as the material for one or both of 
the terminals and devised novel means for 
effecting a rapidly-intermittent contact be- 
tween the fluid and a conductor or series of 80 
conductors forming the other terminal. 

With a view, however, to securing a more 
practical and efficient circuit - controller in 
which not only the relative speed of the ter- 
minals but also the frequency of the makes 85 
and breaks should be very high I devised the 
the form of instrument described in an appli- 
cation filed by me June 3 , 1897 , Serial No. 
639 , 227 , in which a receptacle is rotated to 
impart a rapid movement to a body of con- 90 
ducting fluid contained therein, w r hich is 
brought in rapidly-intermittent contact with 
a conductor having peripheral projections 
extending into the fluid, the movement of the 
latter being conveniently utilized to rotate 95 
the conductor. Such a device, though meet- 
ing fully many requirements in practice, is 
nevertheless subject to certain limitations in 
the matter of attaining a high relative speed 
of approach and separation of the terminals, 100 
since the path of movement of the conduct- 
ing projections is not directly away from and 
toward the fluid, but more or less tangential 
to the surface of the latter, the velocity of 
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approach and separation being of course the 
smaller the greater the diameter of the ro- 
tated conductor or terminal. 

With the object of securing a greater rela- 
5 tivespeedof the terminals and a consequently 
more efficient form of circuit - controller of 
this type I devised the modified form of ap- 
paratus which constitutes the subject of my 
present application. 

io In this apparatus one of the members or 
terminals is a conducting fluid which is caused 
to issue from an orifice against a series of 
spaced conductors in rapid succession. For 
this purpose the series of conductors, or it 
15 may be a single conductor, is moved trans- 
versely through the stream or jet of fluid, or 
the jet is moved so as to impinge upon the 
conductors, or both jet and conductors are 
■ moved. This is preferably accomplished by 
20 mounting the conductors and the tube or duet 
from which the fluid issues concentrically and 
revolving one or both. 

The chief feature of novelty which distin- 
guishes the apparatus and in which my im- 
25 provement resides is the plan adopted for 
maintaining the stream or jet of conduct- 
ing fluid. This consists in utilizing the same 
power that actuates or drives the circuit-con- 
troller in effecting the necessary relative 
30 movement of its terminals to maintain the 
proper circulation of the conducting, fluid 
by combining the two mechanisms (the con- 
troller and the means for maintaining a cir- 
culation of the conducting fluid) in one. This 
35 feature is of great practical advantage and 
may be effected in many ways. A typical ar- 
rangement for this purpose is to provide a 
tube or duct having an orifice at one end di- 
rected toward the spaced conductors and its 
40 other end in a position to take up a portion 
of the rapidly - rotating body of conducting 
fluid, divert it through the duct, and discharge 
it against the conductors. With this object 
when a closed receptacle is used a holder for 
45 the tube is employed, mounted within the re- 
ceptacle and concentrically therewith, and 
this holder, when the receptacle is revolved, 
is held or influenced by any suitable means, 
as by magnetic attraction exerted from the 
50 outside or otherwise, in such manner as to 
keep it either in a fixed position or impress 
upon it a velocity different from that of the 
rotated fluid. 

Such other improvements in details as I 
55 have devised and applied to the construction 
and operation of my improved circuit-con- 
troller will be more fully hereinafter de- 
scribed ; but from the above general statement 
of the nature of the device it will be observed 
60 that by means of the same the velocity of 
relative movement of the two parts or ele- 
ments may be enormously increased and the 
duration of the arc or discharge between them 
at the periods of make and break thereby 
65 greatly reduced without material increase in 
the power required to effect it and without 


impairing the quality of contact or deterio- 
rating the terminals. 

In the drawings hereto annexed, Figure 1 
is a diagram illustrating the system for which 70 
the improvement was more especially de- 
signed. Fig. 2 is a top plan view of the cir- 
cuit-controller. Fig. 3 is a view showing the 
induction-coil of Fig. 1 with its condenser- 
case in side elevation and the circuit-con- 75 
troller in vertical central section. 

The general scheme of the system for use 
with which my improved circuit-controller is 
more especially designed will be understood 
by a brief reference to Fig. 1 . In said figure, 80 
A A represent the terminals of a source of 
current. A' is a self-induction or choking 
coil included in one branch of the circuit and 
permanently connected to one side of a con- 
denser A". The opposite terminal of this 85 
condenser is connected to the other terminal 
of the source through the primary B of a 
transformer, the secondary B' of which sup- 
plies the working circuit containing any suit- 
able translating devices, as B". 90 

The circuit-controller C, which is repre- 
sented conventionally, operates to make and 
break a bridge from one terminal of the 
source to a point between the choking-coil 
A' and the condenser A", from which it will 95 
result that when the circuit is completed 
through the controller the choking-coil A' is 
short-circuited and stores energy which is dis- 
charged into the condenser when the con- 
troller-circuit is broken, to be in turn dis- 100 
charged from the condenser through the pri- 
mary B when these two are 'short-circuited 
by the subsequent completion of the con- 
troller-circuit. 

I refer now to Figs. 2 and 3 for an illus- 105 
tration of the more important and typical 
features of my improved circuit-controller. 

The parts marked a compose a closed recep- 
tacle of cylindrical form having a dome or 
extension of smaller diameter. Therecepla- no 
cle is secured to the end of a spindle c, which 
is mounted vertically in bearings of any char- 
acter suitable for the purpose. As it is in- 
tended to impart a rapid rotation to the re- 
ceptacle a, I have shown a convenient de- 115 
vice for this purpose comprising a fleld-mag- 
net d, secured to the base or frame e, and an 
annular armature /, secured to the recepta- 
cle a. The coils of the armature are con- 
nected with the plates g of a commutator se- 120 
cured to the receptacle a and made in cylin- 
drical form, so as to surround the socket in 
which the spindle c is stepped. A body of 
magnetic ill .rerial h, which serves as an ar- 
mature, is mounted on antifriction-bearings 125 
on an extension of the spindle c, so that the 
receptacle and the body h may have freely 
independent movements of rotation. Sur- 
rounding the dome 6, in-. which the armature 
h is contained, is a core with pole-pieces 0, 130 
which are magnetized by coils p, wound on 
the core. The said core is stationary, being 
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supported by arms r, Fig. 2, independently 
of the receptacle, so that when the recepta- 
cle is rotated and the core energized the at- 
tractive force exerted by the poles o upon the 
5 armature h within the receptacle a holds the 
said armature against rotation. To prevent 
loss from currents set up in the shell of the 
dome 6, the latter should be made of German 
silver or other similar precaution taken. An 
ro arm i is secured to the armature Ti within the 
receptacle a and carries at its end a short 
tube 7 c, bent, as shown in Fig. 2 , so that one 
open end is tangential to the receptacle-wall 
and the other directed toward the center of 
iS the same. Secured to the top plate of the re- 
ceptacle a are a series of conducting-plates Z. 
The part of the top plate s from which said 
conducting-plates Z depend is insulated from 
the receptacle proper by insulating packing- 
20 rings t , but is electrically connected with the 
dome 6, and in order to maintain electrical 
connection from an external circuit to the 
conductors Z a mercury-cup w is set in the 
top of the dome, into which cup extends a sta- 
25 tionary terminal plug n. A small quantity 
of a conducting fluid, such as mercury, is put 
into the receptacle a, and when the latter is 
rotated the mercury by centrifugal action 
is forced out toward its periphery and rises 
30 up along its inner wall. When it reaches the 
level of the open-mouthed tube 7 c, a portion is 
taken up by the latter, which is stationary, 
and forced by its momentum through the tube 
and discharged against the conductors Z as 
35 the latter pass in rapid succession by the ori- 
fice of said tube. In this way the circuit be- 
tween the receptacle and the conductors Z is 
completed during the periods in which the 
stream or jet of mercury impinges upon any 
40 of the conductors Zand broken whenever the 
stream is discharged through the spaces be- 
tween the conductors. 

From the nature of the construction and 
mode of operation of the above-described ap- 
45 paratus it is evident that the relative speed of 
separation and approach of the two elements 
or terminals (the jet and the conductors Z) may 
be extremely high, while such increased speed 
affects in no material respect the quality of 
50 contact. ■ 

A circuit-controller of the kind described 
is applicable and useful in many other sys- 
tems and apparatus than that particularly 
described herein, and may be greatly modi- 
55 fled in construction without departure from 
the invention. 

I am aware that a jet or stream of conduct- 
ing fluid has heretofore been employed as a 
means for completing an electric circuit, and 
60 I do not claim, broadly, the employment of a 
conducting fluid in such form as a contact or 
terminal; but so far as I am aware both the 
purpose for which I employ such form of con- 
tact or terminal and the manner in which I 
65 apply it are wholly of my invention, neither 
having been heretofore proposed. 

What I claim is — 


1 . The combination with a receptacle of a 
conductor or series of spaced conductors, a 
nozzle or tube for directing a jet or stream of 70 
fluid against the same, the nozzle and conduc- 
tor being capable of movement relatively to 
each other, and means for maintaining a cir- 
culation of conducting fluid, contained in the 
receptacle, through the said nozzle, and de- 75 
pendent for operation upon such relative 
movement, as set forth. 

2. The combination with a closed recepta- 
cle of a conductor or series of spaced conduc- 
tors, a nozzle or tube for directing a jet or 80 
stream of fluid against the same, and means 
for forcing a conducting fluid contained in 
the receptacle through the said nozzle, these 
parts being associated within the receptacle 
and adapted to be operated by the application 85 
of a single actuating power, as set forth. 

3 . The combination with a receptacle con- 
taining a series of spaced conductors, a duct 
within the receptacle having one of its ends 
directed toward the said conductors, means 90 
for maintaining a rapid movement of rela- 
tive rotation between the said end and the 
conductors and means for maintaining a cir- 
culation of a conducting fluid contained in 
the receptacle through the duct against the 95 
conductors, the said conductors and jet con- 
stituting respectively the terminals or ele- 
ments of an electric-circuit controller. 

4 . The combination with a receptacle, ca- 
pable of rotation and containing a series of 100 
spaced conductors, a duct within the recepta- 
cle having an orifice directed toward the said 
conductors, and an open end in position to 
take up a conducting fluid from a body of the 
same contained in the receptacle, when the 105 
latter is rotated, and direct it against the con- 
ductors, the said conductors and the fluid 
constituting the terminals or elements of an 
electric-circuit controller. 

5 . The combination with a receptacle for no 
containing a conducting fluid and a series of 
spaced conductors thereon, of a duct having 

an orifice directed toward the said conductors 
and forming a conduit through which the 
fluid when the receptacle is rotated is forced 115 
and thrown upon the conductors. 

6. The combination with a receptacle ca- 
pable of rotation, and a series of conductors 
mounted therein, of a duct having an orifice 
directed toward the conductors, a holder for 120 
said duct mounted on bearings within the re- 
ceptacle which permit of a free relative rota- 
tion of said receptacle and holder, and means 
for opposing the rotation of the said holder 

in the direction of the movement of the fluid 125 
while the receptacle is rotated, whereby the 
conducting fluid within the receptacle will be 
caused to flow through the duct against the 
conductors. 

7 . The combination with a receptacle and 130 
a motor for rotating the same, of a magnetic 
body mounted in the receptacle, a magnet ex- 
terior to the receptacle for maintaining the 
body stationary while the receptacle rotates, 
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a series of conductors in the receptacle and 
a duct carried by the said magnetic body and 
adapted to take up at one end a conducting 
fluid in the receptacle when the latter rotates 
S and to direct such fluid from its opposite end 
against the series of conductors. 

8 . The combination with a receptacle for 
containing a conducting fluid, a series of 
spaced conductors within the same, and a 
io motor, the armature of which is connected 
with the receptacle so as to impart rotation 
thereto, a magnetic body capable of turning 


freely within the receptacle about an axis 
concentric with that of the 1 latter, a duct car- 
ried by the said body having one end in po- 15 
sition to take up the conducting fluid and the 
other in position to discharge it against the 
spaced conductors, and a magnet exterior to 
the receptacle for holding the magnetic body 
stationary when the receptacle is rotated. 20 

NIKOLA TESLA. 

Witnesses: 

M. Lawson Dyer, 

G. W. Martling. 


No 609.246. 


(No Model.) 


Patented Aug. 16, 1898. 

N. TESLA. 

ELECTRIC CIRCUIT CONTROLLER. 


Application filed Feb. 28, 1898.J 



S^XcrH/? 



j f/rvertior 

6<y 


NORniS PETERS CO.. PHOTO-UTHO., WASHINGTON. O. C. 


United - States Patent Office. 

NIKOLA TESLA, OF NEW YORK, N. Y. 

ELECTRIC-CIRCUIT CONTROLLER. 


SPECIFICATION forming part of Letters Patent No. 609,246, dated August 16, 1898. 
Application filed IVbniary 28, 1898. Serial Ho. 671,897. (Ho model,! 


To all whom it may concern: 

Be it known that I, Nikola Tesla, a citi- 
zen of the United States, residing in the bor- 
ough of Manhattan, in the city, county, and 
S State of New York, have invented certain new 
and useful Improvements in Electric-Circuit 
Controllers, of which the following -is a speci- 
fication, reference being had to the drawing 
accompanying and forming a part of the same, 
io The invention which forms the subject of 
my present application is an improvement in 
a novel class of circuit-controlling appliances 
heretofore invented by me and more espe- 
cially designed to be used with my mow well- 
15 known apparatus for the production of elec- 
tric currents of high frequency by means of 
condenser-discharges, but applicable gener- 
ally as a means for making and breaking an 
electric circuit. 

20 In the circuit-controllers of the particular 
class or type to which my present improve- 
ment pertains I have utilized a conducting 
liquid as one of the terminals and have em- 
ployed as the other terminal a solid conductor 
25 and provided various means for bringing the | 
two into rapidly-intermittent contact. ; 

The distinguishing feature of my present " 
improvement lies chiefly in the use of a con- .! 
ducting liquid for both the terminals under ; 
30 conditions which permit of a rapidly-inter- ; 
mittent contact between them, as will be 
herein set forth. 

The accompanying drawing illustrates an 
apparatus.embodying the principle of my said 
35 improvement. 

The figure is a central vertical section of 
the circuit-controller. 

In the drawing is shown a receptacle com- 
posed of two cylindrical metallic portions A 
40 A', secured together by bolts B and nuts C, 
but insulated from each other. The recep- 
tacle is journaled, by means of trunnions 
formed on or secured to its ends, in standards 
D D, and any suitable means is employed to 
45 impart rotation to it. This is conveniently 
effected by constructing or organizing the re- 
ceptacle in such manner that it may serve as 
the rotating element of an electromagnetic 
motor in conjunction with a surrounding 
5& stationary element E E. The abutting ends 
of the two parts of the receptacle are formed 


with inwardly-extending flanges F, which di- 
vide the peripheral portions of the recepta- 
cle into two compartments G G'. Into one of 
these compartments, as G, extends a spindle 55 
H, having its bearing in the end of the part 
A and the trunnion secured to or extending 
■therefrom. -Into the other compartment G' 
extends a spindle H', similarly journaled in 
the end of part A' andjts trunnion. Each 60 
spindle carries or is formed with a weighted 
arm K, which, remaining in a vertical posi- 
tion, holds its spindle stationary when the 
receptacleds revolved. 

To the weighted arm of spindle H is secured 65 
a standard L, carrying a tube L', with one 
open end in close proximity to the inner pe- 
ripheral wall of the compartment G and the 
other directed toward the axis, but inclined 
toward the opposite compartment. To the 70 
weighted arm of spindle IT is similarly se- 
cured a standard M, which is hollow and con- 
stitutes a portion of a duct or passage which 
extends through a part of the spindle and 
opens through a nozzle M' into a circular 75 
chamber N in the wall of the part A'. From 
this chamber run passages N' to nozzles 0 , in 
position to discharge jets or streams of liquid 
in such directions as to intersect, when the 
nozzles are rotated, a stream issuing from the 80 
end of tube L'. 

In each portion or compartment of the re- 
ceptacle is placed a quantity of a conducting 
liquid, such as mercury, and the ends of the 
■tubes L' and M are provided with openings 85 
which take up the mercury when on the ro- 
tation of the receptacle it is carried by cen- 
trifugal force against the peripheral wall. 

The mercury when taken up by the tube L' 
issues in a stream or jet from the inner end 90 
of said tube and is projected into the com- 
partment G'. The mercury taken up by the 
tube M runs into the circular chamber N, 
from which it is forced throughthe passages 
N' to the nozzles O, from which it issues in 95 
jets or streams directed into the compart- 
ment G. As the nozzles 0 revolve with the 
receptacle the streams which issue from them 
will therefore be carried across the path of 
the stream which issues from the tube L' and 100 
which is stationary, and the circuit between 
the two compartments will be completed by 
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the streams whenever they intersect and in- 
terrupted at all other times. 

The continuity of the jets or streams is not 
preserved' ordinarily to any great distance 
5 beyond the orifices from which they issue, 
and hence they do not serve as conductors to 
electrically connect the two sides of the re- 
ceptacle beyond their point of intersection 
with each other. 

io It will be understood that so far as the broad 

feature of maintaining the terminal jets is 
concerned widely-different means may be em- 
ployed for the purpose and that the spindles 
mounted in free bearings concentrically with 
15 the axis of rotation of the receptacle and held 
against rotation by the weighted arms consti- 
tute but one specific way of accomplishing this 
result. This particular plan, however, has 
certain advantages and may be applied to cir- 
20 cuit-controllers of this class generally when- 
ever it is necessary to maintain a stationary or 
nearly stationary body within a rotating re- 
ceptacle. It is further evident from the na- 
ture of the case that it is not essential that 
25 the jet or jets in one compartment or portion 
of the instrument should be stationary and 
the others rotating, but only that there should 
be such relative movement between them as 
to cause the two sets to come into rapidly-in- 
30 termittent contact in the operation of the de- 
vice. 

The number of jets, whether stationary or 
rotating, is purely arbitrary; but since the 
conducting fluid is directed from one com- 
35 partment into the other the aggregate amount 
normally discharged from the compartments 
should be approximately equal. However, 
since there always exists a tendency to pro- 
ject a greater quantity of the fluid from that 
40 compartment which contains the greater into 
that which contains the lesser amount no dif- 
ficulty will be found in this respect in main- 
taining the proper conditions for the satisfac- 
tory operation of the instrument. 

45 A practical advantage, especially important 

when a great number of breaks per unit of 
time is desired, is secured by making the 
number of jets in one compartment even and 
in the other odd and placing each jet sym- 
50 metrically with respect to the center of rota- 
tion. Preferably the difference between the 
number of jets should be one. By such means 
the distances between the jets of each set are 
made the greatest possible and hurtful short- 
55 circuits are avoided. 

For the sake of illustration let the number 
of jets or nozzles L' in one compartment be 
nine and the number of those marked 0 in 
the other compartment ten. Then by one 
60 revolution of the receptacle there will be 
ninety makes and breaks. To attain the same 
result with only one jet, as L', it would be 
necessary to employ ninety jets O in the other 
compartment, and this would be objection- 
65 able, not only because of the close proximity 
of the jets, but also of the great quantity of 
fluid required to maintain them. 


In the use of the instrument as a circuit- 
controller it is merely necessary to connect 
the two insulated parts of the receptacle to 70 
the two parts of the circuit, respectively, as 
by causing brushes X Y, connected with cir- 
cuit-wires, to bear at any suitable points on 
the said two parts A A'. 

In instruments of this character in which 75 
both terminals are formed by a liquid element 
there is no wear or deterioration of the ter- 
minals and the contact between them is more 
perfect. The durability and efficiency of the 
devices are thus very greatly increased. 80 

Having now described my invention, what 
I claim is — 

1 . A circuit-controller comprising in com- 
bination means for producing streams or jets 

of conducting liquid forming the terminals, 85 
and means for bringing the jets or streams of 
the respective terminals into intermittent 
contact with each other, as set forth. 

2 . In a circuit-controller, the combination 
with two sets of orifices adapted to discharge 90 
jets in different directions, means for main- 
taining jets of conducting liquid through said 
orifices, and means for moving said orifices 
relatively to each other so that the jets from 
those of one set will intermittently intersect 95 
those from the other, as set forth. 

3 . The combination in a circuit-controller 
of ducts and means for discharging therefrom 
streams or jets of conducting fluid in elec- 
trical contact with the two parts of the circuit 100 
respectively, the orifices of said ducts being 
capable of movement relatively to each other, 
whereby the streams discharged therefrom 
will intersect at intervals during their rela- 
tive movement, and make and break the elec- 105 
trie circuit, as set forth. 

4 . In a circuit-controller the combination 
with one or more stationary nozzles and means 
for causing a conducting fluid forming one 
terminal to issue therefrom, of one or more no 
rotating tubes or nozzles, means for causing 

a conducting liquid forming the other ter- 
minal to issue therefrom, the said rotating 
nozzles being movable through such a path as 
to cause the liquid issuing therefrom to in- 115 
tersect that from the stationary nozzles as set 
forth. 

5 . The combination with a rotating recep- 
tacle divided into two insulated compart- 
ments, a spindle in one compartment with its 120 
axis concentric with that of the receptacle, 
means for opposing the rotation of said spin- 
dle, and a tube or duct carried by the spindle 
and adapted to take up a conducting fluid at 
one end from the inner periphery of the com- 125 
partment when the receptacle is rotated and 
direct it from the other end into the other 
compartment, of a similar spindle in the other 
compartment and means for opposing its ro- 
tation, a tube carried by the spindle andhav- 130 
ing an opening at one end near the inner pe- 
riphery of the compartment and discharging 
into a chamber from which lead one or more 
passages to nozzles fixed to the rotating re- 
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ceptacle and adapted to discharge across the 
path of the jet from the stationary nozzle, as 
set forth. 

6. In a circuit-controller the combination 
5 with a rotating receptacle of a body mounted 

therein and formed or provided with a 
weighted portion eccentric to its axis which 
opposes its rotation and a tube or duct car- 
ried by said body and adapted to take up a 
io conducting fluid from the rotating receptacle 
as set forth. 

7. In a circuit-controller the combination 
of two sets of nozzles and means for project- 


ing from the same, jets of conducting fluid 
which constitute respectively the terminals 15 
of the controller, means for moving the noz- 
zles relatively to each other so that the jets 
of the two sets are brought successively into 
contact, the nozzles of each set being arran ged 
symmetrically about an axis of rotation , there 2 o 
being one more nozzle in one set than in the 
other. 

NIKOLA TESLA. 

Witnesses: 

M. Lawson Dyer, 

G. W. Martling. 
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To all whom it may concern:. 

Be it known that I, Nikola Tesla, of the 
borough of Manhattan, in the city, county, and' 
State of New York, have invented certain new 
S and useful Improvements in Circuit-Control- 
lers, of which the following is a specification, 
reference being had to the drawings accompa- 
nying and forming a part of the same. 

In an application filed by me on June 3 
10 1897 , Serial No. 639 , 227, 1 have shown and de- 
scribed a device for making and breaking an 
electric circuit comprising a rotary receptacle 
containing a conducting fluid andaterminaL- 
mounted within but independently of the re- 
T5 ceptacle and caused by the rotation of the 
latter to make and break electrical contact 
with the fluid. 

The invention on which my present appli- 
cation is based is an improvement in devices 
2° of this particular class, and has primarily as 
its object the production of a circuit -con- 
troller in which an independently-mounted 
terminal operated in a similar manner by a 
rotating body of conducting fluid may be in- 
25 closed within. a gas-tight receptacle. 

The.invention comprises features of con- 
struction by which this object is practically 
secured and certain improvements applicable 
to this and other analogous devices, as will be 
30 more fully hereinafter set forth. 

In the accompanying drawings, Figure 1 is 
veitical central section of the improved cir- 
cuit-controller, and Fig. 2 a top plan view of 
the same with the top or cover of the recep- 
35 tacle removed. 

The operative portions of the circuit-con- 
trolling mechanism are contained in a closed 
cylindrical receptacle A, of iron or steel 
mounted on a spindle B in a suitable socket 
4° or support C to permit it to be freely and rap- 
idly rotated. The socket C is secured to or 
forms a part of a base or stand D. 

As a means of producing the proper rota- 
tion of the receptacle A, I have shown a field- 
45 magnet E, mounted on or secured to the base - 
O, and an armature F, supported by a bracket 
Wtrom the under side of the receptacle A. : 
1 ne same bracket also carries a series of com- < 
mutator - segments II, upon which bear - 

50 brushes I, these parts being arranged to con- 1 

statute an electromagnetic motor with sta- 1 
tionary field and rotating armature. It may | 


be stated that any Other suitable means majr 
. be employed to rotate the receptacle and the 
fluid. - .. 

In . the spindle B and concentric with its 
axis is a spindle J in bearings specially con- 
structed to reduce friction in order that the 
spindle J may be as little as possible influ- 
enced by the rotation of the main spindle and 60 
receptacle carried thereby v A suitable pro- 
vision is made to oppose or prevent the rota- 
tion of the spindle J during the rotation of 
the receptacle. I have devised for this pur- 
■ pose the following: gc 

I he spindle B. is held by its bearings at an 
angle to the vertical, and a weight K is secured 
eccentrically to the spindle J and tends to hold 
the said.spindle always in one position. The 
inclination of theaxesof rotation necessary for 70 
this result may be substantially that shown 
and should not be materially greater, for the 
reason that it is especially advantageous to 
preserve the spindles and bearings as nearly 
as. practicable vertical on account of lesser 75 
friction and easier lubrication. 

Attached to the spindle J or weight K is an 
insulated bracket L, carrying a standard or 
socket M, in which is mounted on antifriction- 
bearings a spindle N. Secured to this latter 80 
is a plate with radial arms 0, from which de- 
pend vanes or blades P, with projections Q 
extending, radially therefrom. A shield or 
screen R incloses the vanes, except on the 
side adjacent to the inner periphery of the 84 
receptacle A. , 

A small quantity of a conducting fluid S is 
placed in the receptacle, and in order to se- 
cure a good electrical connection between the 
vanes P and a terminal on the outside of the go 
receptacle a small mercury-cup T, in metallic 
contact with the vanes through the bracket 
L and socket M, is secured to the -weight K. 

A metal stud V, set in an insulated bolt W, 
projects into the cup .T through a packed 95 
opening in its cover. One terminal of the cir- 
cuit-controlling mechanism will thus be any 
part of the metal receptacle and the other 
the insulated bolt W. The apparatus maybe 
connected up. in circuit by connecting the 100 
wires of the circuit to a brush X, bearing on 
the bolt W , and to a binding-post Y in contact 
with the base D. 

To operate the apparatus, the receptacle is 
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set in rotation, and as its speed increases the 
mercury or other conducting fluid which it 
contains is carried by centrifugal force up the 
sides of the inner wall, over which it spreads 
5 in a layer. When this layer rises sufficiently 
to encounter the projections Q on the blades 
or vanes P, the latter are set in rapid rotation, 
and the electrical connection between the ter- 
minal of the apparatus is thereby made and 
io broken, it may be, with very great rapidity. 

The projections Q are preferably placed at 
different heights on the vanes P, so as to se- 
cure greater certainty of good contact with 
the mercury film when in rapid rotation. 

15 As to the forms of the circuit -controller 
heretofore referred to and upon which my 
present invention is an improvement the 
blades or vanes P may be regarded in a broad 
sense as typical of any device — such, for ex- 
20 ample, as a stelliform disk — which will be set 
and maintained in rotation by that of the re- 
ceptacle. So, also, having regard to the fea- 
ture of my invention which provides for 
maintaining such a device in operation in a 
25 receptacle which may be hermetically sealed, 
so as to be capable of containing an inert me- 
dium underpressure in which the makes and 
breaks occur and which medium is practi- 
cally essential to a long-continued and eco- 
30 nomical operation of the device, I may em- 
ploy other and widely-different means for op- 
posing or preventing the rotation of the part 
carrying such vanes in the direction of the 
rotation of the receptacle and fluid. 

33 Having now described my invention, what 
I claim is — 

1. A circuit-controller comprising, in com- 
bination, a closed receptacle containing a 
fluid, means for rotating the receptacle, a sup- 
40 port mounted within the receptacle, means 
for opposing or preventing its movement in 
the direction of rotation of the receptacle, 
and a conductor earned by said support and 
adapted to make and break electric connec- 
45 tion with the receptacle through the fluid, as 
set forth. 


2. A circuit-controller comprising, in com- 
bination, a terminal capable of rotation and 
formed or provided with radiating contacts, 

a closed receptacle containing a fluid which 50 
constitutes the opposite terminal, means for 
rotating the receptacle, a support therein for 
the rotating terminal, and means for oppos- 
ing or preventing the rotation of the support 
in the direction of the rotation of the recep- 55 
tacle, as set forth. 

3. In a circuit-controller, the combination 
with a receptacle capable of rotation about 
an axis inclined to the vertical and contain- 
ing a fluid which constitutes one terminal, a 60 
second terminal mounted within the recep- 
tacle, on a support capable of free rotation 
relatively to the receptacle, and a weight ec- 
centric to the axis of rotation of the support 
for said terminal for opposing or preventing 65 
its movement in the direction of the rotation 

of the said receptacle, as set forth. 

4. The combination with a receptacle 
mounted to revolve about an axis inclined to 
the vertical, of a spindle within the recep- 7° 
tacle and concentric with its axis, a weight 
eccentric to the spindle, and a terminal car- 
ried by the said spindle, and adapted to be 
rotated by a body of conducting fluid con- 
tained in the receptacle when the latter is 75 
rotated, as set forth. 

5. The combination with a receptacle 
mounted to rotate about an axis inclined to 
the vertical, a spindle within the receptacle 
and concentric with its axis, a weighted arm 80 
attached to said spindle, a bracket or arm 
also secured to said spindle, a rotary terminal 
with radiating contact arms or vanes mount- 
ed on said bracket in position to be rotated 
by a body of conducting fluid contained in 85 
said receptacle when said fluid is displaced 
by centrifugal action, as set forth. 

NIKOLA TESLA. 

Witnesses: 

M. Lawson Dyer, 

G. W. Marxian g. 
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To all whom it may concern: 

Be it known that I, Nikola Tesla, of the 
borough of Manhattan, in the city, county, and 
State of New York, have invented certain new 
5 and useful Improvements in Circuit-Control- 
lers, of which the following is a specification, 
reference being had to the drawing accompa- 
nying and forming a part of the same. 

In previous applications filed by me, nota- 
io bly in Serial No. 660 , 518 , filed December 2 , 
1897 , and others, I have shown and described 
various forms of electric-circuit controllers 
in which a conducting fluid is used for one or 
both of the terminals. These contrivances, 
15 while applicable generally as a means of mak- 
ing and breaking an electric circuit with 
great rapidity, were devised by me more espe- 
cially for use in my now well-known system of 
electrical conversion by means of condenser- 
20 discharges and for this reason have been de- 
signed with especial reference to the peculiar 
and exceptional conditions which obtain in 
such systems. My present invention is an 
improvement in circuit -controllers of this 
25 kind, and in order that the object and nature 
of the improvement maybe more readily un- 
derstood and appreciated I may refer briefly 
to the more essential characteristics of the 
devices described before upon which the 
30 presentimprovementisbased. As it was pri- 
marily essential that these controllers be ca- 
pable of making and breaking the circuit at 
a very rapid rate and as such a result could 
not be secured practically or economically by 
35 any of the ordinary devices employing rigid 
contacts or terminals I was led to invent ap- 
paratus in which the circuit connections were 
established and broken between a rigid ter- 
minal and a fluid conductor or between two 
40 fluid conductorsin the form of jets or streams. 
In the forms of apparatus employing a rigid 
or solid conductor as one terminal and a fluid 
as the other the makes and breaks of course 
occur always bet ween a solid and a fluid terini- 
45 nal, and although the operative parts of my 
improved circuit-controllers were usually con- 
tained in air or gas tight receptacles and in 
an inert medium, both for the purpose of im- 
proving their action and preventing deterio- 
50 ration of the terminals, there is still a lia- 
bility to wear of the rigid or solid terminal. 
Under certain conditions, as when the cir- 


cuit-controller is operated from a source of 
direct current, the deterioration of the solid 
terminal may be materially reduced by eon- 55. 
necting- it to the negative pole of the gener- 
ator. Nevertheless, there will be always a 
slow wearing away of the metal, which to 
overcome entirely in a novel manner is the 
object of my present improvement. To do 60 
this, I effect the closure of the circuit through 
two parts of conducting fluid; but instead of 
bi’eaking the circuit by the movement of these 
two parts or terminals, as before, I separate 
them periodically by the interposition of an 65 
insulator which is preferably solid and re- 
fractory. For example, I provide a plate or 
disk with teeth or projections— preferably of 
glass, lava, or the like — which are caused by 
the rotation of the disk to pass through the jo 
fluid conductor, jet, or whatever it may be, 
and thus effect a make and break of the cir- 
cuit. 

By means of such a device the breaks always 
occur between fluid terminals, and hence de- 75 
terioration and consequent impairment of the 
qualities of the apparatus are avoided. 

A preferred form of my improved circuit- 
controller is illustrated in the accompanying 
drawing, which shows a central vertical sec- 80 
tion of the same. 

The two terminals are contained in an air- 
tight receptacle A, of iron or steel, which is 
mounted on a spindle B in a suitable socket 
or support C,so as to rotate freely. Thesocket 85 
C is secured to or forms part of a base or stand 
D. Any suitable means maybe employed for 
effecting the rotation of the receptacle, and 
in illustration of a convenient and practicable 
means for this purpose I have shown an ar- 90 
mature E, secured to a cylindrical extension 
of the receptacle that surrounds the socket 
C, and a field-magnet F, which is supported 
independently and is stationary. The arma- 
ture-coils are connected with the segments S 95 
of a commutator on which bear brushes G. 

In the spindle B and concentric with its axis 
is a spindle II, supported on ball-bearings or 
otherwise arranged to have a free movement 
of rotation relatively to the spindle B, so as 100 
to be as little as possible influenced by the 
rotation of the latter. 

Any convenient means is provided to op- 
pose or prevent the rotation of the spindle H 
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during the rotation of the receptacle. In the 
particular arrangement here shown for this 
purpose a weight or weighted arm J is secured 
to the spindle II and eccentrically to the axis 
5 of the latter, and as the bearing for the spin- 
dle B holds the same at an angle to the ver- 
tical this weight acts by gravity to hold the 
spindle H stationary. 

Secured to the top or cover of the recepta- 
io cle A by a stud K, which passes through an 
insulating-bushing in said cover and is held 
by a nut L, is a circular disk M, of conduct- 
ing material, preferably iron or steel, having 
its edge turned downwardly and then in- 
15 wardly to provide a peripheral trough on the 
under side of the disk. 

To the under side of the disk M is secured 
a second disk N, having downwardly-inclined 
peripheral projections O O, of insulating and 
20 preferably refractory material, in a circle con- 
centric with the disk M. 

A tube or duct P is mounted on the spindle 
II or the weight J and is so arranged that the 
orifice at one end is directed outwardly toward 
25 the trough of the disk M, while the other lies 
close to the inner peripheral wall of the re- 
ceptacle, so that if a quantity of mercury or 
other conducting fluid be placed in the recep- 
tacle and the latter rotated the tube or duct 
30 P, being held stationary, will take up the fluid 
which is carried by centrifugal action up the 
side of the receptacle and deliver it in a stream 
or jet against the trough or flange of the disk 
M or against the inner surfaces of the projec- 
35 tions 0 of disk 1ST, as the case may be. 

Obviously, since the two disks M and N ro- 
tate with respect to the jet or stream of fluid 
issuing from the duct P, the electrical con- 
nection between the receptacle and the disk 
40 M through the fluid will be completed by the 
jet when the latter passes to the disk M be- 
tween the projections 0 and will be inter- 
rupted whenever the jet is intercepted by the 
said projections. 

45 The rapidity and the relative duration of 
the makes and breaks is determined by the 
speed of rotation of the receptacle and the 
number and width of the intercepting projec- 
tions O. 

50 By forming that portion of the disk M with 
which the jet makes contact as a trough, 
which will l'etain when in rotation a portion 
of the fluid directed against it, a very useful 
feature is secured. The fluid under the ac- 
55 tion of centrifugal force accumulates in and 
is distributed along the trough and forms a 
layer over the surface upon which the jet im- 
pinges. By this means a very perfect con- 
tact is always secured and all deterioration 
60 of the terminal surfaces avoided. 

The principle of interrupting the circuit by 
intermittently passing an insulator through 
a fluid conductor may be carried out by many 
specifically-different forms of apparatus, and 


in this respect I do not limit myself to the 65 
particular form herein shown. 

What I claim is — ■ 

1. In an electrical-circuit controller, the 

combination with a conductor forming one of 
the terminals, of means for maintaining a jet 70 
or stream of conducting fluid forming the 
other terminal, and directing it against said 
conductor, and a body adapted to be inter- 
mittently moved through and to intercept the 
jet or stream, as set forth. 75 

2. In an electrical-circuit controller, the 
combination with a rigid terminal, of means 
for directing against such terminal a jet or 
stream of conducting fluid in electrical con- 
nection with the other terminal, and a body 80 
adapted to be intermittently moved through 
and to intercept the jet or stream, as setforth. 

3. In an electrical-circuit controller, the 
combination with a rigid terminal, of means 
for directing against such terminal a jet or 85 
stream of conducting fluid in electrical con- 
nection with the other terminal, a body hav- 
ing a series of radial projections and means 
for rotating the same so that the said projec- 
tions will intermittently intercept the stream 90 
or jet, as set forth. 

4. In a circuit-controller, the combination 
with a rotary conductor forming one termi- 
nal, means for directing against such termi- 
nal a jet or stream of conducting fluid in elec- 95 
trical connection with the other terminal, and 

a body with spaced projections mounted to 
rotate in a path that intercepts the jet or 
stream of fluid, as set forth. 

5. In a circuit-controller, the combination 100 
with a rotary conductor forming one termi- 
nal, and means for directing intermittently 
against such terminal a jet or stream of fluid 

in electrical connection with the other termi- 
nal, the part of said rotary conductor upon 105 
which the j et or stream impinges being formed 
so. as to retain, by centrifugal force, a portion 
of the fluid directed against it, as set -forth. 

6. The combination of the receptacle, the 

conducting-disk secured within it, the insu- 11c 
lated disk with peripheral projections and 
the stationary tube or duct for directing a 
stream or jet of conducting fluid toward the 
conducting-disk and across the path of the 
projections O, as set forth. 115 

7. The combination of the receptacle, the 
conducting- disk with a peripheral trough- 
shaped flange, the insulated disk with periph- 
eral projections 0, and the stationary tube or 
duct for directing a stream or jet of conduct- 1 20 
ing fluid into the trough-shaped flange of the 
conducting-disk and across the path of the 
projections O, as set forth. 

NIKOLA TESLA. 

Witnesses: 

M. Lawson Dyer, 

G. W. Martling. 
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To all ivhom it may concern: 

Be it known that I, Nikola Tesla, of the 
borough of Manhattan, in the city, county, and 
State of New York, have invented certain new 
S and useful Improvements in Electrical-Cir- 
cuit Controllers, of which the following is a 
specification, reference being had to the draw- 
ing accompanying and forming part of the 
same. 

io The present application is based upon im- 
provements in electrical-circuit controllers of 
the kind heretofore invented by me and de- 
scribed in previous applications, notably in 
an application filed December 2, 1897 , Serial 
15 No. 660 , 518 . The chief distinguishing fea- 
tures of these devices are the use of a con- 
ducting fluid for one or both of the terminals 
under conditions which permit of a very rapid 
succession of makes , and breaks and a con- 
20 struction or arrangement which allows the 
inclosing of the terminals in an air-tight re- 
ceptacle in which an inert, medium may be 
maintained. My efforts to meet the practi- 
cal requirements of apparatus of this kind 
25 have led me to adopt expedients and to in- 
vent mechanisms entirely novel in such de- 
vices. For example, in order to effect a rap- 
idly-intermittent contact between two termi- 
nals by the use of a jet or jets in a closed re- 
30 ceptacle it is obviously necessary to employ 
special means which will operate to hold one 
part of the apparatus stationary while the 
other rotates or to rotate both the essential 
parts or terminals in opposite directions or, 
35 as the case may be, in the same direction at 
different speeds. 

The present invention is embodied in a de- 
vice for securing the proper relative move- 
ment of the two parts or terminals of thecir- 
40 cuit-controller and involves two salient fea- 
tures of novelty, one that it provides for main- 
taining in a rotating receptacle a stationary 
jet or jets which by impinging on a rigid con- 
ductor maintain the latter in rotation, there- 
45 by securingthe requisite rapidly-intermittent 
contact between the two, and the other that it 
utilizes the rotation of such rigid conductor 
as a means for opposing of preventing the 
movement of its own supports in the direc- 
50 tion of rotation of the receptacle, thereby se- 
curing, among other things, an approximately 
constant relative movement between the 


parts, a feature which in devices of this kind 
is often very desirable. 

In the drawing hereto annexed I have illus- 55 
trated the preferred form of apparatus which 
I have devised for carrying out these improve- 
ments. The figure is a central vertical cross- 
section of a circuit-controller. 

A designates a receptacle, usually of iron 60 
or steel and mounted in any suitable manner, 
as by trunnions B B, having bearings in 
standards C C, so as to be capable of rapid 
rotation about a horizontal axis. 

In the particular form of device under con- 65 
sideration the receptacle is divided into two 
parts insulated by a washer D and held to- 
gether by insulated bolts E with nuts F. 
These two parts are electrically connected, 
respectively, with the two terminals of the 70 
apparatus, as hereinafter described, and by 
means of brushes X Y, bearing at any suit- 
able points on the two parts of the receptacle, 
the circuit-controller is connected with the 
'-wires of a circuit. 75 

Any convenient means may be employed 
to rotate the receptacle; but a simple way to 
effect this is to surround the same with a 
field-magnet G and to make the receptacle 
itself the armature of an electric motor or 80 
else to secure to it armature-cores, as II. 

A body I is supported by trunnions J, hav- 
ing bearings in the ends of the receptacle 
and concentric with the axis of rotation of 
the same. The weight of the body I being 85 
eccentric to this axis tends to oppose its turn- 
ing about the axis when the receptacle is ro- 
tated. 

Upon the body or support I, but insulated 
therefrom, is secured, a vertical standard K, 90 
in which there is a freely-rotatable spindle L, 
carrying a disk M, with radial arms inclined 
to the plane of the disk, so as to form vanes 
N. Arms 0 P are also secured to the body I 
and are formed with or carry at their ends 95 
ducts or tubes Q, with one end directed to- 
ward and opening upon the vanes N and the 
other end close to the inner wall of the re- 
ceptacle and opening in the direction oppo- 
site to that of the rotation of the receptacle. 100 

A suitable quantity of mercury R is placed 
in the receptacle before the latter is sealed or 
closed. 

The operation of the device is as follows: 
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The receptacle is started in rotation, and as 
it acquires a high velocity the mercury or 
other conducting fluid R is caused by centrif- 
ugal action to distribute itself in a layer over 
S the inner peripheral surface of the receptacle. 
As the tubes or ducts Q do not take part in 
the rotation of the fluid, being held at the 
start by the weighted body I, they take up 
the mercury as soon as it is carried to the 
10 points where the ducts open and discharge it 
upon the vanes of the disk M. By this means 
the disk is set in rapid rotation, establishing 
the contact between the two sides of the re- 
ceptacle which constitute the two terminals 
15 of the circuit- controller whenever the two 
streams or jets of fluid are simultaneously in 
contact with the vanes, but breaking the con- 
tact whenever the jets discharge through the 
spaces between the vanes. The chief object 
20 of employing more than one insulated jet is 
to secure a higher velocity of approach and 
separation, and in respect to the number of 
jets thus employed the device may be ob- 
viously modified as desired without departure 
25 from the invention. The disk M, having ac- 
quired a very rapid rotation, operates to pre- 
vent by gyrostatic action any tendency of the 
body I to rotate or oscillate, as such move- 
ment would change the plane of rotation of 
30 the disk. The movement of the parts, there- 
fore, and the operation of the device as a 
whole are very steady and uniform, and a ma- 
terial practical advantage is thereby secured. 
The speed of the disk will be chiefly depend- 
35 ent on the velocity of the streams and pitch 
of the blades, and it is of course necessary in 
order to produce a constant speed of rotation 
of the disk that the velocity of the streams 
be constant. This is accomplished by rotat- 
40 ing the receptacle with a constant speed ; but 
■when this is impracticable and the uniformity 
of motion of the disk very desirable I resort 
to special means to secure this result, as by 
providing overflowing-reservoirs Y V, as in- 
45 dicated by dotted lines, from which the fluid 
issues upon the vanes with constant velocity, 
though the speed of the receptacle may vary 
between wide limits. 

It may be stated that the jets can be pro- 
50 duced in any other known ways and that they 
may be utilized in any desired manner to pro- 
duce rotation of the disk. 

Having now described my invention, what 
I claim is — 

55 1 . The combination in a circuit-controller 

with a closed rotary receptacle, of a rigid con- 
ductor mounted within the same and through 
which the circuit is intermittently estab- 
lished, and means for directing a j et or stream 
60 of a fluid which is contained in the receptacle, 
against the said body so as to effect its rota- 
tion independently of the receptacle, as set 
forth. 


2 . In an electric-circuit controller, the com- 
bination of a closed rotary receptacle, a con- 65 
ducting body therein adapted to be rotated 
independently of the receptacle by the im- 
pingement thereon of a jet or stream of con- 
ducting fluid, and means for maintaining such 

a jet and directing it upon the said conduc- 70 
tor, as set forth. 

3 . In a circuit-controller, the combination 
with a rotary receptacle of a body or part 
mounted within the receptacle and concen- 
trically therewith, a conducting-terminal sup- 75 
ported by said body and capable of rotation 

in a plane at an angle to the plane of rota- 
tion of the receptacle so as to oppose, by gyro- 
static action, the rotation of the support, and 
means for directing a jet of conducting fluid 80 
against the said terminal, as set forth. 

4 . In a circuit-controller, the combination 
with a rotary receptacle of a support for a 
conductor mounted thereon concentrically 
with the receptacle and a gyrostatic disk car- 85 
ried by the support and adapted, when rotat- 
ing, to oppose its movement in the direction 

of rotation of the receptacle, as set forth. 

5 . In a circuit-controller, the combination 
with a rotary receptacle containing a con- 90 
ducting fluid, a support mounted within the 
receptacle, means for opposing or preventing 
its movement in the direction of rotation of 
the receptacle, one or more tubes or ducts 
carried thereby and adapted to take up the 95 
fluid from the rotating receptacle and dis- 
charge the same in jets or streams, and a con- 
ductor mounted on the support and adapted 

to be rotated by the impingement thereon of 
said jet or jets, as set forth. 100 

6. The combination in a circuit-controller 
of a rotary receptacle, one or more tubes or 
ducts and a support therefor capable of ro- 
tation independently of the receptacle, a con- 

■ ductor mounted on said support in a plane at 105 
an angle to that of rotation of the receptacle, 
and adapted to be maintained in rotation by 
a jet of fluid taken up from the receptacle by 
and discharged upon it from the said tube or 
duct, when the receptacle is rotated. no 

7 . The combination with a rotary recepta- 
cle of one or more tubes or ducts, a holder or 
support therefor mounted on bearings within 
the receptacle, which permit of a free rela- 
tive rotation of said receptacle and holder, a 115: 
disk with a bearing on the said holder and 
having its plane of rotation at an angle to 
that of the receptacle, the disk being formed 

or provided with conducting - vanes, upon 
which a jet of conducting fluid, taken up by 120 
the tube or duct from the receptacle when in 
rotation, is directed. 

NIKOLA TESLA. 

Witnesses: 

M. Lawson Dyer, 

G-. W. Maktling. 
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To all whom it may concern: 

Be it known that I, Nikola Tesla, a citizen 
of the United States, residing at New York, 
in the county and State of New York, have in- 
5 vented certain new and useful Improvements 
in Electrical Igniters for Gas-Engines and 
Analogous Purposes, of which the following 
is a specification, reference being had to the 
drawing accompanying and forminga part of 
io the same. 

In certain kinds of apparatus it is neces- 
sary for the operation of the machine itself 
or for effecting the object for which it is used 
to produce an electric spark or any other simi- 
15 lar local effect at a given instant of time or 
at predetermined intervals. For example, in 
certain gas or explosive engines a flame or 
spark is necessary for the ignition of an ex- 
plosive mixture of air and gas under the pis- 
20 ton, and the most effective way of igniting 
the gaseous mixture has been found to be the 
production in the cylinder at the proper mo- 
ments of an electric spark. The only prac- 
ticable device by which this has been accom- 
25 plished heretofore is an induction-coil com- 
prising a primary and secondary circuit with 
a buzzer or rapidly-acting automatic circuit- 
breaker in the primary and a circuit-control- 
ler, such as a switch or commutator, located 
30 also in the primary or battery circuit and op- 
erated by some moving portion of the appa- 
ratus to temporarily close such circuit at the 
proper time, and thereby set in operation the 
automatic circuit-breaker, which causes be- 
35 tween secondary terminals in the cylinder the 
discharge which is necessary for the proper 
ignition of the explosive mixture. Instead 
of thus temporarily closing the primary cir- 
cuit the automatic circuit-breaker might be 
40 permitted to operate continuously, and the 
secondary, circuit normally broken, might be 
closed at the proper time to cause the spark 
to pass at any point. In either case the em- 
ployment of a quick-acting circuit-breaker is 
45 necessary, for unless the induction-coil be of ' 
large size and the source of current of con- 
siderable power a slow or gradual make and 
break of the primary of a simple transformer, 
such as would ordinarily be effected by a 
50 switch or commutator, would not effect a dis- 
charge of the character necessary for the 
proper ignition of the gas. 

There is, however, no form of vibrating or 


quick-acting circuit-breaker of which I am 
aware that can be depended upon to operate 55 
with certainty to produce such a spark or 
which will continue to operate for any length 
of time without deterioration, and hence not 
only in the case of engines of the kind de- 
scribed, but in other forms of apparatus which 60 
involve the use of a high-tension induction- 
coil with a quick-acting circuit-breaker, the 
operation of the machine is contingent upon 
the proper operation of a comparatively in- 
significant but essential part. 65 

The object of my invention is to provide a 
more certain and satisfactory means for use 
with and control by such machines or appa- 
ratus as I have mentioned for producing 
sparks or discharges of the desired character, 70 
and to this end I employ the following ar- 
rangement: Any suitable moving portion of 
the apparatus is caused to mechanically con- 
trol the charging of a condenser and its dis- 
charge through a circuit in inductive relation 75 
to a secondary circuit leading to the termi- 
nals between which the discharge is to occur, 
so that at the desired intervals the condenser 
may be discharged through its circuit and in- 
duce in the other circuit a current of high po- 80 
tential which produces the desired spark or 
discharge. 

One practical means of accomplishing this 
is to employ any proper form of switch or 
commutator operated directly or through 85 
suitable intermediate devices by a moving 
part of the apparatus and which is caused 
to complete an electric circuit which has been 
previously broken or interrupted for an ap- 
preciable time when the occurrence of the 90 
spark or discharge is necessary. The circuit 
thus closed includes a condenser, which by 
this operation of the switch is permitted to 
discharge, through the primary of a trans- 
former, energy which it had previously re- 95 
ceived during the interruption of said circuit 
from a battery or discharge of a self-induc- 
tion coil in series with the battery in the 
charging-circuit. 

The ends of the secondary circuit of the 100 
transformer above mentioned are connected 
with the points or terminals in the machine 
between which the spark i3 to pass, and fol- 
lowing the short-circuiting of the condenser 
by the closing of the switch a strong second- 105 
ary discharge induced by the discharge of the 
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condenser through the primary will occur. 
It is possible by this means not only to pro- 
duce a strong discharge of high tension, as 
in the form of a spark well adapted for the 
5 ignition of gas or other purposes for which 
sparks are employed, but to secure such re- 
sult by apparatus very much less complicated 
and expensive than that heretofore employed 
for the purpose and which will be capable 
. io of certain and effective operation for an in- 
definite period of time. 

I have illustrated the principle of my im- 
provement and the manner in which the same 
is or may be carried out in the drawing hereto 
15 annexed. The invention is shown as used 
for effecting the operation of the piston of a 
gas-engine, the figure being a diagram. 

A designates the cylinder of a gas-engine, 
B the piston, and C the piston-rod. Other 
20 parts of the engine are omitted from the illus- 
tration as unnecessary to an understanding 
of the invention. 

On the piston-rod C is a commutator or cir- 
cuit-controller upon which bear the terminals 
25 a & of an electric circuit D. This commuta- 
tor comprises a continuous ring c and a split 
ring cl side by side, so that when the termi- 
nals are on the latter the circuit is inter- 
rupted, but when on the former it is closed. 
30 The to-and-fro movement of the piston, there- 
fore, operates to alternately make and break 
the circuit, the position of the commutator 
being such that the make occurs at the mo- 
ment desired for the ignition of the explosive 
35 charge under the piston. 

In the circuit D is a battery or other source, 
of current E and the primary F of a trans- 
former. Across the two conductors of the 
circuit, between the battery and the primary 
40 F, is a condenser G-, which is charged by the 
battery when circuit D is interrupted at the 
commutator and which discharges through 
the primary when such circuit is closed. 

In order that the condenser may receive a 
45 charge of high tension, a self-induction coil 
II is introduced in the circuit between itself 
and the battery, which coil stores up the en- 
ergy of the battery when the circuit D is 
closed at the commutator and discharges it 
50 into the condenser when the circuit is broken. 

The primary F is combined with a second- 
ary K, the conductors from which lead, re- 
spectively, to an insulated terminal L within 
the cylinder A and to any other condueting- 
55 body in the vicinity of such point as to the 
cylinder itself. In consequence of this ar- 
rangement, when the piston reaches the 
' proper point the circuit D is closed, the en- 
ergy of the condenser is discharged through 
60 the primary with a sudden rush, and a strong 
and effective spark or flash is produced be- 
tween the point Land the cylinder or piston 
which ignites the charge of explosive gas. 

It will be understood from the preceding 
65 description that I do not limit myself to the 
specific construction or arrangement of the 
devices employed in carrying out my im- 


provement and that these may be varied 
within wide limits. 

What I claim is — 70 

1 . In an apparatus which depends for its 
operation or effect upon the production of a 
sudden electric discharge at a given instant, 
or at predetermined intervals of time, the 
combination with a moving part of said ap- 75 
paratus of a switch or commutator, a con- 
denser, a charging - circuit for the same, a 
primary circuit through which the condenser 
discharges, and a secondary circuit in in- 
ductive relation to the said primary circuit 80 
and connected with the terminals at the point 

in the apparatus where the discharge is re- 
quired, the switch or commutator being op- 
erated by the said moving part to effect the 
discharge of the condenser at the proper in- 85 
tervals, as set forth. 

2 . In an apparatus which depends for its 
operation or effect upon the production of a 
sudden electric discharge at a given instant, 

or at predetermined intervals of time, the 90 
combination with a moving part of said ap- 
paratus of a circuit and a circuit-controller 
adapted to close said circuit at the time when 
the occurrence of said discharge is desired, a 
source of current in said circuit, a condenser 95 
adapted to be charged by said source while 
the circuit is interrupted, and a transformer 
through the primary of which the condenser 
discharges when the circuit is closed, the sec- 
ondary of the transformer, being connected 100 
■with the terminals at the point in the appa- 
ratus where the discharge is required, as set 
forth. 

3 . In an apparatus which depends for its 
operation or effect upon the production of an 105 
electric discharge, at a given instant, or at 
predetermined intervals of time, the combi- 
nation with a moving part of said apparatus 

of a circuit and a circuit-controller adapted to 
close said circuit at the time when the occur- no 
rence of the spark is desired, a source of 
current in said circuit, a self-induction coil 
which stores the energy of the source while 
the circuit is closed, a condenser into which 
said coil discharges when the circuit is broken, 115 
and a transformer through the primary of 
which the condenser discharges, the second- 
ary of said transformer being connected with 
separated terminals at the point where the 
discharge is required. 120 

4 . In a gas or explosive engine of the kind 
described, the combination with a moving 
part of said engine of a circuit-closer or switch 
controlling the charging and discharging of 

a condenser, separated terminals in the cylin- 125 
der or explosive-chamber, and a transformer 
through the primary of which the condenser 
discharges, the secondary being connected 
with the terminals in the cylinder, as set forth. 

NIKOLA TESLA. 

Witnesses: 

M. Lawson Dyer, 

Edwin B. IIopkinson. 
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To all whom it may concern: 

Be it known that I, Nikola Tesla, a citizen 
of the United States, residing at New York, in 
the county and State of New York, have in- 
5 vented certain new and useful Improvements 
in Electric-Circuit Controllers, of which the 
following is a specification, reference being 
had to the drawings accompanying and form- 
ing a part of the same. 

io In previous patents granted to me I have 
shown and described methods and apparatus 
for the conversion and utilization of electrical 
currents of very high frequency based upon 
the principle of charging a condenser or a cir- 
15 cuit possessing capacity and discharging the 
same generally through the primary of a trans- 
former, the secondary of which constituted 
the source of working current and under such 
conditions as to yield a vibrating or rapidly- 
20 intermittent current. 

In some of the forms of apparatus which I 
have heretofore devised for carrying out this 
, invention I have employed a mechanism for 
making and breaking an electric circuit or 
25 branch thereof for the purpose of charging 
and discharging the condenser, and my pres- 
ent application is based upon a novel and 
improved form of device for this purpose, 
which maybe generally styled a “ circuit-con- 
30 troller.” 

In order that the full advantages of my sys- 
tem may be realized and the best practical 
results secured, the said circuit -controller 
should be capable of fulfilling certain require- 
35 ments, the most important among which is 
the capability of effecting an extremely-rapid 
interruption and completion of the circuit. 
It is also of importance that such makes and 
breaks, and more especially the former, should 
40 be positive and abrupt, and from considera- 
tions of economy and practicability it is es- 
sential that the apparatus should be cheaply 
constructed, not liable to derangement, and 
capable of prolonged use without attention 
45 or adjustment. With the object of attain- 
ing these results, which have never heretofore 
been fully attained in any form of mechan- 
ical circuit-controller of which I am aware, I 
devised and developed the circuit-controller 
50 which forms the subject of my present appli- 
cation and which may in general terms be de- 
scribed as follows : 


.The device in its typical embodiment com- 
prises as essential elements two terminals — 

■ one with peripheral contacts alternating with 55 
insulating-spaces, such as is exemplified in a 
stelliform disk and which is capable of rota- 
: tion, and the other a rotatable receptacle con- 
taining a fluid in which more or less of the 
first-named terminal is immersed. 60 

In the preferred construction of the appa- 
ratus the receptacle contains both a conduct- 
ing and a non-conducting fluid, the former 
being the heavier, and I maintain the termi- 
nals in such relations that the electrical con- 65 
nection between them is made and broken 
by the successive immersion of the contact- 
points into and their withdrawal from the 
conducting through the non-conducting fluid. 
These relations are, best maintained by such 70 
construction of the receptacle that the dis- 
tribution of the two fluids necessary for the 
proper operation of the device may be pre- 
served by centrifugal action and the rotation 
of the other terminal effected by the move- 75 
ment of the fluid or fluids relatively thereto. 

To secure the conditions necessary for the 
accomplishment of the objects of the inven- 
tion, various mechanical expedients may be 
resorted to; but the best and most practicable 80 
device for the purpose of which I am aware 
is a hollow wheel or drum mounted so as to 
be rotated at any desired speed and contain- 
ing a conducting fluid, such as mercury or 
an electrolyte, which by the rotation of the 85 
drum is thrown by centrifugal force outward 
to the inner periphery of the same, and a 
sufficient quantity of a lighter non-conducting 
or poorly-conductive fluid, such as water or 
oil, which by the centrifugal action is main- 90 
tained on the surface of the heavier con- 
ducting fluid and tends to prevent the occur- 
rence of arcs between the contact-points and 
the conducting fluid. 

A central opening is formed in one side of 95 
the drum, through which enters an arm car- 
rying a disk with peripheral projections or 
vanes which when the drum is rotated pro- 
ject to a sufficient extent, toward or into the 
conducting fluid to effect the makes and 100 
breaks of the circuit. 

The motion of the fluid within the drum 
causes the disk to rotate and its projections 
or vanes to make and break the circuit with 
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a rapidity which may be very great. In fact, 
when the dram is rotated at a high rate of 
speed the fluid conductor may become in its 
effect similar to a solid bodjq upon which the 
5 conducting-disk rolls, so that the conducting 
fluid might be dispensed with, although I 
find it preferable to use it. 

In order to insure the proper immersion of 
the projections into the fluid to compensate 
io for wear and at the same time to secure a 
yielding pressure between the fluid and the 
disk, it is desirable to employ for the disk 
some form of spring connection or support 
which will exert a force tending to force it in 
15 contact with the fluid. 

I have also devised certain details of con- 
struction which add to the efficiency and prac- 
ticability of the apparatus which will be more 
conveniently described by reference to the ac- 
20 companying drawings. 

Figure 1 is a side elevation of a complete 
apparatus for producing currents of high fre- 
quency and to which my present invention 
is applied. Fig. 2 is a central vertical section 
25 of the improved circuit-controller of Fig. 1 ; 
Fig. 3 , an end view of the same; Fig. 4 , a 
modified form of the circuit-controller, show- 
ing it in connection with the remaining parts 
of the apparatus illustrated diagrammatic- 
30 ally; and Fig. 5 , a side view of the same with 
the receptacle in section. 

As the apparatus as a whole is now well 
known, a brief description of the same will 
suffice for an understanding of its character. 
35 The various parts or devices are preferably 
mounted on a base B, which contains the con- 
denser, and comprise a transformer A with 
primary and secondara coils, one or more self- 
induction coils C, a small electromagnetic 
40 motor D, and the circuit-controller, which is 
driven by the motor. The circuit connections 
will be described in connection with Fig. 5 . 

In general plan of construction and arrange- 
ment the apparatus is essentially the same as 
45 that described and shown in a patent granted 
to me September 22, 1896 , No. 568 , 176 . 

The shaft of the motor D extends through 
a stationary disk E, and to its end is keyed a 
hollow wheel or drum F, which rotates with 
50 it. Two standards G are secured to the disk 
E and connected by a cross-bar II, from which 
extends an arm K into the interior of the 
drum F through a central opening in its side. 

To the end of the arm K is secured an arm 
55 L, carrying at its free end a disk M with pe- 
ripheral teeth or projections N, as shown in 
Fig. 3 . The disk is mounted on any suitable 
bearings in the arm L, so as to be capable of 
free rotation. 

60 It is desirable that the disk should admit of 
adjustment with respect to the inner periph- 
eral surface of the dram, and for this purpose 
I secure the arm K to a rod 0 , which passes 
through supports in the cross-bar II and is ad- 
65 j ustable therein by means of threaded nuts P. 

The interior of the drum F is formed by 
preference in substantially the manner shown 


in Fig. 2 -^-that is to say, it is tapered or con- 
tracted toward the periphery so as to form a 
narrow trough in which the fluid is confined 70 
when the drum is rotated. 

R designates the conducting fluid, and S 
the lighter non-conducting fluid, which are 
used in the drum. If the proper quantities 
and proportions of these fluids be introduced 75 
into the drum and the latter set in rapid rota- 
tion, the two fluids will distribute themselves 
under the action of centrifugal force around 
the drum in the manner indicated in Fig. 2 . 

The arm K is adjusted so that the teeth or 80 
projections on the disk M will just enter the 
conducting fluid, and by the action of either 
or both the disk will be rapidly rotated. Its 
teeth are so arranged that no two are simul- 
taneously in contact with the conducting 85 
fluid, but come into the same successively. 

If, therefore, one part of the circuit be con- 
nected to the drum, as by a contact strip or 
brush T, and the other part to the disk M, 
or to any part, as the standards G, which are 90 
insulated from the frame of the apparatus 
and in metallic connection with the disk M, 
the circuit will be made and broken with a 
rapidity which may obviously be made enor- 
mously high. The presence of the non-con- 95 
ducting fluid on the surface of the other 
operates to prevent the occurrence of sparks 
as the teeth N leave the latter and also to 
prevent the current from leaping across the 
space between the teeth and the conductor too 
as the two approach. 

In illustration of the modifications of which 
the improvement is susceptible I now refer 
to Figs. 4 and 5 , in which also certain novel 
and useful details of construction applicable 105 
generally to the invention are shown. 

In the modification shown in Figs. 4 and 5 
two rigid arms L and L', each carrying a disk 
M, are shown, and this number may be in- 
creased, if so desired. The rotating disks in no 
this case are mounted on spindles at right 
angles to the axis of rotation of the drum F, 
and the contact points or projections are 
formed as vanes, with faces inclined to the 
plane of rotation, so as to be rotated by the 115 
movement of the fluid in the manner of tur- 
bine wheels. 

In order to provide a means for automat- 
ically adjusting the disks to compensate for 
any wear and keep the ends of the vanes or 120 
points properly immersed in the fluids, each 
disk-carrying arm is impelled by a spring or 
weight in the direction of the peripheiy of 
the drum. A convenient way to accomplish 
this is to form racks on the arms L L' and to 125 
provide a pinion b in engagement therewith. 
From the shaft of the pinion extends an arm 
c, the end of which is connected to an adjust- 
able stop d by a spiral spring e, the tendency 
of which is to turn the pinion and force both 130 
arms L and L ' toward the periphery of the 
drum. 

In some applications of the invention it is 
practicable to prevent the occurrence of arcs 
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still more effectively or even entirely by 
using in addition to the non-conducting fluid 
a somewhat heavier fluid W, which is a com- 
paratively poor conductor and which takes 
S up a position between the conducting and 
non-conducting fluids. 

When two or more disks or equivalent de- 
vices are used, they may be connected either 
iu series or multiple. In the present illus- 
io tration they are shown as in series, and as 
the arms L and L' are insulated from each 
other and each connected with a terminal of 
the source of current the circuit is completed 
only when a vane of each disk is immersed 
15 in the conducting fluid and interrupted at 
all other times. 

The diagram of circuit connections will 
serve to illustrate the purpose and mode of op- 
eration of the device. Let f f be the con- 
20 ductors from a source of current, each includ- 
ing a self-induction coil C C' and connected 
with the arms L and L' and with two con- 
ductors B' B", respectively. - Then during 
the periods when the circuit is completed be- 
25 tween the two arms L L' the coils C C' store 
energy, which on the interruption of said cir- 
cuit rushes into and charges the condensers. 
These latter during the periods when the 
circuit is closed between arms L and L' dis- 
30 charge through the primary A' and induce 
by such discharge currents in the secondary 
A", which are utilized for any purpose for 
which they may be suited, as in operating 
vacuum-tubes X or suitable lamps Y. 

35 It will be understood that the rotating drum 
may be mounted in a horizontal or other plane 
and from the nature and objects of the re- 
sults which are attained by the particular 
apparatus described the construction of this 
40 apparatus may be very greatly varied with- 
out departure from my invention. 

Without therefore limiting myself to the 
details of construction and arrangement 
shown herein in illustration of the manner 
45 in which my invention is or may be carried 
out, what I claim is — 

. 1 . A circuit-controller comprising, in com- 
bination, a receptacle containing a fluid, 
meansfor rotating the receptacle, and atermi- 
50 nal supported independently of the receptacle 
and adapted to make and break electric con- 
nection with the receptacle through the fluid, 
as set forth. 

2. A circuit-controller comprising in com- 
55 bination a receptacle containing a conducting 

fluid and a non-conducting fluid, means for 
rotating the receptacle and a terminal adapt- 
ed to make and break electrical connection 
with the conducting fluid within or under the 
60 non-conducting fluid, as set forth. 

3 . A circuit-controller comprising in com- 
bination a terminal capable of rotation and 
formed or provided with peripheral contacts, 
a receptacle comprising the opposite terminal 

65 and containing a fluid into which the said 
contacts extend, and means for rotating the 
receptacle, as set forth. 


' 4 . A circuit-controller, comprising, in com- 

bination, a terminal capable of rotation and 
formed or provided with peripheral projec- 70 
tions, a receptacle containing a fluid con- 
ductor into which the points or projections of 
the said conductor extend, and means for ro- 
tating the said receptacle, as set forth. 

5. A circuit-controller comprising, in com- 75 
bination, a terminal capable of rotation and 
formed or provided with peripheral projec- 
tions, a centrifugal drum or wheel containing 

a fluid conductor into which the points or 
projections of the said conductor extend, 80 
and means for rotating the said drum, as set 
forth. 

6. A circuit-controller comprising, in com- 
bination, a terminal capable of rotation and 
formed or provided with peripheral projec- 85 
tions, a centrifugal drum or wheel containing 

a fluid conductor into which the points of the 
said terminal extend, and means for adjust- 
ing the latter with relation to the surface of 
the fluid, as set forth. 90’ 

7. A circuit-controller comprising, in com- 
bination, a terminal having peripheral projec- 
tions and capable of rotation, a centrifugal 
drum or receptacle containing a conducting 
and a lighter non-conducting fluid, the said 95 
terminal being arranged so that its points or 
projections extend through the non-conduct- 
ing into the conducting fluid, when the fluids 
are distributed in the drum under the action 

of centrifugal force, as set forth. 100 

8. The combination with a hollow centrifu- 
gal drum or wheel containing a conducting 
fluid, a motor for rotating the same, a sup- 
port extending through an opening into the 
drum, and a rotatable terminal having pe- 105 
ripheral projections, mounted on said support 

in position in which its projections extend 
into the fluid when displaced by centrifu- 
gal action, as set forth. 

9 . The combination with a receptacle con- no 
taining a fluid and means for rotating the 
same, a terminal with peripheral projections 
capable of rotation, and a spring connection 

or support for said terminal tending to force 
it toward the periphery of the receptacle, as 115 
set forth. 

10 .. The combination with a hollow centrifu- 
gal drum or wheel containing a conducting 
fluid and a lighter non-conducting fluid, means 
for rotating the said drum, a support extend- 120 
ing through an opening into the drum, and a 
rotatable terminal having peripheral projec- 
tions, mounted on said support in position in 
which the projections extend through the 
non-conducting into the conducting fluid 125 
when the fluids are displaced by centrifugal 
action, as set forth. 

11 . The combination with a centrifugal 
drum containing a conducting and a non-con- 
ducting fluid, means for rotating the drum, 130 
a terminal capable of rotation and having 
peripheral projections, mounted within the 
drum on a stationary support, and a spring 
or its equivalent acting on the said terminal 
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and tending to force its projections toward 
the inner periphery of said drum, asset forth. 

12. The combination with a receptacle con- 
taining a conducting fluid, a lighter fluid of 
5 low conductivity and a non-conducting fluid 
lighter than the others, and means for rotat- 
ing the receptacle, of a terminal adapted to 
make and break the circuit by movements be- 


tween the conducting and non-conducting 
fluid through the intermediate fluid of low xo 
conductivity, as set forth. 

NIKOLA TESLA. 

Witnesses: 

M. Lawson Dyer, 

Parker W. Page. 
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To all whom it may concern: 

Be it known that -I, Nikola Tesla, resid- 
ing at New York, in the county and State of 
New York, have invented certain new and 
S useful Improvements in Electrical - Circuit 
Controllers, of which the following is a speci- 
fication, reference being had to the drawings 
accompanying and forming part of the same. 
In order to secure a more efficient working 
io of circuit-controllers, particularly in their 
use in connection with my system of elec- 
. trical- energy conversion by means of con- 
denser discharges, I have devised certain 
novel forms of such appliances, comprising 
15 as essential elements a body of conducting 
fluid constituting one of the terminals, a con- 
ductor or series of conductors forming the 
other terminal, and means for bringing the 
two into rapidly -intermittent contact with 
20 each other. These devices possess many de- 
sirable qualities, particularly that of being 
eminently adapted for making and breaking 
at a very rapid rate an electric circuit and 
thus reducing to a minimum the time of pas- 
25 sage of the current through an arc or path of 
high resistance and diminishing thereby the 
losses incident to the closure and interrup- 
tion of the circuit. Continued experimenta- 
tion with these appliances has led me to make 
30 further important improvements by causing 
the make-and-break to be effected in an inert 
medium of very high insulating power. 

It is a fact, which was fully demonstrated 
by Poggendorff and utilized by him to im- 
35 prove the operation of induction-coils, that 
when the contact-points of a circuit-breaker 
are inclosed in a vessel and the latter ex- 
hausted to a high degree the interruption of 
the current is rendered more sudden, as if a 
40 condenser were connected around the break. 
Furthermore, my own investigations have 
shown that under such conditions the closure 
also is more sudden, and this to even a greater 
degree than the break, which result I attribute 
45 Io the high insulating quality of the vacuous 
space, in consequence of which the electrodes 
may be brought in very close proximity be- 
fore an arc can be formed’between them. Ob- 
viously these facts may be utilized in con- 
50 nection with my novel .circuit -controllers; 
but inasmuch as only a very moderate im- 
provement is secured in this manner and as 


the high vacuum required is quickly de^ 
stroyed and cannot be maintained, unless by 
a continuous process of rarefaction and other 55 
inconvenient measures, I have found it desir- 
able to employ more effective and practical 
means to increase the efficiency of the de- 
vices in question. The measures I have 
adopted for this purpose have resulted from 60 
my recognition of certain ideal qualifications 
of the medium wherein to effect a make-and- 
break. These may be summed up as fol- 
lows: First, the medium by which the contact- 
points are surrounded should have as high 65 
an insulating quality as possible, so that the 
terminals may be approached to an ex- 
tremely short distance before the current 
leaps across the intervening space; second, 
the closing up or repair of the injured dielec- 70 
trie, or, in other words, the restoration of the 
insulating power, should be instantaneous in 
order to reduce to a minimum the time dur- 
ing which the waste principally occurs; third, 
the medium should be chemically inert, so as 75 
to diminish as much as possible the deterio- 
ration of the electrodes and to prevent chem- 
ical processes which might result in the de- 
velopment of heat or, in general, in loss of 
energy; fourth, the giving way of the me- 80 
diurn under the application of electrical pres- 
sure should not be of a yielding nature, but 
should be very sudden and in the nature of 
a crack, similar to that of a solid, such as a 
piece of glass when squeezed in a vise, and, 85 
fifth, most important, the medium ought to 
be such that the arc when formed is restricted 
to the smallest possible linear dimensions and 
is not allowed to spread or expand. As a 
step in the direction of these theoretical re- 90 
quirements I have employed in some of my 
circuit-controlling devices a fluid of high in- 
sulating qualities, such as liquid hydrocar- 
bon, and caused the same to be forced, pref- 
erably with great speed, between the ap- 95 
preaching and receding contact-points of the 
circuit-controller. By the use of such liquid 
insulator a very marked advantage was se- 
cured; but while some of the above require- 
ments are attained in this manner certain 100 
defects still exist, notably that due to the 
fact that the insulating liquid, in common 
with a vacuous space, though in a less de- 
gree, permits the arc to expand in length and 
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thickness, and thus pass through all degrees 
of resistance and causing a more or less con- 
siderable waste of energy. To overcome this 
defect and to still more nearly attain the the- 
5 oretical conditions required for most efficient 
working of the circuit-controlling devices, I 
have been finally led to use a fluid insulating 
medium subjected to great pressure. 

The application of great pressure to the me- 
io dium in which the make-and-break is made 
secures a number of specific advantages. 
One of these may be obviously inferred from 
well - established experimental facts, which 
demonstrate that the striking distance of an 
15 arc is approximately inversely proportional 
to the pressure of gaseous medium in which 
it occurs ; but in view of the fact that in most 
cases occurring in practice the striking dis- 
tance is very small, since the difference of 
20 potential between the electrodes is usually 
not more than a few hundred volts, the eco- 
nomical advantages resulting from the reduc- 
tion of the striking distance, particularly on 
approach of the terminals, are not of very 
25 great practical consequence. By far the 
more important gain I have found to result 
from an effect which I have observed to fol- 
low from the action of such a medium when 
under pressure upon the arc — namely, that 
30 the cross-section of the latter is reduced ap- 
proximately in an inverse ratio to the pres- 
sure. As under conditions in other respects 
the same the waste of energy in an arc is pro- 
portional to its cross-section, a very important 
33 gain in economy generally results. Afeature 
of great practical value lies also in the fact that 
the insulating power of the compressed me- 
dium is not materially impaired even by con- 
siderable increase in temperature, and, fnr- 
40 thermore, that variations of pressure between 
wide limits do not interfere notably 7 with the 
operation of the circuit-controller, whereas 
such conditions are fatal drawbacks when, 
for instance, Poggendorff’s method of insu- 
45 lating the terminals is used. In many 7 other 
respects, however, a gas under great com- 
pression nearly fulfils the ideal requirements 
above mentioned, as in the sudden breaking 
down and quick restoration of the insulating 
50 power, and also in chemical inertness, which 
by proper selection of the gas is easily 7 secured. 

In carrying out my invention the medium 
under pressure may be produced or main- 
tained in any 7 proper manner, the improve- 
55 ment not being limited in this particular to 
any 7 special means for the purpose. I prefer, 
however, to secure the desired result by in- 
closing the circuit-controller, or at least so 
much of the same as shall include the termi- 
60 nals, in a chamber or receptacle with which j 
communicates a small reservoir containing a 
liquefied gas. For purpose of illustration 
this particular manner of carrying out the 
invention is described herein. 

65 While the improvement is applicable gen- 
erally to circuit-controllers, the best results 
will be secured by the use of devices in which , 


a high relative speed between the terminals 
is obtainable, and with this special object in 
view I have devised a novel circuit-controller 70 
which, though belonging to the class of which 
I have shown a typical form in my applica- 
tion for patent filed December 2 , 1897 , Serial 
No. 660 , 518 , differs in certain particulars of 
construction, which will be understood from 75 
the following comparison: In the previously- 
described form of said circuit-controllers a 
rotary 7 receptacle, carrying within it a series 
of spaced conductors, is driven at a high speed 
by a suitable motor. Mounted within and 80 
concentrically 7 with the receptacle, but capa- 
ble of free independent rotation with respect 
thereto, is a body which during the rotation 
of the receptacle is retarded or restrained 
against rotation by the application of a suit- 85 
able force. This body carries a tube or duct 
which takes up at one end a fluid conductor 
contained in the receptacle and rotating with 
the same and discharges it from the other 
end against the rotating spaced conductors. 90 

While an apparatus thus constructed is 
very 7 efficient and performs the work required 
of it in a highly 7 -satisfactory 7 manner, it is 
nevertheless subject to certain limitations, 
arising mainly from the amount of work which 93 
the conducting fluid is required to perform 
and which increases with the speed. With 
the object of overcoming objections that 
might lie to this form of circuit-controller in 
the particular referred to, I devised the form 100 
of instrument shown herein. The features 
which more particularly distinguish this form 
are the following: I employ a closed station- 
ary receptacle within which is mounted a 
body 7 that is capable of being rotated in any 105 
way 7 — as, for example, by 7 the drag or pull 
upon it of an external field of force or a mag- 
net rotated bodily 7 . The rotary body imparts 
rotation to a series of spaced conductors 
within the receptacle and also operates as a no 
pump to maintain a flow of conducting fluid 
through one or more stationary 7 ducts and from 
the same against the rotating conductors. 

The details of this apparatus will be de- 
scribed by 7 reference to the accompanying 115 
drawing, which is a vertical central section 
of the circuit-controller complete. 

A is a receptacle, of iron, steel, or other 
proper material, with a head 13 , secured by 7 a 
gas-tight insulating-joint. Within this re- 120 
ceptacle is contained the circuit-controller, 
which, in so far as the main feature of my 7 
present invention is concerned, may 7 be of any 7 
desired construction, but which, for the rea- 
son stated above, is of the special character 125 
shown. A spindle G is screwed or otherwise 
secured centrally in the head B, and on this 
is mounted on antifriction-bearings a body 7 
to which rotary 7 motion may be imparted. 

The construction of the device in this particu- 130 
lar and the means for imparting rotation to 
the said body may be greatly 7 varied ; but a 
convenient means for accomplishing this is 
to secure to the rotary sleeve D a laminated 
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magnetic core E ancl place around the portion 
of the head B which contains it a core F, 
provided with coils and constituting the pri- 
mary element of a motor capable of produe- 
5 ing a rotary field of force which will produce 
a rapid rotation of the secondary element or 
core E. To the depending end of the sleeve 
D is secured a conductor G, usually in the 
form of a disk with downwardly-extending 
io teeth or peripheral projections II. To the 
sleeve or the disk G is also attached, but in- 
sulated therefrom, a shaft T, having a spiral 
blade and extending down into a well or cy- 
lindrical recess in the bottom of the recepta- 
15 cle. One or more ducts or passages J lead 
fi’om the bottom of this well to points near 
the path of the conducting-teeth II, so that 
by the rotation of the screw I a conducting 
fluid, which runs into the well from the recep- 
20 tacle, will be forced up through the duct or 
ducts, from which it issues, in a jet or jets 
against the rotating conductor. . To facilitate 
this operation, the well is surrounded by a 
flange K, containing passages L, which per- 
25 mit the conducting fluid to flow from the re- 
ceptacle into the well, and having beveled 
sides which serve as a shield to deflect the 
fluid expelled from the ducts through the 
spaces in the conductor to the bottom of the 
30 receptacle. 

M is any suitable reservoir communicating 
with the interior of the main receptacle and 
containing a liquefied gas, such as ammonia, 
which maintains a practically inert atmos- 
35 phere under pressure in the receptacle/ 

Preferably, though mainly as a matter of 
convenience, the receptacle M is a metal cup 
with a hollow central stem IN", the opening 
for the passage of gas being controlled by a 
40 screw-valve in the top of the cup. The said 
cup is screwed onto the end of the spindle 
C, through which is a passage 0 , leading into 
the interior of the receptacle A. 

The receptacle A and the conducting fluid, 
45 which is generally mercury, being normally 
insulated from the head B and the parts at- 
tached and supported thereby, are connected 
to one part of the circuit to be controlled. 
The other circuit connection is made by a con- 
50 ductor P to any part of the head, so that 
when the core E and conductor G are rotated 
the circuit will be completed between the 
two insulated parts of the receptacle through 
the jet or jets of conducting fluid whenever 
55 they impinge upon the said conductor. 

To insure a good electrical connection be- 
tween the sleeve D and the spindle C, I pro- 
vide in the former a small chamber R, which 
contains mercury, and into this the end of 
60 the spindle C extends. 

The special advantages of this particular' 
form of circuit-controller heretofore referred 
to will now more readily appear. The mass 
and weight of the rotating parts are greatly 
65 reduced and a very high speed of rotation ob- 
tained with small expenditure of energy. 


The power required to maintain the jets of 
conducting fluid is, moreover, very small. 

Having now described my invention, what 
I claim is — • 70 

1 . The combination with a closed recepta- 
cle, of a circuit-controller contained therein 
and surrounded by an inert insulating me- 
dium under pressure. 

2 . The combination with a closed recepta- 75 
cle, of a circuit-controller contained therein 
and means for maintaining within said recep- 
tacle an inert atmosphere under pressure. 

3 . The combination with a closed recepta- 
cle, of a circuit-controller contained therein, 80 
and a vessel containing a liquefied inert gas, 
and communicating with the interior of the 
receptacle. 

4 . The combination with a circuit-control- 
ling mechanism, one part or terminal of which 85 
is a conducting fluid, such as mercury, of a 
receptacle inclosing the same and means for 
maintaining an inert gas under pressure in 
the receptacle. 

5 . The combination with a conductor or se- 90 
ries of conductors constituting one terminal 

of a circuit-controller, means for maintaining 
a stream or jet of conducting fluid as the 
other terminal with which the conductor 
makes intermittent contact, a close recepta- 95 
cle containing the terminals, and means for 
maintaining an inert atmosphere under pres- 
sure in the receptacle. 

6. A device for making and breaking an 
electric circuit comprising, in combination, 100 
means for maintaining a jet or stream of con- 
ducting fluid which constitutes one terminal, 

a conductor or conductors making intermit- 
tent contact with the jet and constituting the 
other terminal and a receptacle inclosing and 1 05 
excluding oxygen fronr the said terminals. 

7 . The combination with a receptacle, of 
a conductor or series of spaced conductors 
mounted therein, a motive device for rotat- 
ing said conductors, one or more nozzles for no 
directing a stream or jet of fluid against the 
conductor, and a force-pump in direct con- 
nection, with the conductor for maintaining a 
circulation of conducting fluid contained in 
the receptacle through the nozzle or nozzles, 115 
the conductor and the fluid constituting re- 
spectively the terminals of a circuit-controllei/ 

8. The combination of a casing, a conductor 
or series of spaced conductors mounted there- 
in, a motor for rotating the same, one or more 120 
ducts or channels from a receptacle contain- 
ing a conducting fluid and directed toward 
the conductors, and a screw operated by the 
motor for forcing the conducting fluid through 
the duct or ducts against the conductors, the 125 
conductors and the fluid constituting the ter- 
minals of an electric-circuit controller. 

9 . The combination with a receptacle con- 
taining a conducting fluid, of a conductor 
mounted withiu the receptacle, means for ro- 130 
tating the same, a screw rotating with the 
conductor and extending into a well in which 
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the fluid collects, and a duct or ducts leading 
from the well to points from which the fluid 
will be directed against the rotating con- 
ductor. 

10. The combination with the receptacle, 
of a spindle secured to its head or cover, a 
magnetic core mounted on the spindle within 
the receptacle, means for rotating said core, 
a conductor rotated by the core, and a pump- 


ing device, such as a screw rotated by the 
core and operating to maintain a jet or jets 
of conducting fluid, against the conductor, 
when in rotation. 

NIKOLA TESLA. 

Witnesses: 

M. Lawson Dyer, 

G. W . Martling. 
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To all ivhom it may concern: 

Be it known that I, Nikola Tesla, resid- 
ing at New York, in the county and State of 
New York, have invented certain new and 
5 useful Improvements in Electrical- Circuit 
Controllers, of which the following is a speci- 
fication, reference being had to the drawings 
accompanying and forming a part of the 
same. 

io In the electrical system or combination of 
apparatus for the conversion of electrical en- 
ergy by means of the discharges of a cond enser 
invented and heretofore described by me the 
means employed for making and breaking the 
15 electric circuit, though performing a subor- 
dinate function, may from the peculiar con- 
ditions which exist become a highly important 
consideration, not only as regards their prac- 
ticability and durability, but also the econ- 
20 omy in the operation of the system or appa- 
ratus. Of such importance is this consider- 
ation that for the most efficient and reliable op- 
eration of my said system I have found it nec- 
essary to devise special appliances for mak- 
25 ing and breaking the circuit which differ ma- 
terially in construction and mode of opera- 
tion from any previously-existing devices of 
this character of which I am aware. In the 
forms of such apparatus which I have pro- 
30 duced at least one of the terminals is a con- 
ducting fluid, while the other is usually a solid 
conductor or series of conductors, both being 
preferably inclosed in a gas-tight receptacle 
and brought by rotary movement into rap- 
35 idly intermittent contact. I have shown and 
described typical forms of such circuit-con- 
trollers in applications Serial No. 660 , 518 , 
filed December 2 , 1897 ; Serial No. 639 , 227 , 
filed June 3 , 1897 , and Serial No. 671 , 897 , 
40 filed February 28 , 1898 . 

The invention, subject of my present ap- 
plication, pertains to apparatus of this class 
and involves certain improvements in the 
construction and mode of operation of the 
45 same which have primarily for their object 
to secure a greater relative speed between the 
two terminals, whereby the periods of make- 
and-break, during which occurs the chief loss 
of energy, may be materially shortened and 
50 also a higher frequency of current impulses 
secured. A brief consideration of the forms 
of circuit-controller of this general kind which 


I have heretofore shown and described will 
conduce to a better understanding of the prin- 
ciples followed in the construction of the ap- 55 
paratus upon which my present application 
is based and of the primary object which I 
have in view — to increase the relative speed 
of the two terminals in approaching and re- 
ceding from each other. 60 

In some forms of the circuit - controllers 
heretofore described by me I employ a closed 
receptacle capable of being maintained in 
rapid rotation. Within this receptacle is 
mounted a body the rotation of which is re- 65 
tarded or prevented and which carries a tube 
or duct which takes up a conducting fluid 
from the receptacle when the latter is rotated 
and directs the said fluid against a conductor 
or series of spaced conductors carried by the 70 
rotating receptacle. This apparatus, while 
effective to a high degree and possessing many 
advantages over previously-existing forms, is 
nevertheless subject to certain limitations as 
to efficiency, having regard to the speed at 7 5 
which the receptacle is rotated, for not only 
may an undue loss of energy result from ro- 
tating the receptacle, but also from the un- 
necessarily-rapid movement of the conduct- 
ing fluid. With a view to improving the ap- 80 
paratus in these particulars I devised forms 
in which the receptacle was stationary and 
the interior terminal conductor rotated, and 
by this means I reduced the mass and weight 
of the moving parts. I also employed a de- 85 
vi.ce in the nature of a pump, which formed 
a part of the circuit-controller proper and 
was operated by the motor used for rotating 
the conductor, and thus maintained a flow of 
conducting fluid from ducts in the receptacle 90 
against the rotating conductor with no greater 
speed than required for efficient operation. 

By such an apparatus it is not only possible 
to secure a higher relative speed between the 
two terminals, but to do this with a smaller 95 
expenditure of mechanical energy. To still 
further increase the relative speed of the 
terminals, I now provide for rotating each of 
the terminals with respect to the other, so 
that the rate of mutual contact is very greatly 100 
increased. 

Obviously various means may be employed 
for rotating the conductors, or, in general, the 
two essential parts which by their movement 
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produce a make and break; but in the an- 
nexed drawings I have only shown such forms 
of the apparatus as best illustrate the pres- 
ent improvement. 

5 Figure 1 is a central vertical section of a 
circuit-controller comprising a conductor or 
series of conductors forming one terminal 
and means for maintaining a jet or jets of 
conducting fluid constituting the other ter- 
io minal, which are arranged to be rotated in 
opposite directions. Fig. 2 is a similar view 
of a modified form of circuit-controller. 

A designates a casting of cylindrical form 
within which is a standard or socket B, in 
15 which is mounted a vertical spindle C, car- 
rying the circuit-controlling mechanism. The 
said mechanism is contained in a receptacle 
D, of iron or steel, the top or cover of which 
is composed of an annular plate E and a cap 
20 or dome F, the latter being of insulating ma- 
terial or of a metal of comparatively high spe- 
cific resistance, such as German silver. The 
receptacle D as a whole is made air - tight 
and any suitable means may be employed 
25 to effect its rotation, the particular device 
shown for this purpose being an electromag- 
netic motor, one element, G, of which is secured 
to the spindle G or receptacle D and the other, 
II, to the box or case A. Within the recepta- 
30 cle D and secured to the top of the same, but 
insulated therefrom, is a circular conductor 
K, with downwardly-extending projections or 
teeth L. This conductor is maintained in 
electrical connection with a plate M outside 
35 of the receptacle by means of screws or bolts 
N, passing through insulated gaskets in the 
top of the receptacle D. Within the latter 
is a standard or socket O, in which is mount- 
ed a spindle P, concentric with the axis of the 
40 receptacle. 

Any suitable means may be provided for 
rotating the spindle P independently of the 
receptacle D; but for this purpose I again 
employ an electromagnetic motor, one ele- 
45 ment, Q, of which is secured to the spindle P 
within the receptacle D and the other, R, is 
secured to the box A and surrounds the cap 
or dome F, within which is mounted the ar- 
mature Q. 

50 Depending from the spindle P or the arma- 
ture Q is a cylinder S, to which are secured 
arms T T, extending radially therefrom and 
supporting short tubes or ducts Y between 
the peripheral wrnlls of the receptacle D and 
55 the series of teeth or projections L. 

The tubes. V have openings at one end in 
close proximity to the inner wall of the recep- 
tacle D and turned in a direction opposite to 
that in which the latter is designed* to rotate 
60 and at the other end orifices which are adapt- 
ed to direct a stream or jet of fluid against 
the projections L. 

To operate the apparatus, the receptacle D, 
into which a suitable quantity of conducting 
65 fluid, such as mercury, is first poured, and 
the spindles P are both set in rotation by their 
respective motors and in opposite directions. 


By the rotation of receptacle D the conduct- 
ing fluid is carried by centrifugal force up 
the sides or walls of the same and is taken up 
by the tubes or ducts Y and discharged against 
the rotating conductors L. If, therefore, one 
terminal of the circuit be connected with any 
part of the receptacle D or the metal portions 
of the instrument in electi'ical connection 
therewith and the other terminal be connect- 
ed to the plate M, the circuit between these 
terminals will be completed whenever a jet 
from one of the ducts Y is discharged against 
one of the projections Land interrupted when 
the jets are discharged through the spaces 
between such projections. I have indicated 
the necessary circuit connections by wires X 
and X', connected, respectively, with a brush 
M’, bearing upon the circular plate M, and a 
binding-post X", set in the frame or casing A. 

In Fig. 2 a modified form of apparatus is 
shown and by means of which similar results 
are obtained. In this device the top and bot- 
tom A' of the receptacle are metal plates, 
while the cylindrical portion or sides A" is of 
insulating material, such as porcelain. With- 
in the receptacle and preferably integral with 
the side walls A" are two annular troughs W 
W', which contain a conducting fluid B', such 
as mercury. Terminals C' C", passing through 
the bottom of the receptacle through insulat- 
ing and packed sleeves, afford a means of con- 
necting the mercury in the two troughs with 
the conductors of the circuit. Surrounding 
thatportion of the device in which the troughs 
W W' lie is a core D', wound with coils D", 
arranged in any suitable and well-known man- 
ner to produce, when energized by currents 
of different phase, a rotating magnetic field 
in the space occupied by the two bodies of 
mercury, To intensify the action, a circular 
laminated core E' is placed within the recep- 
tacle. If by this or any other means the 
mercury is set in motion and caused to flow 
around in the troughs, and if a conductor be 
mounted in position to be rotated by the mer- 
cury, and when so rotated to make intermit- 
tent contact therewith, a circuit -controller 
may be obtained of novel and distinctive 
character and capable of many useful appli- 
cations independently of the other features 
which are embodied in the complete device 
which is illustrated. For the present purpose 
I provide in the center of the receptacle a 
socket in which is mounted a spindle P', car- 
rying a disk G'. Depending from said disk 
are arms IT, which afford bearings for a shaft 
K', supporting two star-shaped wheels L' L", 
arranged to make contact with the mercury 
in the two troughs, respectively. The shaft 
K' is mounted in insulated bearings, so that 
when both wheels are in contact with mercury 
the circuit connecting the terminals C' C 
will be closed. The disk G' carries an annu- 
lar core X', which is adapted to be maintained 
in rotation by a core O' and coils 0", sup- 
ported outside of the receptacle and prefer- 
| ably of the same character as those used for 
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imparting rotation to the mercury; but the 
direction of rotation should be opposite to 
that of the mercury. The rate of rotation of 
the wheels L' L" depends upon the rate of 
5 relative movement of the mercury, and hence 
if the mercury be caused to flow in one direc- 
tion and the wheels be carried bodily in the 
opposite direction the rate of rotation, and 
consequently the frequency of the makes and 
io breaks, will be very greatly increased over 
that which would be obtained if the wheels 
L' L" were supported in a stationary bearing. 

It is obvious that by means of devices of 
the character described a rapid interruption 
15 of the circuit may be effected, while all the 
practical advantages which may be derived 
from inclosing the terminals or contacts in a 
closed receptacle are readily realized to the 
fullest extent. 


Having now described my invention, what 20 
I claim is — 

1 . In a circuit-controller, the combination 
with rigid and fluid conductors adapted to be 
brought intermittently into contact with each 
other, thereby making and breaking the elec- 25 
trie circuit, of means for imparting rotary 
motion to both of said conductors, as set forth. 

2 . In a circuit-controller, the combination 
with a receptacle containing a conducting 
fluid, means for imparting a movement of ro- 30 
tation to the fluid, and a conductor adapted 

to be rotated by the movement of said fluid 
and to thereby make and break electric con- 
nection with the fluid, as set forth. 

NIKOLA TESLA. 

Witnesses: 

M. Lawson Dyer, 

G. W. Martltng. 
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lo all whom it may concern: 

Re it known that I, Nikola Tesla, a citi- 
zen of the United States, residing at New York 
in the county and State of New York, have in- 
5 vented certain new and useful improvements 
in methods of and apparatus for controlling 
from a distance the operation of the propel- 
ling - engines, the steering apparatus, and 
otliei mechanism carried l)y moving bodies or 
ro floating vessels, of which the following is a 
specification, reference being had to the drawr 
ings accompanying and foi-piing part of the 
same. 

The problem for which the invention form- 
15 ing the subject'of my present application af- 
fords a complete and practicable solution is 
that of controlling from a given point the op- 
eration of the propelling-engines, the steer- 
mg apparatus, and other mechanism carried 
20 by a moving object, such as a boat or any 
floating vessel, whereby the movements and 
course of such body or vessel may be directed 
and controlled from a distance and any de- 
vice carried by the same brought into action 
25 at any desired tiiiie. So far as I am aware 
the only attempts to solve this problem which 
have heretofore met with any measure of suc- 
cess have been made in connection with a 
certain class of vessels the machinery of 
30 which was governed by electric currents con- 
veyed to the controlling apparatus through a 
flexible conductor; but this system is subject 
to such obvious limitations as are imposed by 
the length, weight, and strength of the con- 
35 ductor which can be practically used, by the 
difficulty of maintaining with safety a high 
speed of the vessel or changing the direction 
of movement of the same with the desired 
rapidity, by the necessity for effecting the. 
40 control from a point which is practically fixed, 
and by many well-understood drawbacks in- 
separably connected with such a system. The 
plan which I have perfected involves none of 
these objections, for I am enablecj by the use 
45 of my invention to employ any means of pro- 
pulsion, to impart to the moving body or ves- 
sel the highest possible speed, to control the 
operation of its machinery and to direct its 
movements from either a fixed point or from 
50 a body moving and changing its direction 
however rapidly, and to maintain this control 
over great distances without any artificial 


connections between the vessel and the ap- 
paratus governing its movements and with- 
out such restrictions as these must necessaril y e c 
impose. 

In a broad sense, then, my invention dif- 
fers from all of those systems which provide 
for the control of the mechanism carried by a 
moving object and governing its motion in 60 
that I require 110 intermediate wires, cables, 
or other form of electrical or mechanical con- 
nection with the object save the natural mo- . 
dia in space. I accomplish, nevertheless, 
similar results and in a much more ipractica- 65 
ble manner by producing waves, impulses, or 
radiations which are received through the 
earth, water, or atmosphere by suitable ap- 
paratus on the moving body and cause the 
desired actions so long as the body remains 70 
within the active region or effective range of 
such eu rrents, waves, impulses, or radiations. 

The many and difficult requirements of the 
object here contemplated, involving peculiar 
means for transmitting to a considerable dis- 75 
tance an influence capable of causing in a 
positive and reliable manner these actions, 
necessitated the designing of devices and ap- 
paratus of a novel kind in order to utilize to 
the best advantage various facts or results, 80 
which, either through mj'own investigations 
or those of others, have been rendered prac- 
tically available. 

As to that part of my invention which in- 
volves the production of suitable waves or 85 
variations and the conveying of the same to 
a remote receiving apparatus capable of be- 
ing operated or controlled by their influence, 
it may be carried out in various ways, which 
are at the present time more or less under- 90 
stood. For example, I may pass through a 
conducting-path, preferably inclosing a large 
area, a rapidly-varying current and by elec- 
tromagnetic induction of the same affect a 
circuit carried by the moving body. In this 95 
case the action at a given distance will be the 
stronger the larger the area inclosed by the 
conductor and the greater the rate of change 
of the current. If the latter were generated 
in the ordinary ways, the rate of change, and 100 
consequently the distance at which the action 
would be practically available for the present 
purpose, would be very small; but by adopt- 
ing such means as I have devised— that is, 
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either by passing through the conducting-path 
currents of a specially - designed high-fre- 
quency alternator or, better still, those of a 
strongly-charged condenser — a very high rate 
5 of change may be obtained and the effective 
range of the influence thus extended over a 
vast area, and by carefully adjusting the cir* 
cuit on the moving body so as to be in exact 
electromagnetic synchronism with the pri- 
io mary disturbances this influence may be util- 
ized at great distances. 

Another way to carry out my invention is 
to direct the currents or discharges of a high- 
frequency machine or condenser through a 
iS circuit one terminal of which is connected 
directly, or inductively with the ground and 
the other to a body, preferably of large sur- 
face and at an elevation. In this case if the 
circuit on the moving body be similarly ar- 
20 ranged or connected differences of potential 
on the terminals of the circuit either by con- 
duction or electrostatic induction are pro- 
duced and the same object is attained. Again, 
to secure the best action the receiving-circuit 
25 should be adjusted so as to be in electromag- 
netic synchronism with the primary source, 
as before; but in this instance it will be un- 
derstood by those skilled in the art that if the 
number of vibrations per unit of time be the 
30 same the circuit should now have a length 
of conductor only one-half of that used in the 
former case. 

Still another way is to pass the currents 
simply through the ground by connecting 
35 both the terminals of the source of high-fre- 
quency currents to earth at different and re- 
mote points and to utilize the currents spread- 
ing through the ground for affecting a re- 
ceiving-circuit properly placed and adjusted. 
40 Again, in this instance if only one of the ter- 
minals of the receiving-circuit be connected j 
to the ground, the other terminal being insu- 
lated, the adjustment as to synchronism with 
the source will require that under otherwise 
45 equal conditions the length of wire be half of 
that which would be qsed if both the termi- 
nals be connected or, generally, if the circuit 
be in the form of a closed loop or coil. Ob- 
viously also in the latter case the relative po- 
50 sition of the receiving and transmitting cir- 
cuits is of importance, whereas if the circuit 
be of the former kind — that is, open — the 
relative position of the circuits is, as a rule, 
of little or no consequence, 

55 Finally, I may avail myself, in carrying out 

my invention, of electrical oscillations which 
do not follow any particular conducting-path, 
but propagate in straight lines through space, 
of rays, waves, pulses, or disturbances of any 
60 kind capable of bringing, the mechanism of 
the moving body into action from a distance 
and at the will of the operator by their effect 
upon suitable controlling devices. 

In the following detailed description I shall 
65 confine myself to an explanation of that 
method and apparatus only which I have 
found to be the most practical and effectual; 


but obviously my invention in its broad fea- 
tures is not limited to the special mode and 
appliances which I have devised and shall 70 

here describe. , f 

In any event— that is to say, whichever ot 
the above or similar plans I may adopt— and 
particularly when the influence exerted from 
a distance upon the receiving-circuit be too 75 
small to directly and reliably affect and actu- 
ate the controlling apparatus I employ auxil- 
iary sensitive relays or, generally speaking, 
means capable of being brought into action 
by the feeblest influences in order to effect 80 
the control of the movements of the distant 
body with the least possible expenditure of 
energy and at the greatest practicable dis- 
tance, thus extending the range and, useful- 
ness of my invention. °5 

A great variety of electrical and other de- 
vices more or less suitable for the purpose of 
detecting and utilizing feeble actions are now 
well known to scientific men and artisans and 
need not be all enumerated here. Confining 90 
myself merely to the electrical as the most 
practicable of such means and referring only 
to those which, while not the most sensitive, 
are perhaps more readily available from the 
mbre general knowledge which exists regard- 95 
ing them, I may state that a contrivance may 
be Used which has long been known and used 
as a lightning-arrester in connection with 
telephone-switchboards for operating annun- 
ciators and like devices, comprising a bat- 100 
tery the poles of which are connected to two 
conducting-terminals separated by a minute 
thickness of dielectric. Th§ electromotive 
force of the battery should be such as to strain 
the thin dielectric layer very nearly to the 105 
point of breaking down in order to increase 
the sensitiveness. When an electrical dis- 
turbance reaches a circuit so arranged and 
adjusted, additional strain is put upon the 
insulating-film, which gives way and allows no 
the passage of a current which can be util- 
ized to operate any form of circuit-controlling 

apparatus. 

Again, another contrivance capable of be- 
ing utilized in detecting feeble electrical ef- 115 
fects consists of two conducting plates or ter- 
minals which have, preferably, wires of some 
length attached to them and are bridged by 
a mass of minute particles Of metal or other 
conducting material. Normally these par- 12.0 
tides tying loose do not connect the metal 
plates; but under the influence of an elec- 
trical disturbance produced at a distance, 
evidently owing to electrostatic attraction, 
they are pressed firmly against each other, 123 

thus establishing a good electrical connection 

between the two terminals. This change of 
state may be made use of in a number of ways 
for the above purpose. 

Still another modified device, which may 13° 
be said to embody the features of both the 
former, is .obtained by connecting the two 

I conducting plates or terminals above referred 

I to permanently with the poles of a battery • 
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which should be of very constant electromo- 
tive force. In this arrangement a distant 
electrical disturbance produces a twofold ef- 
fect on the conducting particles and insulat- 
5 ing- films between them. The former are 
brought nearer to each other in consequence 
of the sudden increase of electrostatic attrac- 
tion, and the latter, owing to this, as well as 
by being reduced in thickness or in number, 
io are subjected to a much greater strain, which 
they are unable to withstand. 

It will be obviously noted from the pre- 
ceding that whichever of these or similar 
contrivances be need the sensitiveness and, 
15 what is often still more important, the reli- 
ability of operation is very materially in- 
creased by a close adjustment of the periods 
of vibration of the transmitting and receiv- 
ing circuits, and, although such adjustment 
20 is in many cases unnecessary for the success- 
• ful carrying out of my invention, I neverthe- 
less make it a rule to bestow upon this fea- 
ture the greatest possible care, not only be- 
cause of the above-mentioned advantages, 
25 which are secured by the observance of the 
most favorable conditions in this respect, but 
also and chiefly with the objeet of prevent- 
ing the receiving-circuit from being affected 
by waves or disturbances emanating from 
30 sources not under the control of the operator. 
The narrower the range of vibrations which 
are still capable of perceptibly affecting' the 
receiving-circuit the safer will the latter be 
against extraneous disturbances. To secure 
35 the best resnlt, it is necessary, as' is well 
known to experts, to construct the receiving- 
circuit or that part of the same in which the 
vibration chiefly occurs so that it will have 
the highest possible self-induction and at the 
to same time the least possible resistance. In 
this manner I have demonstrated the practica- 
bility of providinga great number of such re- 
ceiving-circuits— fifty or a hundred, or more- 

each of which may be called up or brought 
45 into action whenever desired without the oth- 
ers being interfered with. This result makes 
it possible for one operator to direct simul- 
taneously the movements of a number of 
bodies as well as to control the action of a 
50 number of devices located on the same body 
each of which may have a distinct duty to 
fulfil. In the following description, how- 
ever, I shall show a still further development 
in this direction— namely, how, by making 
55 use of merely one receiving-circuit, a great 
variety of devices may be actuated and any 
number of different functions performed at 
the will and command of the distant oper- 
ator. ^ 

60 It should be stated in advance in regard to 
the sensitive devices above mentioned, which 
may be broadly considered as belonging to 
one class, inasmuch as the operation of all 
of them involves the breaking down of a 
65 minute thickness of highly-strained dielec- 
trie, that it is necessary to make some provi- 
sion for automatically restoring to the dielec- 


tric its original unimpaired insulating quali- 
ties in order to enable the device to be used 
in successive operations. This is usually ac- 70 
complished by a gentle tapping or vibration 
of the electrodes or particles or continuous 
rotation of the same; but in long experience 
with many forms of these devices I have found 
that such procedures, while suitable in simple 7<; 
and comparatively unimportant operations, ‘ 
as ordinary signaling, when it is merely re- 
quired that the succeeding effects produced 
in the receiving-circuit should differ in re- 
gard to their relative duration only, in which 80 
case it is of little or no consequence if some 
of the individual effects be altered or incom- 
plete or even entirely missed, do not yield 
satisfactory results in many instances, when 
it may be very important that the effects pro- 85 
duced should all be exactly such as desired 
and that none should fail. To illustrate, let 
it be supposed that an official directing the 
movements of a vessel in the manner de- 
scribed should find it necessary to bring into go 
action a special device on the latter or to per- 
form a particular operation, perhaps of vital 
moment, at an instant’s notice and possibly 
when, by design or accident, the vessel itself 
or any mark indicating its presence is hidden 95 
from his view. In this instance a failure or 
defective action of any part of the apparatus 
might have disastrous consequences and such 
cases in which the sure and timely working 
of the machinery is of paramount importance 100 
may often present themselves in practice, and 
this consideration has impressed me with the 
necessity of doing away with the defects in 
the present devices and procedures and of 
producing an apparatus which while being 105 
sensitive will also be most reliable and posi- 
tive in its action. In the arrangement here- 
inafter described these defects are overcome 
in a most satisfactory manner, enabling thou- 
sands of successive operations, in all respects no 
alike, being performed by the controlling ap- 
paratus without a single irregularity or miss 
being recorded. For a better understanding 
of these arid other details of the invention as 
I now carry them out I would refer to the ac- 115 
companying drawings, in which — 

Figure 1 is a plan view of a vessel and 
mechanism within the same. Fig. 2 is a lon- 
gitudinal section of the same, showing the in- 
terior mechanism in side elevation. Fig. 3 is 120 
a plan view, partially diagrammatical, of the 
vessel, apparatus, and circuit connections of 
the same. Fig. 4 is a plan view, ori an en- 
larged scale, of a portion of the controlling 
mechanism. Fig. 0 is an end view of the 125 
same. Fig. 6 shows the same mechanism in 
side elevation. Fig. 7 is a sideview of a de- 
tail of the mechanism. Fig. 8 is a central 
sectional view, on a larger scale, of a sensitive 
device forming part of the receiving-circuit. 130 
Fig. 9 is a diagrammatic illustration of the 
system in its preferred form. Fig. 10 is a 
view of the various mechanisms employed, 
but on a larger scale, and leaving out or indi- 
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eating conventionally certain parts of well- 1 
understood character. • ■ 

Referring to Figs. 1 and 2 , A designates any 
type of vessel or vehicle which is" capable of 
5 being propelled and directed, such as a boat, 
a balloon, or a carriage. It may be designed 
to carry in a suitable compartment B objects 
of .any kind, according to the nature of the 
uses to which it is to be applied. The ves- 
io sel— in this instance a boat— is provided with 
1 suitable propelling machinery, which is shown 
as comprising a screw-propeller C, secured to 
the shaft of an electromagnetic motor D, which 
derives its power from storage batteries E E 
ij EE. In addition to the propelling engine or 
motor the boat carries also a small steering- 
motor F, the shaft of which is extended be- 
yond its bearings and provided with a worm 
which meshes with a toothed wheel G. This 
ao latter is fixed to a sleeve b, freely movable on 
a vertical rod H, and is rotated in one or the 
* other direction, according to the direction of 
rotation of the motor F. 

The sleeve b on rod H is in gear, through 
25 the cog-wheels H' and H", with a spindle G, 
mounted in vertical bearings at the stem of 

the boat and carrying the rudder F'. 

The apparatus by means of which the op 
eration of both the propelling and steering 
' 30 mechanisms is controlled involves, primarily, 
a receiving-circuit, which for reasons before 
stated is preferably both adjusted and ren- 
dered sensitive to the influence of waves or 
impulses emanating from a remote source, 
35 the adjustment being so that the period of 
oscillation of the circuit is either the same as 
that of the source or a harmonic thereof. 

The receiving-circuit proper (diagrammat- 
ically shown in Figs. 3 and 10 ) comprises a 
40 terminal E', conductor C', a sensitive device 
A', and a conductor A", leading to the ground 
conveniently through, a connection to the 
metal keel B' of the vessel. The terminal E' 

/ should present a large conducting -surface 
45 and should be supported as high as practica- 
ble on a standard D, which is shown as broken 

in Fig. 2 ; but such provisions are not always 
necessary. It is important to insulate very 
well the conductor C' in whatever manner it 
50 be supported. 

The circuit or path just referred to forms 
also a part of a local circuit, which latter in- 
cludes a relay-magnet a and a battery a', the 
electromotive force of which is, as before ex- 
55 plained, so determined that although the di- 
electric layers in the sensitive device A' are 
subjected to a great strain, yet normally they 
withstand the strain and no appreciable cur- 
rent flows through the local circuit ; but when 
60 an electrical disturbance reaches the circuit 
the dielectric films are broken down, the re- 
sistance of the device A' is suddenly and 
greatly diminished, and a current traverses 
the relay-magnet A. 

65 The particular sensitive device employed 
is shown in general views and in detail in 
Figs. 4 , 6, 7 , and 8. It consists of a metal 


cylinder c, with insulating-heads c , through 
which passes a central metallic rod c . A 
small quantity of grains d of conducting ma* 70 
terial, such as an oxidized metal, is placed in 
the cylinder. A metallic strip cl', secured to 
an insulated post d", bears against the side 
of the cylinder c, connecting it with the con- 
ductor C', forming one part of the circuit. 75 
The central rod c" is connected to the frame t 
of the instrument and so to the other part of 
the circuit through the forked metal arm e, 
the ends of which are fastened with two nuts 
to the projecting ends of the rod, by which 80 

means the cylinder c is supported. 

In order to interrupt the flow of battery- 
current which is started through the action 
of the sensitive device A', special means are • 
provided, which are as follows: The armature 85 
e' of the magnet a, when attracted by the lat- 
ter, closes a circuit containing a battery 0 and 
magnet/. The armature-lever /' of this mag- 
net is fixed to a rock-shaft /'', to which is se- 
cured an anchor-escap§ment g, which con- ,90 
trols the movements of a spindle g', driven by 
a clock-train K. The spindle g' has fixed to 
it a disk g" with four pins 6", so that for each 
oscillation of the escapement g the spindle g 
is turned through one-quarter of a revolu- 95 
tion. One of the spindles in the clock-train, 
as h, is geared so as to make one-half of a 
revolution for each quarter-revolu^ 
die g'. The end of the former spindle ex- 
tends through the side of the frarnp and car- 100 
ries an eccentric cylinder h', which passes 
through a slot in a lever h", pivoted to the 
side of the frame. The forked arm e, which 
supports the cylinder c y is pivoted to the end 
of eccentric h', and the • eccentric and said 105 
arm are connected by a spiral spring Z. Two 
pins i' i' extend out from the lever h , and 
one of these is always in the path of a pro- 
jection on arm e. They operate to prevent 
the turning of cylinder c with the spindle h no 
and the eccentric. It will be evident that a 
half -re volution of the spindle h will wind up 
the spring i and at the same time raise or 
lower the lever b" , and these parts are so ar- 
ranged that just before the half-revolution of 1 15 
the spindle is completed the pin i', in engage- 
ment with projection Or stop-pin p, is with- 
drawn from its pathj and the cylinder c, obey- 
ing the force of the spring i, is suddenly 
turned end for end, its motion being checked 120 
by the other pin i r . The adjustment rela- 
tively to armature/' of magnet / is further- 
more so made that the pin i' is withdrawn atj- 
the moment when the armature has nearly 
reached its extreme position in its approach 1 25 
toward the magnet— that is, when the lever Z, 
which carries the armature /', almost touches 
the lower one of the two stops s s, Fig; 5 
which limits its motion in both directions. 

The arrangement just described has been 130 
the result of long experimenting with the ob- 
ject of overcoming certain defects in devices 
of this kind, to which reference has been 
made before. These defects I have found to 
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be due to many causes, as the unequal size, 
weight, and shape of the grains, the unequal 
pressure which results from this and from the 
manner in which the grains are usually agi- 
5 tated, the lack of uniformity in the conduc- 
tivity of the surface of the particlesowing to 
the varying thickness of the superficial oxi- 
dized layer, the varying condition of the gas 
or atmosphere in which the particles are im- 
io mersed,and to certain deficiencies, well known 
to experts, of the transmitting apparatus as 
heretofore employed, which are in a large 
measure reduced by the use of my improved 
high-frequency coils. To do away with the 
15 defects in the sensitive device, I prepare the 
particles so that they will be in all respects 
as nearly alike as possible. They are manu- 
factured by aspecial tool, insuring their equal- 
ity in size, weight, and shape, and are then 
20 uniformly oxidized by placing them for a 
given time in an acid solution of predeter- 
mined strength. This secures equal conduc- 
tivity of their surfaces and stops their further 
deterioration, thus preventing a change in 
25 the character of the gas in the space in which 
they are inclosed. I prefer not to rarefy the 
atmosphere within the sensitive device, as 
this has the effect of rendering the former 
less constant in regard to its dielectric prop- 
30 erties,but merely secure an air-tight inclosure 
of the particles and rigorous absence of mois- 
ture, which is fatal to satisfactory working. 

The normal position of the cylinder c is ver- 
tical, and when turned in the manner de- 
35 scribed the grains in it are simply shifted 
from one end to the other; but inasmuch as 
they always fall through the same space and 
are subjected to the same agitation they are 
brought after each operation of the relay to 
40 precisely the same electrical condition and 
offer the same resistance to the flow of the 
battery-current until another impulse from 
afar reaches the receiving-circuit. 

The relay-magneto, should be of such char- 
45 acter as to respond to a very weak current and 
yet be positive in its action. To insure the re- 
traction of its armature e' after the cu rrent has 
. been established through the magnet / and 
interrupted by the inversion of the sensitive 
50 device c, a light rod k is supported in guides 
on the frame in position to be lifted by an ex- 
tension k' of the armature-lever l and to raise 
slightly the armature e. As a feeble current 
may normally flow through the sensitive de- 
55 vice and the relay-magnet a, which would be 
sufficient to hold though not draw the arma- 
ture down, it is well to observe this precau- 
tion. 

The operation of the relay-magnet a and 
60 the consequent operation of the electromag- 
net/, as above described, are utilized to con- 
trol the operation of the propelling-engiue 
and the steering apparatus in the following 
manner: On the spindle g', which carries the 
65 escapement-disk g", Figs. 4 and C, is a cyl- 
inder j of insulating material with a conduct- 
ing plate or head at each end. From these 


two heads, respectively, contact plates or seg- 
ments//' extend on diametrically opposite 
sides of the cylinder. The plate/' is in elec- 70 
trical connection with the frame of the in- 
strument through the head from which it ex- 
tends, while insulted strips or brushes J J' 
bear upon the free end or head of the cylin- 
der and the periphery of the same, respec- 75 
tively. Three terminals are thus provided, 
one always in connection with plate /, the 
other always in connection with the plate/', 
and the third adapted to rest on the strips/ 
and/' in succession or upon the intermediate 80 
insulating-spaces, according to the position 
in which the commutator is brought by the 
clock-train and the anchor-escapement g. 

K' K", Figs. 1 , 3 , and 10 , are two relay- 
magnets conveniently placed in the rear of 85 
the propelling- engine. One terminal of a 
battery k" is connected to one end of each of 
the relay-coils, the opposite terminal to the 
brush J', and the opposite ends of the relay- 
coils to the brush J and to the frame of the 90 
instrument, respectively. As a consequence 
of this arrangement either the relay K' or K'' 
will be energized as the brush J' bears upon 
the plate / or/', respectively, or both relays 
will be inactive while the brush J' bears upon 95 
an insulating-space between the plates / and 
j". While one relay, as K', is energized, its 
armature closes a circuit through the motor 
F, which is rotated in a direction to throw the 
rudder to port., On the other hand, when re- ico 
lay K" is active another circuit through the 
motor F is closed, which reverses its direc- 
tion of rotation and shifts the rudder to star- 
board. These circuits, however, are at the 
same time utilized for other purposes, and 105 
their course is, in part, through apparatus 
which I shall describe before tracing their 
course. 

The fixed rod H carries an insulating disk 
or head L, Fig. 2 , to the under side of which no 
are secured six brushes, 1 , 2 , 3 ,' 4 , 5 , and G, 

Fig. 3 . The sleeve b, which surrounds the 
rod and is turned by the steering-motor F, 
carries a disk L', upon the upper face of 
which are two concentric circles of conduct- 115 
ing contact-plates. Brushes 1 , 2 , 3 -, and 4 
bear upon the inner circle of contacts, while 
the brushes 5 and 6 bear upon the outer cir- 
cle of contacts. The outer circle of contacts 
comprises two long plates 7 and 8 on opposite 120 
sides of the disk and a series of shorter 
plates 9 , 10 , 11 , 12 , 13 , and 14 in the front 
and rear. Flexible conductors V l” connect 
the plates 7 and 8 with the terminals of the 
propelling - motor D, and the poles of the 125 
main battery E are connected to the brushes 
5 and 6, respectively, so that while the rudder 
is straight or turned up to a certain angle to 
either side the current is conveyed through 
the brushes 5 and 6 and segments 7 and 8 to 130 
the propelling- motor D. The steering-motor 
F is also driven by current taken from the 
main battery E in the following manner: A 
conductor 15 from one pole of the battery 
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leads to one of the commutator-brushes, and 
from the other brush runs a conductor 16 to 
one of the contacts of each relay K' K". 
When one of these relays, as K'', is active, it 
5 continues this circuit through a wire 19 
through one field-coil or set of coils on the 
motor F and thence to the brush 1 . In a 
similar manner when the other relay K' is 
active the circuit is continued from wire 18 
io through a wire 20, the second or reversing 
set of field-coils, and to brush 2. 

’Both brushes 1 and 2 at all times when the 
rodder is not tnrned more than about forty- 
five degrees to one side are in contact with a 
IS long conducting-plate 21, and one brush in 
any position of the rudder is always in con- 
tact with said plate, and .the latter is con- 
nected by a flexible conductor 22 with the op- 
posite pole of the main battery. Hence the 
20 motor F may always be caused to rotate in 
one direction whatever may be the position 
of the rudder, and may be caused to rotate 
in either direction whenever the position of 
the rudder is less than a predetermined an- 
25 gle, conveniently forty-five degrees from the 
center position. In order, however, to pre- 
vent the rudder from being tnrned too far in 
either direction, the isolated plate 23 is used. 
Any movement of the rudder beyond a pre- 
30 determined limit brings this plate under one 
or the other of the brushes 1 2 and breaks 
the circuit of motor F, so that the rudder can 
be driven no farther in that direction, but, 
as will be understood, the apparatus is in 
35 condition to turn the rudder overto the other 
side. In like manner the circuit of the pro- 
pelling-motor D is con trolled through brushes 
5 and 6 and the segments on the outer circle 
of contacts of head L. If the short segments 
40 on either side of the circle are insulated, the 
motor D will be stopped whenever one of the 
brushes 5 or 6 passes onto one of them from 
the larger segments 7 8. 

It is important to add that on all contact- 
45 points where a break occurs provision should 
be made to overcome the sparking and pre- 
' vent the oscillation of electrical charges in 
the circuits, as such sparks and oscillations 
may affect the sensitive device. It is this 
50 consideration chiefly which makes it advis- 
able to use the two relays K'K", which other- 
wise might be dispensed with. They should 
be also placed as far as practicable from the 
sensitive device in order to guard the latter 
55 against any action of strong varyingcnrrents. 

In addition to the mechanism described the 
vessel may carry any other devices or appa- 
ratus as might be required for accomplishing 
any special object of more or less importance. 
60 By way of illustration a small motor m is 
shown. Figs. 1 and 3 , which conveniently 
serves for a number of purposes. This motor 
is shown connected in series with the arma- 
ture of the steering-motor F, so that when- 
65 ever either one of the circuits of the latter is 
dosed through relays K' K" the motor m is 
likewise rotated, but in all cases in the same 


direction. Its rotation is opposed by a spring 
m', so that in normal operation, owing to the 
fact that the circuits of motor F are closed 70 
but a short time, the lever m", which is fas- 
tened to one of the wheels of clockwork M, 
with which the armature of the motor is 
geared, will move but a short distance and 
upon cessation of the current return to a stop 75 
P; but if the circuits of the motor F are 
closed and opened rapidly in succession, which 
operation leaves the rudder unaffected, then 
the lever m" is moved to a greater angle, com- 
ing in contact with a metal plate n, and finally, 80 
if desired, with a post n'. Upon the lever m" 
coming in contact with plate n the current 
of the main battery passes either through one 
or other or both of the lights supported On 
standards q q, according to the position of 85 
brushes 3 and 4 relatively to the insulating- 
segment 23 ; but since the head L, carrying 
the segments, is geared to the rudder the po- 
sition of the latter is in a general way deter- 
mined by observing the lights. Both of the 96 
lights may be colored, and by flashing them 
up whenever desired the operator may guide 
at night the vessel in its course. For such 
purposes also the standai’ds r r are provided, 
which should be painted in lively colors, so 95 
as to be visible by day at great distances. 

By opening and closing the circuits of motor 
F a greater number of times, preferably de- 
termined beforehand, the lever m" is brought • 
in contact with post n 1 , thus closing the cir- 100 
cuit of the main battery through a device 0 
and bringing the latter into action at the mo- 
ment desired. 13 y similar contrivances or 
such as will readily suggest themselves to 
mechanicians any n u mber of diff eren t devices 1 05 
may be operated. 

Referring now to Fig. 9 , which illustrates 
diagram matically the system as practiced 
when directing the movements of a boat, in 
this figure S designates any source of elec- no 
trical disturbance or oscillations the genera- 
tion of which is controlled by a suitable switch 
contained in box T. The handle of the switch 
is movable in one direction only and stops on 
four points tt'u.-v', so that as the handle 115 
passes from stop to stop oscillations are pro- 
duced by the source during a very short time 
interval. There are thus produced four dis- 
turbances during one revolution and the re; 
ceiving-circuit is affected four times; but it 120 
will be understood from the foregoing descrip- 
tion of the controlling devices on the vessel 
that the rudder will be moved twice, once to 
right and once to left. Now I preferably place 
the handle of the switch so that when it is ar- 125 
rested on points 1 1 '~ that is, to the right or 
left of the operator — he is reminded that the 
vessel is being deflected to the right or left 
from its course, by which means the control 
is facilitated. The normal positions of the 130 
handle are therefore at u u’ when the rudder 
is not acted upon, and it remains on the points 
u u' only so long as necessary. Since, as be- 
fore stated, the working of the apparatus is 
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very sure, the operator is enabled to perform 
any such operations as provision is made for 
without even seeing the vessel. 

The manner of using the apparatus and the 
5 operation of the several instrumentalities 
comprising the same is in detail as follows: 
Normally the plate L' is turned so that brush 
2 rests upon the insulated segment 23 and 
brush 6 upon one of the insulated short seg- 
io ments in the rear of the circle. Under these 
conditions the rudder will be turned to star- 
board and the circuit of motor D interrupted 
between brushes 5 and 0 . At the same time 
only one of the circuits of motor F — that con- 
15 trolled by relay K'— is capable of beingclosed, 
since brush 2, which connects with the other, 
is out of contact with the long segment 21. 
Assuming now that it is desired to start the 
vessel and direct it to a given point, the han- 
20 die T is turned from its normal position on 
point a' to the point i on the switch-box. 
This sends out an electrical disturbance, 
which, passing through the receiving-circuit 
on the vessel, affects the sensitive device A' 
25 and starts the flow of current through the lo- 
cal circuit, including said device, the relay a, 
and the battery a'. This, as has been pre- 
viously explained, turns the cylinder j and 
causes the brush J' to pass from insulation 
30 onto the contact/. The battery k" is thus 
closed through relay K", and the latter closes 
that circuit of the motor F which, starting 
from plate 22, which is permanently con- 
nected with one pole of the main battery, is 
35 completed through the brush 1, the field of 
motor F, wire 19 , the armature of relay K", 
wire 10, the motor m, the brushes and com- 
mutator of mo.tor F, and wire 15 to the oppo- 
site terminal of the battery E. Motor F is 
40 thus set in operation to shift the rudder to 
port; but the movement of plate L' which 
follows brings the brush 6 back onto segment 
8 and closes the circuit of the prOpelling-mo- 
tor which starts the vessel. The motor F is 
45 permitted to run until the rudder has been 
turned sufficiently to steer the vessel in the 
desired direction , when the handle T is turned 
to the point u. This produces another action 
of the relay a and brush J' is shifted onto 
50 insulation and both rela3 r s Iv' and K" are in- 
active. The rudder remains in the position 
to which it has been shifted by the motor F. 
If it be then desired to shift it to starboard, 
or in the opposite direction to that in which 
55 it was last moved, the handle T is simply 
turned to point t' and allowed to remain there 
until the motor F, which is now operated 
by relay Ii', the circuit of which is closed 
by strip J' coming into contact with plate 
60 j", has done its work. The movement of 
handle T to the next point throws out both 
relays K' and Iv'', and the next movement 
causes a shifting of the rudder to port, and 
so on. Suppose, however, that after the rud- 
65 der has been set at any angle to its middle 
position it be desired to shift it still farther 
in the same direction. In such case the han- 


dle is moved quickly over two points, so that 
the circuit which would move the rudder in 
the opposite direction is closed for too short a 70 
time interval to produce an appreciable ef- 
fect and is allowed to rest on the third point 
until the rudder is shifted to the desired po- 
sition, when the handle is moved to the next 
point, which again throws out both relays K' 75 
and K". It will be understood that if the 
handle be held for a sufficiently long time 
upon either point t or t' the motor F will sim*- 
ply turn the plate L' in one direction or the 
other until the circuits of motors D and F are 80 
| broken. It is furthermore evident that one 
relay K' or K" will always be operative to 
start the motor F. 

As previously explained, the longest period 
of operation of which the motor F is capable 85 
under ordinary conditions of use does not 
permit the motor m to shift the arm ml into 
contact with the plate n; but if the handle 
T be turned with a certain rapidity a series 
of current impulses will be directed through 90 
motor m; but as these tend to rotate the 
motor F in opposite directions they do not 
sensibly affect the latter, but act to rotate 
the motor m against the force of the coiled 
spring. . . . 9S 

The invention which I have described will 
prove useful in many ways. Vessels or ve- 
hicles of any suitable kind may be used, as 
life, despatch, or pilot boats or the like, or for 
carrying letters, packages, provisions, in- roo 
struments, objects, or materials of any de- 
Scriptiod, for establishing communication 
with inaccessible regions and exploring the 
conditions existing in the same, for killing or 
capturing whales or other animals of the sea, 105 
and for many other scientific, engineering, or 
commercial purposes; but the greatest value 
of my invention will result from its effect 
upon warfare and armaments, for by reason 
of its certain and unlimited destructiveness no 
it will tend to bring about and maintain per- 
manent peace among nations. 

Having now described myinveution, what 
I claim is — 

1 . The improvement in the art of control- 115 
ling the movements and operation of a vessel 
or vehicle herein described, which consists in 
producing waves or disturbance's which are 
conveyed to the vessel by the natural media, 
actuating thereby suitable apparatus on the 120 
vessel and effecting the control of the pro- 
pelling-engine, the steering and other mech- 
anism by the operation of the said apparatus, 
as set forth. 

_ 2. The improvement in the art of control- 125 
ling the movements and operation of a vessel 
or vehicle, herein described, which consists 
in establishing a region of waves or disturb- 
ances, and actuating b3 r their influence ex- 
erted at a distance the devices on such vessel 130 
or vehicle, which control tlio propelling, steer- 
ingand other mechanism thereon, as setforth. 

3 . The improvement in the art of control- 
ling the movements and operation of a vessel 
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or vehicle, herein described, which consists 
in establishing a region of electrical waves or 
disturbances, and actuating by their influ- 
ence, exerted at a distance, the devices on 
S said vessel, or vehicle, which control the pro- 
pelling, steering and other mechanism there- 
on, as set forth. 

4. The improvement in the art of control- 
ling the movements and operation of a vessel 

to or vehicle, herein described, which consists 
in providing on the vessel a circuit control- 
ling the propelling, steering and other mech- 
anism, adjusting or rendering such circuit 
sensitive to waves or disturbances of a den- 
15 nite character, establishing a region of such 

waves or disturbances, and rendering by their 

means the controlling-circuit active or inac- 
tive, as set forth. 

5 . The combination with a source of elec- 
20 trical waves or disturbances of a moving ves- 
sel or vehicle, and mechanism thereon for pro- 
pelling, steering or operating the same, and a 
controlling apparatus adapted to be actuated 
by the influence of the said waves or dis- 

25 turbances at a distance from the source, as 

set forth. . , 

6. The combination with a source of elec : 
trical waves or disturbances of a moving ves- 
sel or vehicle, mechanism for propelling, steer- 

30 ing or operating the same, a circuit and means 
therein for controlling said mechanism, and 
means for rendering said circuit active or in- 
active through the influence of ; the said waves 
or disturbances exerted at a distance from the 
35 source, as set forth. , , 

7. The combination with a source of elec- 
trical waves or disturbances and' means for 
starting and stopping the same, of a vessel or 
vehicle, propelling and steering mechanism 

40 carried thereby, a circuit containing or con- 
nected with means for controlling the opera- 
tion of said mechanism and adjusted or ren- 
dered sensitive to the waves or disturbances 
of the source, as set forth. 

45 8. The combination with a source of elec- 

trical graves or disturbances, and means for 
' starting and stopping the operation of the 
same, of a vessel or vehicle, propelling and 
steering mechanism carried thereby, local cir- 
50 cuits controlling said mechanisms, a circuit 
sensitive to the waves or disturbances of the 
source and means therein adapted to control 

the said local circuits, as and for the purpose 

set forth, 


9. The sensitive device herein described 55 

comprising in construction a receptacle con- 
taining a material such as particle^ of oxidized 
metal forming a part of the circuit, and means 
for turning the same end for end when the 
material has been rendered active by the pas- 60 
sage through it of an electric discharge, as 
set forth. . „ , 

10 . The sensitive device herein described, 
comprising in combination a receptacle con- 
taining a material such as particles of oxidized 65 
metal forming a part of an electric circuit, 
an electromagnet in said circuit, and devices 
controlled thereby for turning the receptacle 
end for end when said magnet is energized, 

as set forth. * . , , 7 ° 

11 . The sensitive device herein described, 
comprising in combination a receptacle con- 
taining a material such as particles of oxidized 
metal forming part of an electric circuit, a 
motor for rotating the receptacle* an electro- 75 
magnet in circuit with, the material, ana an 
escapement controlled by said magnet, and 
adapted to permit a half -revolution of the re- 
ceptacle when the said magnet is energized, 

as set forth. . . . , 80 

12 . The combination with a movable body 

or vehicle, of a propelling-motor, a steering- 
motor and electrical contacts carried by a 
moving portion of the steering mechanism, 
and adapted in certain positions of the latter 85 
to interrupt the circuit of the propelling-mo- 
tor, a local circuit and means connected 
therewith for controlling the steering-motor, 
and a circuit controlling the local-circuit and 
means for rendering said controlling-circuit 90- 
sensitive to the influence of electric waves or 
disturbances exerted at a distance from their 
source, at set forth. ■ . 

13 . The combination with the steering-mo- 
tor, a local ‘circuit for directing current 95. 
through the same in opposite directions, a 
controlling-circuit rendered sensitive to the 
influence of electric waves or disturbances ex- 
erted at a distance from their source, a.motor 
in circuit with the steering-motor but adapt- too 
ed to run always in the same direction, and 
a local circuit or circuits controlled by said 
motor, as set forth. 

NIKOLA TESLA. 


Witnesses : 

Raphael Netter, 
George Scherff. 
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To all whom it may concern: 

Beit known that I, Nikola Tesla, a cit izen 
of the United States, residing at New York, in 
the county and State of New York, have in- 
5 vented certain new and useful Improvements 
in Systems of Transmission of Electrical En- 
ergy, of which the following is a specification, 
reference being had to the drawing accom- 
panying and forming a part of the same, 
io It has been well known heretofore that by 
rarefying the air inclosed in a vessel its in- 
sulating properties are impaired to such an 
extent that it becomes what may be consid- 
ered as a true conductor, although one of ad- 
15 mittedly very high resistance. The practical 
information in this regard has been derived 
from observations necessarily limited in their 
scope by the character of the apparatus or 
means heretofore known and the quality of 
20 the electrical effects producible thereby. 
Thus it has been shown by William Crookes 
in his classical researches, which have so far 
served as the chief source of knowledge of 
this subject, that all gases behave as excellent 
25 insulators until rarefied to a point correspond- 
ing to a barometric pressure of about seventy- 
five millimeters, and even at this very low 
pressure the discharge of a high-tension in- 
duction-coil passes through only a part of the 
30 attenuated gas in the form of a luminous 
thread or arc, a still further and considerable 
diminution of the pressure being required to 
render the entire mass of the gas inclosed in 
a vessel conducting. While this is true in 
35 every particular so long as electromotive or 
current impulses such as are obtainable with 
ordinary forms of apparatus are employed, I 
have found that neither the general behavior 
of the gases nor the known relations between 
40 electrical conductivity and barometric pres- 
sure are in conformity with these observa- 
tions when impulses are used such as are pro- 
ducible by methods and apparatus devised 
by me and which have peculiar and hitherto 
45 unobserved properties and are of effective 
electromotive forces, measuring many hun- 
dred thousands or millions of volts. Through 
the continuous perfection . of these methods 
and apparatus and the investigation of the 
'50 actions of these current impulses I have been 
led to the discovery of certain highly-impor- 
tantand useful factswhich have hitherto been 


unknown. Among these and bearing directly 
upon the subject of my present application 
are the following: First, that atmospheric or 55 
othergases, even under normal pressure, when 
they are known to behave as perfect insula- 
tors, are in a large measure deprived of their 
dielectric properties by being subjected to the 
influence of electromotive impulses Of the 60 
character and magnitude I have referred to 
and assume conducting and other qualities 
which have been so far observed only in gases 
greatly attenuated or heated to a high tem- 
perature, and, second, that the conductivity 65 
imparted to the air or gases increases very 
rapidly both with the augmentation of the ap- 
plied electrical pressure and with the degree 
of rarefaction, the law in this latter respect be- 
ing, however, quite different from that hereto- 70 
fore established. In illustration of these facts 
a few observations, "which I have made with 
apparatus devised for the purposes here con- 
templated, may be pited. For example, a con- 
ductor or terminal, to which impulses such as 75 
those here considered are supplied, but which 
is otherwise insulated in space and is remote 
from any conducting-bodies, is surrounded 
by a luminous flame-like brush or discharge 
often covering many hundreds or even as 80 
much as several thousands of square feet of 
surface, this striking phenomenon clearly at- 
testing the high degree of conductivity which 
the atmosphere attains under the influence 
of the imtnence electrical stresses to which it 85 
is subjected. This influence is, however, not 
confined to that portion of the atmosphere 
which is discernible by the eye as luminous 
and which, as lias been the case in some in- 
stances actually observed, may fill the space 90 
within a spherical or cylindrical envelop of 
a diameter of sixty feet or more, but reaches 
out to far remote regions, the insulating quali- 
ties of the air being, as I have ascertained, 
still sensibly impaired at a distance many 95 
hundred times that through which the lu- 
minous discharge projects from the terminal 
and in all probability much farther. The dis- 
tance extends with the increase of the elec- 
tromotive force of the impulses, with the dimi- 100 
nution of the density of the atmosphere, with 
the elevation of the active terminal above the 
ground, and also, apparently, in a slight meas- 
ure, with the degree of moisture contained in 
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the air. I have likewise observed that this 
region of decidedly-noticeable influence con- 
tinuously enlarges as time goes on, and the 
discharge is allowed to pass not unlike a con- 
5 ^Bagration which slowly spreads, this being 
possibly due to the gradual electrification or 
ionization of the air or to the formation of 
less insulating gaseous compounds. It is, 
furthermore, a fact that such discharges of 
ro extreme tensions, approximating those of 
lightning, manifest a marked tendency to pass 
upward away from the ground, which maybe 
due to electrostatic repulsion, or possibly to 
slight heating and consequent rising of the 
15 electrified or ionized air. These latter ob- 
servations make it appear probable that a dis- 
charge of this character allowed to escape 
into the atmosphere from a terminal main- 
tained at a great height will gradually leak 
20 through and establish a good conducting-path 
to more elevated and better conducting air 
strata, a process which possibly takes place 
in silent lightning discharges frequently wit- 
nessed on hot and sultry days. It will be 
25 apparent to what an extent the conductivity 
imparted to the air is enhanced by the in- 
crease of the electromotive force of the im- 
pulses when it is stated that in some instances 
the area covered by the flame discharge men- 
30 tioned was enlarged more than sixfold by 
an augmentation of the electrical pressure, 
amounting scarcely to more than fifty per cent. 
As to the influence of 'rarefaction upon the 
electric conductivity imparted to the gases it 
35 is noteworthy that, whereas the atmospheric 
or other gases begin ordinarily to manifest 
this quality at something like seventy-five 
millimeters barometric pressure with the im- 
pulses of excessive electromotive force to 
40 which I have referred, the conductivity, as 
already pointed out, begins even at normal 
pressure and continuously increases with the 
degree of tenuity of the gas, so that at, say, 
one hundred and thirty millimeterspressure, 
45 when the gases are known to be still nearly 
perfect insulators for ordinary electromotive 
forces, they behave toward electromotive im- 
pulses of several millions of volts like excel- 
lent conductors, as though they were rarefied 
50 to a much higher degree. By the discovery 
of these facts and "the perfection of means for 
producing in a safe, economical, and thor- 
oughly-practicable manner current impulses 
of the character described it becomes possible 
55 to transmit through easily-accessible and only 
moderately-rarefied strata of the atmosphere 
electrical energy not merely in insignificant 
quantities, such as are suitable for the oper- 
ation of delicate instruments and like pur- 
60 poses, but also in quantities suitable for in- 
dustrial uses on a large scale up to practically 
any amount and, according to all the experi- 
mental evidence I have obtained, to any ter- 
restrial distance. To conduce to a better un- 
65 derstanding of this method of transmission 
of energy and to distinguish it clearly, both 
in its theoretical aspect and in its practical 


bearing, from other known modes of trans- 
mission, it is useful to state that all previous 
efforts made by myself and others for trans- 70 
mitting electrical energy to a distance with- 
out the use of metallic conductors, chiefly 
with the object of actuating sensitive receiv- 
ers, have been based, in so far as the atmos- 
phere is concerned, upon those qualities which 75 
it possesses by virtue of its being an excel- 
lent insulator, and all these attempts would 
have been obviously recognized as ineffective 
if not, entirely futile in the presence of a con- 
ducting atmosphere or medium. The utili- So 
zation of any conducting properties of the 
air for purposes of transmission of energy 
has been hitherto out of the question in the 
absence of apparatus suitable for meeting 
themanyanddifficultrequirements, although 85 
it has long been known or surmised that at- 
mospheric strata at great altitudes — say fif- 
teen or more miles above sea-level — are, or 
should be, in a measure, conducting; but as- 
suming even that the indispensable means 90 
should have been produced then still a diffi- 
culty, which in the present state of the me- 
chanical arts must be considered as insuper- 
able, would remain-^namely, that of main- 
tainingterminalsatelevationsof fifteen miles 93 
or more above the level of the sea. Through 
my discoveries before mentioned and the pro- 
duction of adequate means the necessity of 
maintaining terminals at such inaccessible 
altitudes is obviated and a practical method 100 
and system of transmission of energy through 
the natural media is afforded essentially dif- 
ferent from all those available up to the pres- - 
ent time and possessing, moreover, this im- 
portant practical advantage, that whereas in 105 
all such methods or systems heretofore used 
or proposed but a minute fraction of the total 
energy expended by the generator or trans- 
mitter was recoverable in a distant receiving 
apparatus by my method and appliances it no 
is possible to utilize by far the greater por- 
tion of the energy of the source and in any 
locality however remote from the same. 

Expressed briefly, my present invention, 
based upon these discoveries, consists then 115 
in producing at one point an electrical pres- 
sure of such character and magnitude as to. 
cause thereby a current to traverse elevated 
strata of the air between the point of genera- 
tion and a distant point at which the energy 120 
is to be received and utilized. 

In the accompanying drawing a general 
arrangement of apparatus is diagrammatic- 
ally illustrated such as I contemplate em- 
ploying^ the carrying out of my invention 1 25 
on an industrial scale — as, for instance, for 
lighting distant cities or districts from places 
where cheap power is obtainable. 

Referring to the drawing, A is a coil, gen- 
erally of many turns and of a very large di- 130 
arneter, wound in spiral form either about a 
magnetic core or not, as may be found nec- 
essary. C is a second coil, formed of a con- 
ductor of . much larger section and smaller 
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length, wound around and in proximity to the 
coil A. In the transmitting apparatus the 
coil A constitutes the high-tension secondary 
and the coil C the primary of much lower 
S tension of a transformer. In the circuit of 
the primary C is included a suitable source 
of current G. One terminal of the secondary 
A is at the center of the spiral coil, and from 
this terminal the current is led by a conduc- 
io tor B to a terminal D, preferably of large 
* surface, formed or maintained by such means 
as a balloon at an elevation suitable for the 
purposes of transmission, as before described. 
The other terminal of the secondary A is con- 
15 nepted to earth and, if desired, also to the 
primary in order that the latter may be at 
substantially the same potential as the adja- 
cent portions of the secondary, thus insuring 
safety. At the receiving -station a trans- 
20 former of similar construction is employed; 
but in this case the coil A', of relatively-thin 
wire, constitutes the primary and the coil C', 
of thick wire or cable, the secondary of the 
transformer. In the circuit of the latter are 
25 included lamps L, motors M, or other devices 
for utilizing the current. The elevated ter- 
minal D' is connected with the center of the 
coil A', and the other terminal of said coil is 
connected to earth and preferably, also, to 
30 the coil C' for the reasons above stated. 

It will be observed that in coils of the char- 
acter described the potential gradually in- 
creases with the number of turns toward the 
center, and the difference of potential be- 
35 tween the adjacent turns being compara- 
tively small a very high potential, imprac- 
ticable with ordinary coils, may be success- 
fully obtained. It will be, furthermore, noted 
that no matter to what an extent the coils 
40 may be modified in design and construction, 
owing to their general arrangement and man- 
ner of connection, as illustrated, those por- 
tions of the wire or apparatus which are 
highly charged will be out of reach, while 
45 those parts of the same which are liable to 
be approached, touched, or handled will be 
at or nearly the same potential as the ad- 
jacent portions of the ground, this insuring, 
both in the transmitting and receiving appa- 
50 ratus and regardless of the magnitude of the 
electrical pressure used, perfect personal 
safety, which is best evidenced by the fact 
that although such extreme pressures of many 
millions of volts have been for a number of 
55 years continuously experimented with no in- 
jury has been sustained neither by myself or 
any of my assistants'. 

The length of the thin-wire coil in each 
transformer should be approximately one- 
60 quarter of the wave length of the electric dis- 
turbance in the circuit, this estimate being 
based .on the velocity of propagation of the 
disturbance through the coil itself and the 
circuit with which it is designed to be used. 

65 Gy way of illustration if the rate at which 
the current traverses the circuit, including 
the coil, be one hundred and eighty-five thou- 


sand miles per second then a frequency of 
nine hundred and twenty -five per second 
would maintain nine hundred and twenty-five 70 
stationary waves in a cireuitone hundred and 
eighty-five thousand miles longand each wave 
would be two hundred miles in length. For 
such a low frequency, to which I shall resort 
only when itds indispensable to operate mo- 75 
tors of the ordinary kind under the condi- 
tions above assumed, I would use a secondary 
of fifty miles in length. By such an adjust- 
ment or porportioning of the length of wire 
in the secondary coil or coils the points of 80 
highest potential are made to coincide with 
the elevated terminals D £>', and it should be 
understood that whatever length be given to 
the wires this condition should be complied 
with in order to attain the best results. 85 
As the main requirement in carrying out 
my invention is to produce currents of an ex- 
cessively-high potential, this object will be 
facilitated by usinga primary current of very 
considerable frequency, since the electromo- 90 
tive force obtainable with a given length of 
conductor is proportionate to the frequency; 
but the frequency of the current is in a largo 
measure arbitrary, for if the potential be 
sufficiently high and if the terminals of the 95 
coils be maintained at the proper altitudes 
the action described will take place, and a 
current will be transmitted through the ele- 
vated air strata, which will encounter little 
and possibly even less resistance than if con- 100 
veyed through a copper wire of a practicable 
size. Accordingly the construction of the ap- 
paratus may be in many details greatly va- 
ried; butinordertoenableanj 7 person skilled 
in the mechanical and electrical arts to util- 105 
ize to advantage in the practical applications' 
of my system the experience I have so far 
gained the following particulars of a model 
plant which has been long in use and which 
was constructed for the purpose of obtaining no 
further data to be used in the carrying out 
of my invention on a large scale are given. 

The transmitting apparatus was in this case 
one of my electrical oscillators, which are 
transformers of a special type, now wellknown 1 15 
and characterized by the passage of oscilla- 
tory discharges of a condenser through the 
primary. The source G, forming one of the 
elements of the transmitter, was a condenser . 
of a capacity of aboutfourone-hundredthsofa 120 
microfarad and was charged from a gener- 
ator of alternating currents of fifty thousand 
volts pressure and discharged by means of a 
mechanically-operated break five thousand 
times per second through the primary C. The 125 
latter consisted of a single turn of stout 
stranded cable of inappreciable resistance 
and of an inductance of about eight thousand 
centimeters, the diameter of the loop being 
very nearly two hundred and forty-four cen- 13c 
timeters. The total inductance of the pri- 
mary circuit was approximately ten thousand 
centimeters, so that the primary circuit vi- 
brated generally, according to adjustment, 
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from two hundred and thirty thousand to two 
hundred and fifty thousand times per second. 
The high-tension coil A. in the form of a flat 
spiral was composed of fifty turns of heavily- 
5 insulated cable No. 8 wound in one single 
layer, the turns beginning closd to the pri- 
mary loop and ending near its center. The 
outer end of the secondary or high-tension 
coil A was connected to the ground, as illus- 
o trated, while the free end was led to a termi- 
nal placed in the rarefied air stratum through 
which the energy was to be transmitted, 
which was contained in an insulating-tube of 
alength of fifty feet or more, within which a 
5 barometric pressure varying from about one 
hundred and twenty to one hundred and fifty 
millimeters was maintained by means of a 
mechanical suction -pump. The receiving- 
transformer was similarly proportioned, the 
:o ratio of conversion being the reciprocal of 
that of the transmitter, and the primary high- 
tension coil A' was connected, as illustrated, 
with the end near the low-tension coil C' to 
the ground and with the free end to a wire 
!5 or plate likewise placed in the rarefied air 
stratum and at the distance named from the 
transmitting-terminal. The primary and sec- 
ondary circuits in the transmitting apparatus 
being carefully synchronized, an electromo- 
;o tive force from two to four million volts and 
more was obtainable at the terminals of the 
secondary coil A, the discharge passing freely 
through the attenuated air stratum main- 
tained at the above barometric pressures, and 
15 it was easy under these conditions to trans- 
mit with fair economy considerable amounts 
of energy, such as are of industrial moment, 
to the receiving apparatus for supplyingfrom 
the secondary coil C' lamps L or kindred de- 
l_c vices. The results were particularly satis- 
factory when the primary coil or system A', 
with its secondary C', was carefully adjusted, 
so as to vibrate in synchronism with the 
Iransmittingcoilorsystem AC. I have, how- 
1.5 ever, found no difficulty in producing with 
apparatus of substantially the same design 
and construction electromotive forces exceed- 
ing three or four times those before men- 
tioned and have ascertained that by their 
;o means current impulses can be transmitted 
through much-denser air strata. By the use 
of these I have also found it practicable to 
transmit notable amounts of energy through 
air strata not in direct contact with the trans- 
;5 mitting and receiving terminals, but remote 
from them, the action of the impulses, in ren- 
dering conducting air of a density at which 
it normally behaves as an insulator, extend- 
ing, as before remarked, to a considerable 
jo distance. The high electromotive force ob- 
tained at the terminals of coil or conductor 
A was, as will be seen, in the preceding in- 
stance, not so much due to a large ratio of 
transformation as to the joint effect of the 
55 capacities and inductances in the synchro- 
nized circuits, which effect is enhanced by a 
high frequency, and it will be obviously un- 


derstood that if thelatter be reduced a greater 
ratio of transformation should be resorted to, 
especially in cases in which it may be deemed 70 
of advantage to suppress as much as possible, 
and particularly in the transmitting-coil A, 
the rise of pressure due to the above effect 
and to obtain the necessary electromotive 
force solely by a large transformation ratio. 75 

While electromotive forces such as are pro- 
duced by the apparatus just described may 
be sufficient for many purposes to which my 
system will or may be applied, I wish to state 
that I contemplate using in an industrial un- 80 
dertaking of this kind forces greatly in ex- 
cess of these, and with mypresent knowledge 
and experience in this novel field I would es- 
timate them to range from twenty to fifty 
million volts and possibly more. By the use 85 
of these much greater forces larger amounts 
of energy may be conveyed through the at- 
mosphere to remote places or regions, and the 
distance of transmission may be thus extend- 
ed practically without limit. > 9° 

As to the elevation of the terminals D D' 
it is obvious that it will be determined by a 
number of things, as by theamount and qual- 
ity of the work to be performed, by the local 
density and other conditions of the atmos- 95 
phere, by the character of the surrounding 
country, and such considerations as may pre- 
sent themselves in individual instances. 
Thus if there be high mountains in the vi- 
cinity the terminals should be at a greater 100 
height, and generally they should always be, 
if practicable, at altitudes much greaterthan 
those of the highest objects near them in or- 
der to avoid as much as possible the loss by 
leakage. In some cases when small amounts 105 
of energy are required the high elevation of 
the terminals, and more particularly of the 
receiving- terminal D', may not be neces- 
sary, since, especially when the frequency of 
the currents is very high, a sufficient amount 1 10 
of energy may be collected at that terminal 
by electrostatic induction from the upper air 
strata, which are rendered conducting by the 
active- terminal of the transmitter or through 
which the currents from the same are con- 115 
veyed. 

With reference to the facts which have been 
pointed out above it will be seen that the al- 
titudes required for the transmission of con- 
siderable amounts of electrical energy in ac- 120 
cordance with this method are such as are 
easily accessible and at which terminals can 
be safely maintained, as by the aid of cap- 
tive balloons supplied continuously with gas 
from reservoirs and held in position securely 125 
by steel wires or by any other means, devices, 
or expedients, such as may be contrived and 
perfected by ingenious and skilled engineers. 
From my experiments and observations I 
conclude that with electromotive impulses 130 
not greatly exceeding fifteen or twenty mil- 
lion volts the energy of many thousands of 
horse-power may be transmitted over vast 
distances, measured by many hundreds and 
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even thousands of miles, with terminals not 
more than thirty to thirty-five thousand feet 
above the level of the sea, and even this com- 
paratively-small elevation will be required 
5 chiefly for reasons of economy, and, if de- 
sired, it may be considerably reduced, since 
by such means as have been described prac- 
tically any potential that is desired may be 
obtained, the currents through the air strata 
io may be rendered very small, whereby the loss 
in the transmission may be reduced. 

It will be understood that the transmitting 
as well as the receiving coils, transformers, 
or other apparatus may be in some cases mov- 
15 able — as, for example, when they are carried 
by vessels floating in the air or by ships at 
sea. In such a case, or generally, the con- 
nection of one of the terminals of the high- 
tension coil or coils to the ground may not be 
zo permanent, but maj T be intermittently or in- 
ductively established, and any such or simi- 
lar modifications I shall consider as within 
the scope of my invention. 

While the description here given' contem- 
25 plates chiefly a method and system of energy 
transmission to a distance through the natu- 
ral media for industrial purposes, the princi- 
ples which I have herein disclosed and the ap- 
paratus which I have shown will obviously 
30 have many other valuable uses — as, for in- 
stance, when it is desired to transmit intelli- 
gible messages to great distances, or to illu- 
minate upper strata of the air, or to produce, 
designedly, any useful changes in the condi- 
35 tiori of the atmosphere, or to manufacture 
from the gases of the same products, as nitric 
acid, fertilizing compounds, or the like, by 
the action of such current impulses, for all 
of which and for many other valuable pur- 
40 poses they are eminently suitable, and I do 
riot wish to limit myself in this respect. Ob- 
viously, also, certain features of my invention 
here disclosed will be useful as disconnected 
from the method itself— as, for example, in 
45 other systems of energ} 7 transmission, for 
whatever purpose they may be intended, the 
transmitting and receiving transformers ar- 
ranged and connected as illustrated, the fea- 
ture of a transmitting and receiving coil or 
50 conductor, both connected to the ground and . 
to an elevated terminal and adjusted so as 
to vibrate in synchronism, the proportioning 
of such conductors or coils* as above speci- 
fied, the feature of. a receiving-transformer 
55 with its primary connected to earth and to 
an elevated terminal and having the opera- 
tive devices in its secondary, and other, fea- 
tures or particulars, such as have been de- 
scribed in this specification or will readily 
60 suggest themselves by a perusal of the same. 
' : 1 do not claim in this 'application a trans- 
former for developing or converting currents 
of high potential in the form herewith shown i 
and described and with the two coils con- ' 
65 nectud together, as and for the purpose set j 
forth, haying made these improvements the j 
subject of a patent granted to me November I 


2, 1897, No. 593,138, nor do I claim herein 
the apparatus employed in carrying out the 
method of this application when such appa- 
ratus is specially constructed and arranged 
for securing the particular object sought in 
the present invention, as these last-named 
features are made the subject of an applica- 
tion filed as a division of this application on 
February 19, 1900, Serial No. 5,780. 

What I now claim is — 

1. The method hereinbefore described of 
transmitting electrical energy through the. 
natural media, which consists in producing 
at a generating-station a very high electrical 
pressure, causing thereby a propagation or 
flow of electrical energy, by conduction, 
through the earth and the air strata, andcol- 
lectingor receiving at a distant point the elec- 
trical energy so propagated or caused to flow. 

2. The method hereinbefore described of 
transmitting electrical energy, which consists 
in producing at a ■ generating-station a very 
high elect rical pressure, conducting the cur- 
rent caused thereby to earth and to a termi- 
nal at an elevation at which the atmosphere 
serves as a conductor therefor, and collecting 
the current by a second elevated terminal at 
a distance from the first. 

3. The method hereinbefore described of 
transmitting electrical energy through the 
natural media, which consists in producing 
between the earth and a generator-terminal 
elevated above the same, at a generating-sta- 
tion, a sufficiently-high electromotive force to 
render elevated air strata conducting, caus- 
ing thereby a propagation or flow of electrical 
energy, by conduction, through the air strata, 
and collecting or receiving at a point distant 
from the generating -station the electrical 
energy so propagated or caused to flow. 

4. The method hereinbefore described of 
transmitting electrical energy through the 
natural media, which consists in producing 
between the earth and a generator-terminal 
elevated above the same, at a generating-sta- 
tion, a sufliciently-high electromotive force to 
render the air strata at or near the elevated 
terminal conducting, causing thereby a propa- 
gation or flow of electrical energy, by conduc- 
tion, through the air strata, and collecting or 
receiving at a point distant from the gener- 
ating-station the electrical energy so propa- 
gated or caused to flow. 

5. The method hereinbefore described of 
transmitting electrical energy through the 
natural media, which consists in producing 
between the earth and a. generator-terminal 
felevated above the same, at a generating-sta- 
tion, electrical impulses of a sufliciently-high 
electromotive force to render elevated air 
strata conducting, causing thereby current 
impulses to pass, by conduction, through the 

I air strata, aud collecting or receiving at a 
' point distant from the generating-station, the 
j energy of the current impulses by means of a 
j circuit synchronized with the impulses. 

I C. The method hereinbefore described of 
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transmitting electrical energy through the 
natural media, which consists in producing 
between the earth and a generator-terminal 
elevated above the same, at a generating-sta- 
5 tion, electrical impulses of a sufficiently-high 
electromotive force to'render the air strata at 
or near the elevated terminal conducting, 
causing thereby current impulses to pass 
through the air strata, and collecting or re- 
10 ceiving at a point distant from the generat- 
ing -station the energy of the current im- 
pulses by means of a circuit synchronized 
with the impulses. 

7. The method hereinbefore described of 
15 transmitting electrical energy through the 

natural media, which consists in producing 
between the earth and a generator-terminal 
elevated above the same, at a generating- 
station, electrical impulses of a wave length 
20 so related to the length of the generating cir- 
cuit or.conductor as to produce the maximum 
potential at the elevated terminal, and of 
sufficiently-high electromotive force to ren- 
der elevated air strata conducting, causing 
25 thereby a propagation of electrical impulses 
through the air strata, and collecting or re- 
ceiving at a point distant from the generat- 
ing-station the energy of such impulses by 
means of a receiving-circuit having a length 
30 of conductor similarly related to the wave 
length of the impulses. 

8. The method hereinbefore described of 
transmitting electrical energy through the 
natural media, which consists in producing 

35 between the earth and a. generator-terminal 
elevated above the same, at a gen era ting-sta- 


tion, a sufficiently-high electromotive force 
to render elevated air strata conducting, caus- 
ing thereby a propagation or flow of electrical 
energy through the air strata, by conduction, 40 
collecting or receiving the energy so trans- 
mitted by means of a receiving-circuit at a 
point distant from the generating-station, us- 
ing the receiving-circuit to energize a second- 
ary circuit, and operating translating de- 45 
vices by means of the energy so obtained in 
the secondary circuit. 

9. The method hereinbefore described of 
transmitting electrical energy through the 
natural media, which consists in generating 54 
current impulses of relatively-low electromo- 
tive force at a generatrng-station, utilizing 
such impulses to energize the primary of a 
transformer, generating by means of such 
primary circuit impulses in a secondary sur- 55 
rounding by the primary and connected to 
the earth and to an elevated terminal, of suf- 
ficiently-high electromotive force to render 
elevated air strata conducting, causing there- 
by impulses to be propagated through the 60 
air strata, collecting or receiving the energy 
of such impulses, at a point distant from the 
generating-station, by means of a receiving- 
circuit connected to the earth and to an ele- 
vated terminal, and utilizing the energy so 65 
received to energize a secondary circuit of low 
potential surrounding the receiving-circuit. 

NIKOLA TESLA. 

Witnesses: 

M. Lawson Dyer, 

G. W. Martling. 
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To all ivhom it may concern: 

Be it known that I, Nikola Tesla, a citi- 
zen of the United States, residing at the bor- 
ough of Manhattan, in the city of New York, 
5 county and State of New York, have invented 
certain new and useful Improvements in Ap- 
paratus for the Transmission of Electrical 
Ehergy, of which the following is a specifica- 
tion, reference being had to the drawing ac- 
io companying and forming a part of the same. 

This application is a division of an applica- 
tion filed by me on September 2 , 1897 , Serial 
No. 650 , 343 , entitled “Systems of transmis- 
sions of electrical energy,” and is based upon 
x5 new and useful features and combinations of 
apparatus shown and described in said appli- 
cation for carrying out the method therein 
disclosed and claimed. 

The invention which forms the subject of 
zo my present application comprises a transmit- 
ting coil or conductor in which electrical cur- 
rents or oscillations are produced and which 
is arranged to cause such currents or oscilla- 
tions to be propagated by conduction through 
25 the natural medium from one point to another 
remote therefrom and a receiving coil or con- 
ductor at such distant point adapted to be ex- 
cited by the oscillations or currents propa- 
gated from the transmitter. 

30 This apparatus is shown in the accompany- 
ing drawing, which is a diagrammatic illus- 
tration of the same. 

A is a coil, generally of many turns and of 
a very large diameter, w*ound in spiral form 
35 either about a magnetic core or not, as may 
be desired. C is a second coil formed by a 
conductor of much larger size and smaller 
length wound around and in proximity to the 
coil A. 

40 The apparatus at one point is used as a 
transmitter, the coil A in this case constitut- 
ing a high-tension, secondary, and the coil C 
the primary, of much lower tension, of a trans- 
former. In the circuit of the primary C is in- 
45 eluded a suitable source of current G. One 
terminal of the secondary A is at the center 
of the spiral coil, and from this terminal the 
current is led by a conductor B to a terminal 
D, preferably of large surface, formed or 
50 maintained by such means as a balloon at an 


elevation suitable for the purposes of thlns- 
mission . The other terminal of the secondary 
A is connected to earth, and, if desired, to 
the primary also, in order that the latter may 
be at substantially the same potential as the 55 
adjacent portions of the secondary, thus in- 
suring safety. At the receiving- station a 
transformer of similar construction is em- 
ployed ; but in this case the longer coil A' con- 
stitutes tlie primary, arid the shorter coil C' 60 
the secondary, of the transformer. In the Cir- 
cuit of the latter are connected lamps L, mo- 
tors M, or other devices for utilizing the Cur- 
rent. The elevated terminal D' connects with 
the center of the coil A', and the other ter- 65 
minal of said coil is connected to earth and 
preferably, also, to the coil C' for the reasons 
above stated. 

The length of the thin wire coil in each 
transformer should be approximately one- 70 
quarter of the wave length of the electric dis- 
turbance in the circuit, this estimate being 
based on the velocity of propagation of the 
disturbance through the coil itself and the 
circuit with which it is designed to be used. 75 
By way of illustration, if the rate at which 
the current traverses the circuit including 
the coil be one hundred and eighty-five thou- 
sand miles per second then a frequency of 
nine hundred and twenty -five per second 80 
would maintain nine hundred and twenty-five 
stationary moves in a circuit one hundred 
and eighty-five thousand miles long and each 
wave would be two hundred miles in length. 

For such a low frequency, which would be 85 
resorted to only when it is indispensable for 
the operation of motors of the ordinary kind 
under the conditions above assumed, I would 
use a secondary of fifty miles in length. By 
such an adjustment or proportioning of the go 
length of wire in the secondary coil or coils 
the points of highest potential are made to 
coincide with the elevated terminals D D', 
and it should be understood that whatever 
length be given to the wires this requirement 95 
should be complied with in order to obtain 
the best results. 

It will be readily understood that when the 
above-prescribed relations exist the best cori- 
ditions for resonance between the transmit- 100 
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ting and receiving circuits are attained, and 
owing to the fact that the points of highest po- 
tential in the coils or conductors A A' are 
coincident with the elevated terminals the 
5 maximum flow of current will take place in 
the two coils, and this, further, necessarily 
implies that the capacity and inductance in 
each of the circuits have such values as to 
secure the most perfect condition of synchro- 
io nism with the impressed oscillations. 

When the source of current G is in opera- 
tion and produces rapidly pulsating or oscil- 
lating currents in the circuit of coil C, cor- 
responding -induced currents of very -much 
15 higher potential are generated in the second- 
ary coil A, and since the potential in the same 
gradually increases' with the number of turns 
toward the center and the difference of poten- 
tial between the adjacent turns is eompara- 
20 tively small a very high potential impractica- 
ble with ordinary coils may be successively 
obtained. 

As the main object for which the apparatus 
is designed is to produce a current of excess- 
25 ively-high potential, this object is facilitated 
by using a primary current of very consid- 
erable frequency; but the frequency of the 
currents is in a large measure arbitrary, for 
if the potential be sufficiently high and the 
30 terminals of the coils be maintained at the 
proper elevation where the atmosphere is 
rarefied the stratum of air will serve as a con- 
ducting medium for the current produced 
and the latter will be transmitted through the 
35 air, with, it maybe, even less resistance than 
through an ordinary conductor. 

As to the elevation of the terminals D D', it 
is obvious that this is a matter which will be 
determined by a number of things, as by the 
40 amount and quality of the work to be per- 
formed, by the condition of the atmosphere, 
and also by the character of the surrounding 
country. Thus if there be high mountains 
in the vicinity the terminals should be at a 
45 greater height, and generally they should al- 
ways be at an altitude much greater than that 
of the highest objects near them. Since by 
the means described practically any potential 
that is desired may be produced, the currents 
50 through the air strata may be very small, thus 
reducing the loss in the air. 

The apparatus at the receiving-station re- 
sponds to the currents propagated from the 
transmitter in a manner which will be well 
55 understood from the foregoing description. 
The-primary circuit of the receiver — that is, 
the thin -wire coil A' — is excited by the cur- 
rents propagated by conduction through the 
intervening natural medium from the trans- 
6o mitter, and these currents induce in the sec- 
ondary coil C' other currents which are util- 
ized for operating the devices included in the 
circuit thereof. 

Obviously the receiving-coils, transform- 
65 ers, or other apparatus may be movable — as, 
for instance, when they are carried by a ves- 
sel floating in the air or by a ship at sea. In 


the former case the connection of one termi- 
nal of the receiving apparatus to the ground 
might not be permanent, but might be inter- 70 
mittently or inductively established without 
departing from the spirit of my invention. 

It is to be noted that the phenomenon here 
involved in the transmission of electrical en- 
ergy is one of true conduction and is not to 75 
be confounded with the phenomena of elec- 
trical radiation which have heretofore been 
^observed and which from the very nature and 
mode of propagation would render practically 
impossible the transmission of any appre- 80 
ciable amount of energy to such distances as 
are of practical importance. 

What I now claim as my invention is — 

1 . The combination with a transmitti ug coil 

or conductor connected to ground and to an 85 
elevated terminal respectively, and means for 
producing therein electrical currents or oscil- 
lations, of a receiving coil or conductor simi- 
larly connected to ground and to an elevated 
terminal, at a distance from the transmit- 90 
ting-coil and adapted to be excited by cur- 
rents caused to be propagated from the same 
by conduction through the intervening nat- - 
ural medium, a secondary conductor in in- 
ductive relation to the receiving-conductor 95 
and devices for utilizing the current in the 
circuit of said secondary conductor, as set 
forth. 

2. The combination with a transmitting coil 

or conductor having its ends connected to 100 
ground and to an elevated terminal respec- 
tively, a primary coil in inductive relation 
thereto and a source of electrical oscillations 
in said primary circuit, of a receiving conduc- 
tor or coil having its ends connected to ground 105 
and to an elevated terminal respectively and 
adapted to be excited by currents caused to 
be propagated from the transmitter through 
the natural medium and a secondary circuit 
in inductive relation to the receiving-circuit no 
and receiving devices connected therewith, 
as set forth. 

3. The combination with a transmitting in- 
strument comprising a transformer having its 
secondary connected to ground and to an ele- 115 
vated terminal respectively, and means for 
impressing electrical oscillations upon its pri- 
mary, of ai receiving instrument comprising 

a transformer having its primary similarly 
connected to ground and to an elevated ter- 120 
minal, and a translating device connected 
with its secondary, the capacity and induct- 
ance of the two transformers having such 
values as to secure synchronism with the im- 
pressed oscillations, as set forth. 125 

4. The combination with a transmitting in- 
strument comprising an electrical trans- 
former having its secondary connected to 
ground and to an elevated terminal respec- 
tively, and means for impressing electrical 130 
oscillations upon its primary, of a receiving 
instrument comprising a transformer having 

its primary similarly connected to ground 
and to an elevated terminal, and a translat- 
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ing device connected with its secondary, the 
capacity and inductance of the secondary of 
the transmitting and primary of the receiv- 
ing instruments having such values as to se- 
S cure synchronism with the impressed oscilla- 
tions, as set forth. 

5 . The combination with a transmitting coil 
or conductor connected to ground and an ele- 
vated terminal respectively, and means for 
10 producing electrical currents or oscillations 
in the same, of a receiving coil or conductor 
similarly connected to ground and to an ele- 
vated terminal and synchronized with the 
transmitting coil or conductor, as set forth. 
IS 6. The combination with a transmitting in- 
strument comprising an electrical trans- 
former, having its secondary connected to 
ground and to an elevated terminal respec- 
tively, of a receiving instrument comprising 
20 a transformer, having its primary similarly 
connected to ground and to an elevated ter- 
minal, the receiving-coil being synchronized 
with that of the transmitter, as set forth. 

7 . The combination with a transmitting coil 
25 or conductor connected to ground and to an 
elevated terminal respectively, and means for 
producing electrical currents or oscillations 
in the same, of a receiving coil or conductor 
similarly connected to ground and to an ele- 
30 vated terminal, the said coil or coils having 
a length equal to one-quarter of the wave 


length of the disturbance propagated, as set 
forth. 

8. The combination with a transmitting coil 

or conductor connected to ground and to an 35 
elevated terminal respectively, and adapted 
to cause the propagation of currents or oscil- 
lations by conduction through the natural 
medium, of a receiving-circuit similarly con- 
nected to ground and to an elevated termi- 40 
nal, and of a capacity and inductance such 
that its period of vibration is the same as that 
of the transmitter, as set forth. 

9 . The transmitting or receiving circuit 
herein described, connected to ground and 45 
an elevated terminal respectively, and ar- 
ranged in such manner that the elevated ter- 
minal is charged to the maximum potential 
developed in the circuit, as set forth. 

10 . The combination with a transmitting 50 
coil or conductor connected to ground and to 
an elevated terminal respectively of a receiv- 
ing-circuit having a period of vibration cor- 
responding to that of the transmitting-circuit 
and similarly connected to ground and to an 55 
elevated terminal and so arranged that the 
elevated terminal is charged to the highest 
potential developed in the circuit, as set forth. 

NIKOLA TESLA. 

Witnesses: 

Parker W. Page, 

Marcellus Bailey, 




United States Patent Office. 


NIKOLA TESLA, OF NEW YORK, N. Y. 


METHOD OF INSULATING ELECTRIC CONDUCTORS. 


SPECIFICATION forming part of Letters Patent No. 655,838, dated August 14, 1900. 
Application filed June 15, 1900. Serial No. 20,405. (No specimens.) 


To all whom it may concern: 

Be it known that I, Nikola Tesla, a citi- 
zen of the United States, residing in the bor- 
ough of Manhattan, in the 'city, county, and 
S State of New York, have invented certain new 
and useful Improvements in Methods of In- 
sulating Electric Conductors, of which the 
following is a specification, reference being 
had to the accompanying drawings, 
io It has long been known that many sub- 
stances which are more or less conducting 
when in the fluid condition become insula- 
tors W'hen solidified. Thus water, which is 
in a measure conducting, acquires insulating 
15 properties when converted into ice. The ex- 
isting information on this subject, however, 
has been heretofore of a general nature only 
and chiefly derived from the original observa- 
tions of Faraday, who estimated that the sub- 
20 stances upon which he experimented, such 
as water and aqueous solutions, insulate an 
electrically-charged conductor about one hun- 
dred times better when rendered solid by 
freezing, and no attempt has been made to 
25 improve the quality of the insulation obtained 
by this means or to practically utilize it for 
such purposes as are contemplated in my pres- 
ent invention. In the course of my own in- 
vestigations, more especially those of the elec- 
30 trie properties of ice, I have discovered some 
novel and important facts, of which the more 
prominent are the following: first, that under 
certain conditions, when the leakage of the 
electric charge ordinarily taking place is rig- 
35 orously prevented, ice proves itself .to be a 
much better insulator than has heretofore ap- 
peared; second, that its insulating properties 
may be still further improved by the addition 
of other bodies to the water; third, that the 
40 dielectric strength of ice or other frozen 
aqueous substance increases with the reduc- 
tion of temperature and corresponding in- 
crease of hardness, and, fourth, that these 
bodies afford a still more effective insulation 
45 for conductors carrying intermittent or alter- 
nating currents, particularly of high o rates, 
surprisingly-thin layers of ice being capable 
of withstanding electromotive forces of many 
hundreds and even thousands of volts. These 
50 and other observations have led me to the in- 
vention of a novel method of insulating con- 
ductors, rendered practicable by reason of the 


above facts and advantageous in the utiliza- 
tion of electrical energy for industrial and 
commercial purposes. Broadly stated, the 55 
method consists in insulating an electric con- 
ductor by freezing or solidifying and main- 
taining in such state, by the circulation of a 
cooling agent, the material surrounding or 
contiguous to the conductor. 60 

In the practical carrying out of my method 
I may employ a hollow conductor and pass 
the cooling agent through the same, thus 
freezing the water or other medium in con- 
tact "with or close to such conductor, or I may 65 
use expressly for the circulation of the cool- 
ing agent an independent channel and freeze 
or solidify ihe adjacent substance, in w-hich 
any number of conductors may be embedded. 
The conductors may Jjo bare or covered with 70 
some material which is capable of keeping 
them insulated when it is frozen or solidified. 
The frozen mass may be in direct touch with 
the surrounding medium or it may be in a de- 
gree protected from contact with the same by 75 
an inclosure more or less impervious to heat. 
The cooling agent may be any kind of liquid, 
preferably of low freezing-point, as brine, or 
it may be a gas, as atmospheric air, oxygen, 
carbonic acid, ammonia, illuminating-gas, or 80 
hydrogen. It may be forced through the 
channel by gravity, pressure, or suction, pro- 
duced mechanically or otherwise, or by any 
other kind of force. It may be continually 
renewed or indefinitely used by being alter- 85 
nately volatilized and condensed or evapo- 
rated and absorbed and mechanically driven 
back and forth or steadily circulated in a 
closed path under any suitable conditions as 
regards pressure, density, temperature, and 90 
velocity. 

To conduce to a better understanding of the 
invention, reference is now made to the ac- 
companying drawings, in which— 

Figures 1, 3 , 6, 7 , 8, and 9 illustrate in Ion- 95 
gitudinal section typical ways of carrying 
out my invention; and Figs. 2 , 4 , 5 , and 10 , 
in section or partly so, constructive details 
to be described. 

In Fig. 1 , C is a hollow conductor, such as 10 
a steel tube, laid in a body of water and com- 
municating with a reservoir r', but electric- 
ally insulated from the same at j. A pump 
or compressor p of any suitable construction 
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connects r' with another similar tank r 2 , pro- 
vided with an inlet- valve v 2 . The air or other 
gas which is used as the cooling agent enter- 
ing through the valve v 2 is drawn through the 
tank r 2 and pump p into the reservoir ?•', es- 
caping thence through the conductor C under 
any desired pressure, which may be regulated 
by a valve v'. Both the reservoirs r' and r 3 
are kept at a low temperature by suitable 
io means, as by coils or tubes t' t' and £ 3 t, through 
which any kind of refrigerating fluid may be 
circulated, some provision being preferably 
made for adjusting the flow of the same, as 
by valves v'. The gas continuously passing 
15 through the tube or conductor C being very 
cold will freeze and maintain in this state the 
water in contact with or adjacent to the con- 
ductor and so insulate it. Flanged bushings 
i' i 2 of non-conducting material may be used 
20 to prevent the leakage of the current which 
would otherwise occur, owing to the forma- 
tion of a superficial film of moisture over the 
ice projecting out of the water. The tube, 
being kept insulated by this means, may then 
25 be employed in the manner of an ordinary 
telegraphic or other cable by connecting 
either or both of the terminals b' b 2 in a cir- 
cuit including the earth. 

In many cases it will be of advantage to 
30 cover the hollow conductor with a thick layer 
of some cheap material, as felt, this being in- 
dicated by C :! in Fig. 2 . Such a covering, 
penetrable by water, would be ordinarily of 
little or no use; but when embedded in the 
35 ice it improves the insulating qualities of the 
same. In this instance it furthermore serves 
to greatly reduce the quantity of ice required, 
its rate of melting, and the influx of heat 
from the outside, thus diminishing the ex- 
40 penditure of energy necessary for the main- 
tenance of normal working conditions. As 
regards this energy and other particulars of 
importance they will vary according to the 
special demands in each case. 

45 Generally considered, the cooling agent will 
have to carry away heat at a rate sufficient 
to keep the conductor at the desired temper- 
ature and to maintain a layer of the required 
thickness of the substance surrounding it in 
50 a frozen state, compensating continually for 
the heat flowing in through the layer and 
wall of the conductor and that generated by 
mechanical and electrical friction. To meet 
these conditions, its cooling capacity, which 
55 is dependent on the temperature, density, ve- 
locity, and specific heat, will be calculated 
by the help of data and formulae familiar to 
engineers. Air will be, as a rule, suitable 
for the use contemplated; but in exceptional 
60 instances some other gas, as hydrogen, may 
be resorted to, which will permit a much- 
greater rate of cooling and a lower tempera- 
ture to be reached. Obviously whichever 
gas be employed it should before entering the 
65 hollow conductor or channel be thoroughly 
dried and separated from all which by con- 
densation and deposition or otherwise might 


cause an obstruction to its passage. For 
these purposes apparatus may be employed 
which is well known and which it is unnec- 70 
essary to show in detail. 

Instead of being wasted at the distant sta- 
tion the cooling agent maybe turned to some 
profitable use. Evidently in the industrial 
and commercial exploitation of my invention 75 
any kind of fluid capable of meeting the re- 
quirements may be conveyed from one to 
another station and there utilized for refrig- 
eration, power, heating, lighting, sanitation, 
chemical processes, or any other purpose to 80 
which it may lend itself, and thus the reve- 
nue of the plant may be increased. 

As to the temperature of the conductor it 
will be determined by the nature of its use 
and considerations of economy. For in- 85 
stance, if it be employed for the transmis- 
sion of telegraphic messages, when the loss 
in electrical friction may be of no conse- 
quence, a very low temperature may not be 
required; but if it be used for transmitting 90 
large amounts of electrical energy, when the 
frictional waste may be a serious drawback, 
it will be desirable to keep it extremely cold. 

The attainment of this object will be facili- 
tated by any provision for reducing as much 95 
as possible the flowing in of the heat from 
the surrounding medium. Clearly the lower 
the temperature of the conductor the smaller 
will be the loss in electrical friction; but, on 
the other hand, the colder the conductor the 100 
greater will be the influx of heat from the 
outside and the cost of the cooling agent. 
From such and similar considerations the 
temperature securing the highest economy 
will be ascertained. 105 

Most frequently in the distribution of elec- 
tricity for industrial purposes, as in my sys- 
tem of power transmission by alternate cur- 
rents, more than one conductor will be re- 
quired, and in such cases it may be conven- no 
rent to circulate the cooling agent in a closed 
path formed by the conductors. A plan of 
this kind is illustrated in Fig. 3 , in which C' 
and C 3 represent two hollow conductors em- 
bedded in a frozen mass underground and 115 
communicating, respectively, with the reser- 
voirs R' and R 2 , which are connected by a re- 
ciprocating or other suitable pump P. Cool- 
ing coils or tubes T T' and T 2 T 3 with regu- 
lating-valves v' v" are employed, which are 120 
similar to and serve the same purpose as those 
shown in Fig. 1. Other features of similar- 
ity, though unnecessary, are illustrated to fa- 
cilitate an understanding of the plan. A 
three-way valve V 2 is provided, which when 125 
placed with its lever l as indicated allows 
the cooling agent to enter through the tubes 
u' 'ti 3 and pump P, thus filling the reservoirs 
R' R 3 and hollow conductors C' C 3 ; but when 
turned ninety degrees the valve shuts off the 130 
communication to the outside through the 
tubert' and establishes a connection between 
the reservoir R 3 and pump P through the 
tubes u l and tr, thus permitting the fluid to be 
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fcirculated in the closed path C' C 2 R 2 u s u 2 P 
R' by the action of the pump. Another valve 
V' of suitable construction may be used for 
regulating the flow of the cooling agent. The 
5 conductors C' C 3 are insulated from the res- 
ervoirs R' R 2 and from each other at the joints 
J' J 2 J 3 , and they are, furthermore, protected 
at the places where they enter and leave the 
ground by flanged bushings I' I' I s F, of in- 
fo sulating material, which extend into the 
frozen mass in order to prevent the current 
from leaking, as above explained. Binding- 
posts B' B' and B 3 B 2 are provided for con- 
necting the conductors to the circuit at each 
iS station. 

In laying the conductors, as C' C 3 , what- 
ever be their number, a trench will generally 
be dug and a trough, round or square, as T, 
of smaller dimensions than the trench placed 
20 in the same, the intervening space being 
packed with some material (designated byM 
M M) more or less impervious to heat, as saw- 
dust, ashes, or the like. Next, the conductors 
will be put in position and temporarily sup- 
25 ported in any convenient manner, and finally 
the trough will be filled with water or other 
substance W, which will be gradually frozen 
by circulating the cooling agent in the closed 
path, as before described. Usually the trench 
30 will not be level, but will follow the undula- ! 
tions of the ground, and this will make it nec- 
essary to subdivide the trough in sections or 
to effect the freezing of the substance filling 
it successively in parts. Thisbeingdone and 
35 the conductors thus insulated and fixed, a 
layer of the same or similar material M M M 
will be placed on the top and the whole cov- 
ered with earth or pavement. The trough 
may be of metal, as sheet-iron, and in cases 
40 where the ground is used as return-circuit it 
may serve as a main or it may be of any kind 
of material more or less insulating. Figs. 4 
and 5 illustrate in cross-section two such un- 
derground troughs T' and T", of metal sheet, 
45 with their adiathermanous inclosures, (desig- 
nated M' and M", respectively,) each trough 
containing a single central hollow conductor, 
as C' and C''. In the first ease the insulation 
W' is supposed to be ice, obtained by freezing 
50 water preferably freed of air in order to ex- 
clude the formation of dangerous bubbles or 
cavities, while in the second case the frozen 
mass W" is some aqueous or other substance 
or mixture highly insulating when in this 
55 condition. 

It should be stated that in many instances 
it may be practicable to dispense with a 
trough by resorting to simple expedients in 
the placing and insulating of the conductors. 
60 In fact, for some purposes it maybe sufficient 
to simply cover the latter with a moist mass, 
as cement or other plastic material, which so 
long as it is kept at a very low temperature 
and frozen hard will afford adequate insula- 
. 65 tion. 

* Another typical way of carrying out my in- 

vention, to which reference has already been 


made, is shown in Fig. 6, which represents 
the cross-section of a trough, the same in 
other respects as those before shown, but con- 70 
tabling instead of a hollow conductor any 
kind of pipe or conduit L. The cooling agent 
may be driven in any convenient manner 
through the pipe for the purpose of freez- 
ing the water or other substance filling the 75 
trough, thus insulating and fixing a number 
of conductors c c c. Such a plan may be par- 
ticularly suitable in cities for insulating and 
fixing telegraph and telephone wires or the 
like. In such cases an exceedingly-low tern- 80 
perature of the cooling agent may not be re- 
quired, and the insulation will be obtained 
at the expense of little power. The conduit 
L may, however, be used simultaneously for 
conveying and distributing any kind of fluid 85 
for which there is a demand through the dis- 
trict. Obviously two such conduits may be 
provided and used in a similar manner as the 
conductors 0 ' C 2 . 

It will often be desirable to place in the 90 
same trough a great number of wires or con- 
ductors serving for a variety of purposes. In 
such a case a plan may be adopted which is 
illustrated in Fig. 7 , showing a trough simi- 
lar to that in Fig. 6, with the conductors in 95 
cross-section. The cooling agent may be in 
this instance circulated, as in Fig. 3 or other- 
wise, through the two hollow conductors C 3 
and C 4 , which, if found advantageous, may be 
covered with a layer of cheap material m m, 100 
such as will improve their insulation, but 
not prevent the freezing or solidification of 
the surrounding substance W. The tubular 
conductors C' C 2 , preferably of iron, may then 
serve to convey heavy currents for supplying 105 
light and power, while the small ones c' c' c', 
embedded in the ice or frozen mass, may be 
used for any other purposes. 

While my invention contemplates, chiefly, 
the insulation of conductors employed in the no 
transmission of electrical energy to a distance, 
it may be, obviously, otherwise usefully ap- 
plied. In some instances, for example, it 
may be desirable to insulate and support a con- 
ductorin places as ordinarilydone by means of 115 
glass or porcelain insulators. This may be 
effected in many ways by conveying a cool- 
ing agent either through the conductor or 
through an independent channel and freez- 
ing or solidifying any kind of substance, thus 120 
enabling it to serve the purpose. Such an 
artificial insulating-support is illustrated in 
Fig. 8, in which a represents a vessel filled 
with water or other substance tv, frozen by 
the agent circulating through the hollow con- 125 
ductor C", which is thus insulated and sup- 
ported. To improve the insulation on the 
top, where it is most liable to give way, a 
layer of some substance to', as oil, may be 
used, and the conductor may be covered near 130 
the support with insulation i i, as shown, the 
same extending into the oil for reasons well 
understood. 

Another typical application of my inven- 
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tion is shown in Fig. 9, in which P' and S' 
represent, respectively, the primary and sec- 
ondary conductors, bare or insulated, of a 
transformer, which are wound on a core N 
5 and immersed in water or other substance W, 
containing a jar H and, as before stated, pref- 
erablj 7 freed of air by boiling or otherwise. 
The cooling agent is circulated in any con- 
venient manner, as through the hollow pri- 
io mary P', for the purpose of freezing the sub- 
stance W. Flanged bushings d d and oil- 
cups e e, extending into the frozen mass, illus- 
trate suitable means for insulating the ends 
of the two conductors and preventing the 
15 leakage of the currents. A transformer, as 
described, is especially fitted for use with cur- 
rents of high frequency, when a low tempera- 
ture of the conductors is particularly desir- 
able, and ice affords an exeeptionally-effect- 
20 ive insulation. 

It will be understood that my invention 
may be applied in many other ways, that the 
special means here described will be greatly 
varied according to the necessities, and that 
25 in each case many expedients will be adopted 
which are well known to engineers and elec- 
tricians and on which it is unnecessary to 
dwell. However, it may be useful to state 
that in some instances a special provision will 
30 have to be made for effecting a uniform cool- 
ing of the substance surrounding the conduc- 
tor throughout its length. Assuming in Fig. 
1 the cooling agent to escape at the distant 
end freely into the atmosphere or into a res- 
35 ervoir maintained at low pressure, it will in 
passing through the hollow 7 conductor C move 
with a velocity steadily increasing toward the 
end, expanding isothermally,or nearly so, and 
hence it will cause an approximately-uniform 
40 formation of ice along the conductor. In the 
plan illustrated in Fig. 0 a similar result will 
be in a measure attained, owing to the com- 
pensating effect of the hollow 7 conductors C' 
and C 2 , w 7 hich may be still further enhanced 
45 by reversing periodically the direction of the 
flow 7 in any convenient manner; but in many 
cases special arrangements will have to be 
employed to render the cooling more or less 
uniform. For instance, referring to Figs. 4, 
50 5, and 6, instead of a single channel two con- 
centric channels L' and L 3 may be provided 
and the cooling agent passed through one and 
returned through the other, as indicated dia- 
grammatically in Fig. 10. In this and any 
55 similar arrangement when the flow tabes place 
in opposite directions the object aimed at will 
be more completely attained by reducing the 
temperature of the circulating cooling agent 
at the distant station, which may be done by 
60 simply expanding it into a large reservoir, as 
R 3 , or cooling it by means of a tube or coil 
T 3 , or otherwise. Evidently in the case illus- 
trated the concentric tubes may be used as 
independent conductors, insulated from each 
65 other by the intervening fluid and from the 
ground by the frozen or solidified substance. 

Generally in the transmission of electrical 


energy in large amounts, w 7 hen the quantity 
of heat to be carried off may be considerable, 
refrigerating apparatus thoroughly protected 70 
against the inflow of heat from the outside, 
as usual, w 7 ill be employed at both the sta- 
tions and, when the distance between them is 
very great, also at intermediate points, the 
machinery being advantageously operated by 75 
the currents transmitted or fluids conveyed. 

In such cases a fairly-uniform freezing of the 
insulating substance v 7 ill be attained with- 
out difficulty by the compensating effect of 
the oppositely-circulating cooling agents. In 80 
large plants of this kind, when the saving of 
electrical energy in the transmission is the 
most important consideration or when the 
chief object is to reduce the cost of the mains 
by the employment of cheap metal, as iron, 85 
or otherwise, every effort will be made to 
maintain the conductors at the lowest possi- 
ble temperature, and well-known refrigerat- 
ing processes, as those based on the regener- 
ative principle, may be resorted to, and in 90 
this and any other case the hollow 7 conduc- 
tors or channels instead of merely serving 
the purpose of conveying the cooling agent 
may themselves form active parts of the re- 
frigerating apparatus. 95 

From the above description it will be read- 
ily seen that my invention forms a funda- 
mental departure in principle from the es- 
tablished methods of insulating conductors 
employed in the industrial and commercial 100 
application of electricity. It aims, broadly, 
at obtaining insulation by the continuous ex- 
penditure of a moderate amount of energy 
instead of securing it only by virtue of an 
inherent physical property of the material 105 
used, as heretofore. More especially its ob- 
ject is to provide, when and wherever re- 
quired, insulation of high quality, of any de- 
sired thickness and exceptionally cheap, and 
to enable the transmission of electrical en- no 
ergy under conditions of economy heretofore 
unattainable and at distances until now 7 im- 
practicable by dispensing with the necessity 
of using costly conductors and insulators. 

What I claim as my invention is — 115 

1. The method of insulating electric con- 
ductors herein described which consists in 
imparting insulating properties to a material 
surrounding or contiguous to the said con- 
ductor by the continued action thereon of a 120 
cooling agent, as set forth. 

2. The method of insulating electric con- 
ductors herein described which consists in re- 
ducing to and maintaining in a frozen or so- 
lidified condition the material surrounding 125 
or contiguous to the said conductor by the 
action thereon of a cooling agent maintained 

in circulation through one or more channels 
as set forth. 

3. The method of insulating electric con- 130 
doctors herein described which consists in 
surrounding or supporting the conductor by 
material which acquires insulating properties 
when in a frozen or solidified state, and main- 
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taining the material in snch a state by the 
circulation through one or more channels ex- 
tending through it of a cooling agent, as set 
forth. 

5 4. The method of insulating an electric con- 

ductor which consists in surrounding or sup- 
porting said conductor by a material which 
acquires insulating properties when frozen or 
solidified, and maintaining the material in 
i o such state by passing a cooling agent continu- 
ously through a channel in said conductor, 
as set forth. 

5 . The method of insulating electric con- 
ductors,. which consists in surrounding or 

15 supporting the said conductors by a material 
which acquires insulating properties when in 
a frozen or solidified state, and maintaining 
the material in such state by the continued 
application thereto of a cooling agent, as set 
20 forth. 

6. .The method of insulating conductors 
herein set forth which consists in surround- 


ing or supporting the conductors by a ma- 
terial which acquires insulating properties 
when in a frozen or solidified state, and main- 25 
taining the material in such state by the cir- 
culation of a cooling agent through a circuit 
of pipes or tubes extending through the said 
material as set forth. 

7 . The method of insulating electric con- 30 
ductors which consists in laying or support- 
ing the conductors in a trough or conduit 
filling the trough with a material which ac- 
quires insulating properties when frozen or 
solidified, and then causing a cooling agent 35 
to circulate through one or more channels ex- 
tending through the material in the trough 
so as to freeze or solidify the material, as 
set forth. 

NIKOLA TESLA. 

Witnesses: 

Parker W. Page, 

M. Lawson Dyer. 
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7 b all whom it may concern: 

Be it known that I, Nikola Tesla, a citi- 
zen of the United States, residing at the bor- 
ough of Manhattan, in the city, county, and 
5 State of New York, have invented certain new 
and useful Improvements in Means for In- 
creasing the Intensity of Electrical Oscilla- 
tions, of which the following is a specification, 
reference being had to the drawings accora- 
io panying and forming part of the same. 

In many scientific and practical uses of 
electrical impulses or oscillations — as, for ex- 
ample, in systems of transmitting intelligence 
to distant points— fit is of great ; mportance to 
iS intensify as much as possible tne current im- 
pulses or vibrations which are produced in 
the circuits of the transmitting and receiv- 
ing instruments, particularly of the latter. 

It is well known that when electrical im- 
20 pulses are impressed upon a circuit adapted 
to oscillate freely the intensity of the oscilla- 
tions developed in the same is dependent on 
the magnitude of its physical constants and 
the relation of the periods of the impressed 
2|5 and of the free oscillations. For the attain- 
ment of the best result it is necessary that 
the periods of the impressed should be the 
same as that of the free oscillations, under 
which conditions the intensity of the latter is 
3 C greatest and chiefly dependent bn the induc- 
tance and resistance of the circuit, being di- 
rectly proportionate to the former and in- 
versely to the latter. In order, therefore, to 
intensify the impulses or oscillations excited 
35 in the circuit — -in other words, to produce the 
greatest rise of current or electrical pressure 
in the same — it is desirable to make its in- 
ductance as large and its resistance as small as 
practicable. Having this end in view I have 
40 devised and used conductors of special forms 
and of relatively very large cross-section; but 
I have found that limitations exist in regard 
to the increase of the inductance as well as to 
the diminution of the resistance. This will 
45 be understood when it is borne in mind that 
the resonant rise of current or pressure in 
a freely - oscillating circuit is proportionate 
to the frequency of the impulses and that a 
large inductance in general involves a slow 
50 vibration. On the other hand, an increase of 
the section of the conductor with the object 
of reducing its resistance is, beyond a certain 


limit, of little or no value, principally because 
electrical oscillations, particularly those of 
high frequency, pass mainly through the su- 55 
perficial conducting layers, and while it is 
true that this drawback may be overcome in 
a measure by the employment of thin ribbons, 
tubes, or stranded cables, yet in practice other 
disadvantages arise, which often more than 60 
offset the gain. 

It is a well-established fact that as the tem- 
perature of a metallic conductor rises its elec- 
trical resistance increases, and in recognition 
of this constructors of commercial electrical 65 
apparatus have heretofore resorted to many 
expedients for preventing the coils and other 
parts of the same from becoming heated when 
in use, but merely with a view to economiz- 
ing energy and reducing the cost of construe- 70 
tion and operation of the apparatus. 

Now I have discovered that when a circuit 
adapted to vibrate freely js maintained at a 
low temperature the oscillations excited in 
the same are to an extraordinary degree mag- 75 
nified and prolonged, and I am thus enabled 
to produce many valuable results which have 
heretofore been wholly impracticable. 

Briefly stated, then, my invention consists 
in producing a great increase in the intensity 80 
and duration of the oscillations excited in a 
freely-vibrating or resonating circuit by main- 
taining the same at a low temperature. 

Ordinarily in commercial apparatus such 
provision is made only with the object of pre- 85 
venting wasteful heating, and in any event 
its influence upon the intensity of the'oseilla- 
tions is very slight and practically negligible, 
for as a rule impulses of arbitrary frequency 
are impressed upon a circuit, irrespective of 90 
its own free vibrations, and a resonant rise is 
expressly avoided. 

My invention, it will be understood, does 
not primarily contemplate the saving of en- 
ergy, but aims at the attainment of a dis- 95 
tinctly novel and valuable result — that is, the 
increase to the greatest practicable degree of 
the intensity and duration.of free oscillations. 

It may be usefully applied in all cases when 
this special object is sought, but offers ex- 100 
ceptional advantages in those instances in 
which the freely-oscillating discharges of a 
condenser are utilized. 

The best and most convenient manner of 
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carrying out the invention of which I am now 
aware is to surround the freely-vibrating cir- 
cuit or conductor, which is to be maintained 
at a low temperature, with a suitable cooling 
5 medium, which may be any kind of freezing 
mixture or agent, such as liquid air, and in 
order to derive the fullest benefit from the 
improvement the circuit should be primarily 
constructed so as tp have the greatest possi- 
io ble self-induction and the smallest practica- 
ble resistance, and other rules of construction 
which are now recognized should be observed. 
For example, when in a system of transmis- 
sion of energy for any purpose through the 
15 natural media the transmitting and receiving 
conductors are connected to earth and to an 
insulated terminal, respectively, the lengths 
of these conductors should be one-quarter of 
the wave length of the disturbance propa- 
26 gated through them. 

In the accompanying drawing I haVe shown 
graphically a disposition of apparatus which 
may be'used in applying practically my in- 
vention. 

as The drawing illustrates in perspective two 
devices, either of which may be the transmit- 
ter, while the other is the receiver. ' In each 
there is a coil of few turns and low resistance, 
(designated in one by A and in the other by 
36 A'.) The former coil, supposed to be form-, 
ing part of the transmitter, is. to be connected 
with a suitable source of current, while the 
latter is to be included in circuit with a re- 
ceiving device. In inductive relation to said 
35 coils in each instrument is a flat spirally- 
wound coil il or B', one terminal of which is 
shown as connected to a ground-plate C, while 
the other, leading from the center, is adapted 
to be connected to an insulated terminal, 
40 which is generally maintained at an elevation 
in the air. The coils B B' are placed in in- 
sulating - receptacles D, which contain the 
freezing agent and around which the coils A 
and A' are wound. 

45 Coils in the form of a flat spiral, such ha 
those described, are eminently suited fpr the 
production of free oscillations; but obviously 
conductors or circuits of any other form may 
be used, if desired. 

50 From the foregoing the operation of the ap- 
paratus will now be readily understood. As- 
sume, first, as the simplest case that upon 
the coil A of the transmitter impulses or os- 
cillations of an arbitrary frequency and irre- 
55 spective of its own free vibrations are im- 
pressed. Corresponding oscillations will then 
be induced in the circuit B, which, being con- 
structed and adjusted, as before indicated, so 
as to vibrate at the same rate, will greatly 
60 magnify them, the increase being directly 
proportionate to the product of the frequency 
of the oscillations and the inductance of cir- 
cuit B and inversely to the resistance of the 
latter. Other conditions remaining the same, 
65 the intensity of the oscillations in the roso- 
nating-circuitB will be increased in the same 
proportion as its resistance is reduced. Very 


often, however, the conditions may be such 
that the gain sought is not realized directly 
by. diminishing the resistance of the circuit. 76 
In such cases the skilled expert who applies 
the invention will turn to advantage the re- 
duction of resistance by usipg a correspond- 
ingly longer conductor, thus securing a much 
greater self-induction, and under all circum- 75 
stances he will determine the dimensions of 
the circuit, so as to get the greatest value nf 
the ratio of its inductance to its resistance, 
whjch determines the intensity of the free os- 
cillations. The vihjrations of coil B, greatly 80 
strengthened, spread to a distance and on 
reaching the tuned receiving-conductorB' ex- 
cite corresponding oscillations in the same, 
which , for similar reasons are intensified, 
with the result of inducing correspondingly .85 
stronger currents or oscillations in circuit A', 
including the receiving device. When, as 
may be the case in the transmission of intel- 
ligible signals, the circuit A is periodically 
closed and. opened, the effect upon the re- 90 
ceiver is heightened in.the manner above de- 
scribed not only because the impulses in the 
coils B and B' are strengthened, but also on ac-' 
count of their persistence through a longer 
interval of time. The advantages offered by 95 
the invention are still more fully realized 
when the circuit A of the transmitter instead 
of having impulses of an arbitrary frequency 
impressed upon it is itself permitted to vibrate 
at its own rate, and more particularly so if it -100 
be euergized by the freely-oscillating high-fre- 
quency discharges of a condenser. In such a 
case the cooling of the conductor A, which may 
be effected in any suitable manner, results in 
an extraordinary magnification of the oscilla-. 105 
tion in the resonating-circuit B, which I at- 
tribute to the increased intensity as well as 
greater number of the high-frequency oscilla- 
tions obtained in the circuit A. The receiving- 
coil B' is energized strongecin proportion and 1 10 
induces currents of greater intensity in the 
circuit A'. It is evident from the above that 
the greater the number of the freely-vibrating 
circuits which alternately receive and trans- 
. mit energy from one to another the greater, rtf 
relatively, will be the gain secured by apply- 
ing my invention. 

I do not of course intend to limit myself to 
the specific manner and means described of 
artificial cooling, nor to the particular forms 120 
and arrangements of the circuits shown. By 
taking advantage of the facts above pointed 
out and of the means described I have found 
it possible to secure a rise of electrical pres- 
sure in an excited circuit very maqy times 125 
greater than has heretofore been obtainable, 
and this result makes it practicable, among 
other things, to greatly extend the distance 
of transmission of signals and to exclude much 
more effectively interference with the same 
than has been possible heretofore. 

Having now described my invention, what 
I claim is — 

1. The combination with a circuit adapted 



to vibrate rreely, of means for artificially cool- 
ing the same to a low temperature, as herein 
set forth. 

2 ; In an apparatus for transmitting or re- 
5 ceiving electrical impulses or oscillations, the 
combination with a primary and a secondary 
circuit, adapted to vibrate freely in response 
to the impressed oscillations, of means for 
artificially cooling the same to a low tempera- 
io ture, as herein set forth. 

3 . In a system for the transmission of elec- 
trical energy, a circuit upon which electrical 
oscillations are impressed, and which is adapt- 
ed to vibrate freely, in combination with a re- 

15 ceptacle containing an artificial refrigerant 
in which said circuit is immersed, as herein 
set forth. 

4 . The means of increasing the intensity 
of the electrical impulses or oscillations im- 

20 pressed upon a freely-vibrating circuit, con- 


sisting of an artificial refrigerant combined 
with and applied to such circuit and adapted 
to maintain the same at a low temperature. 

5 . The means of intensifying and prolong- 
ing the electrical oscillations produced in a 25 
freely-vibrating circuit, consisting of an arti- 
ficial refrigerant applied to such circuit and 
adapted to maintain the same at a uniformly- 
low temperature. 

6. In a system for the transmission of en- 30 
ergy, a series of transmitting and receiving 
circuits adapted to vibrate freely, in combi- 
nation with means for artificially maintain- 
ing the same at a low temperature, as sot 
forth. 
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To all whom it may concern: to the transmitting apparatus, which often 

Beit known that I, Nikola Tesla, a citizen imposes great disadvantages upon the use of 
of the United States, residing at New York, the apparatus. . . 55 

in the county and State of New York, have In several applications filed by me and pat- 
5 invented a new and useful Improvement in ents granted to me I have disclosed oilier 
Methods of Intensifying and Utilizing Effects methods of accomplishing results of this na- 
Transmitted Through the Natural Media, of ture, which may be briefly described as fol- 
which the following is a specification, refer- lows: In one system the potential of a point oo 
ence being had to the accompanying draw- or region of the earth is varied by imparting 
io ings, which form a part of the same. to it intermittent or alternating electrifica- 

The subject of my present invention is an tions through one of the terminals of a suit- 
improvement in the art of utilizing effects able source of electrical disturbances which, 
transmitted from a distance to a receiving to heighten the effect, has its other terminal 65 
device through the natural media; and it con- connected to an insulated body, preferably 
15 sists in a novel method by means of which of large surface and at an elevation. The 
results hitherto unattainable may be secured, electrifications communicated to the earth 
Several ways or methods of transmitting spread in all. directions through the same, 
electrical disturbances through the natural reaching a distant circuit which generally 70 
media and utilizing them to operate distant has its terminals arranged and connected 
20 receivers are now known and have been ap- similarly to those of the transmitting source 
plied with more or less success foraccomplish- and operates upon a highty-sensitive receiver. 
in°' a variety of useful results. One of these Another method is based upon the fact that 
ways consists in producing by a suitable ap- the atmospheric air which behaves as an ex- 75 
paratus rays or radiations — that is, disturb- cellent insulator to currents generated by 01- 
25 ances— ■ which are propagated in straight lines dinary apparatus becomes a conductor under 
through space, directing them upon a receiv- the influence of currents or impulses of enor- 
ing or recording apparatus at a distance, and mously-high electromotive force which 1 have 
thereby bringing the latter into action. This devised . means for. generating. By such 80 
method is the oldest aud best known and has means air strata, which are easily accessible,. 

30 been brought particularly into prominence are rendered available for the production ot 
in recent years through the investigations of many desired effects at distances, however 
HeinrichTIertz. Another method consists in great. This method, furthermore., allows ad- 
passing a current through a circuit, prefer- vantage to be taken of many of those 1m- 85 
ably one inclosing a very large area, inducing provements which are practicable in the 01- 
35 thereby in a similar circuit situated at, a dis- dinary systems.of transmission involving the 
tance another current and affecting by the use of a metallic conductor, 
same in any convenient way a receiving de- Obviously whatever method be employed 
vice. Still another way, which has also been it is desirable that the disturbances produced 90 
known for many years, is to pass in any suit- by the transmitting apparatus should be as 
40 able manner a current, through a portion of powerful as possible, and by the use of cei- 
the ground, as by connecting to two points tain forms of high-frequency apparatus .which 
of the same, preferably at a considerable dis- I have devised and which are now well known 
tance from each other, the two terminals of a important practical advantages ai e 111. this ie- 95 
generator and to energize by a part of the cur- sped secured. Furthermore, since in most 
43 rent diffused through the earth a distant eir- cases the. amount of energy conveyed to the 
cuit which is similarly arranged and ground- distant circuit is but a minute fraction ot the 
ed at two points widely apart and which is total energy emanating from the source it is 
made to act upon a sensitive receiver. These necessary for the attainment of the Jbest re- xoo 
various methods have their limitations, one suits that whatever the character ot the re- 
30 especially, which is common to all, being that ceiver and the. nature of the disturbances as 
the receiving circuit or instrument must be much as possible of. the energy conveyed 
maintained in a definite position with respect should be made available for the operation 
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of the receiver, and with this object in view 
I have heretofore among other means em- 
ployed a receiving-circuit of high self-induc- 
tion and very small resistance and of a pe- 
5 riod such as to vibrate in synchronism with 
the disturbances, whereby a number of sep- 
arate impulses from the source were made to 
cooperate, thus magnifying the effect exerted 
upon and insuring the action of the receiv- 
io ing device. By these means decided advan- 
tages have been secured in many instances; 
but very often the improvement is either not 
applicable at all or, if so, the gain is very 
slight. Evidently when the source is one pro- 
15 ducing a continuous pressure or delivering 
impulses of long duration it is impracticable 
to magnify the effects in this manner and 
when, on the other hand, it is one furnishing 
short impulses of extreme rapidity of succes- 
20 sion the advantage obtained in this way is 
insignificant, owing to the radiation and the 
unavoidable frictional waste in the receiving- 
circuit. These losses reduce greatly both the 
intensity and the number of the cooperative 
25 impulses, and since the initial intensity of 
each of these is necessarily limited only an 
insignificant amount of energy is thus made 
available for a single operation of the receiver. 
As this amount is consequently dependent on 
30 the energy conveyed to the receiver by one 
single impulse it is evidently necessary to 
employ either a very large and costly, and 
therefore objectionable, transmitter or'else to 
resort to the equally objectionable use of a 
35 receiving device too delicate and too easily 
deranged. Furthermore, the energy obtained 
through the cooperation of the impulses is in 
the form of extremely rapid vibrations and, 
because of this, unsuitable for the operation 
40 of ordinary receivers, the more so as this form 
of energy imposes narrow restrictions in re- 
gard to the mode and time of its application 
to such devices. 

To overcome these and other limitations 
45 and disadvantages which have heretofore ex- 
isted in such systems of transmission of sig- 
nals or intelligence is the main object of my 
present invention, which comprises a novel 
method of accomplishing these ends. 

50 The method, briefly stated, consists in pro- 
ducing arbitrarily- varied or intermittent dis- 
turbances or effects, transmitting such dis- 
turbances or effects through the natural me- 
dia to a distant receiving-station, utilizing 
SS energy derived from such disturbances or ef- 
fects at the receiving-station to charge a con- 
denser, and using the accumulated potential 
energy so obtained to operate a receiving de- 
vice. 

60 An apparatus by means of which this 
method may be practiced is illustrated in 
the drawings hereto annexed, in which— 

Figure 1 is a diagrammatic illustration of 
the apparatus, and Fig. 2 is a modified form 
65 or arrangement of the same. 

In the practical application of my method 
I usually proceed as follows: At any two 


points in the transmitting medium between 
which there exists or may be obtained in any 
manner through the action of the disturb- 
ances or effects to be investigated or utilized 
a difference of electrical potential of any mag- 
nitude I arrange two plates or electrodes so 
that they maybe oppositely charged through 
the agency of such effects or disturbances, 
and I connect these electrodes to the termi- 
nals of a highly-insulated condenser, gener- 
ally of considerable capacity. To the con- 
denser-terminals I also connect the receiver 
to be operated in series with a device of suit- 
able construction, which performs the func- 
tion of periodically discharging the condenser 
through the receiver at and during such in- 
tervals of time as may be best suitable for 
the purpose contemplated. This device may 
merely consist of two stationary electrodes 
separated by a feeble dielectric layer of minute 
thickness or it may comprise terminals one 
or more of which are movable and actuated 
by any suitable force and are adapted to bo 
brought into and out of contact with each 
other in any convenient manner. It will now 
be readily seen that if the disturbances of 
whatever nature they may be cause definite 
amounts of electricity of the same sign to be 
conveyed to each of the plates or electrodes 
above mentioned, either continuously or at 
intervals of time which are sufficiently long, 
the condenser will be charged to a certain po- 
tential, and an adequate amount of energy 
being thus stored during the time determined 
by the device effecting the discharge of the 
condenser the receiver will be periodically 
operated by the electrical energy so accumu- 
lated; but very often the character of the im- 
pulses and the conditions of their use are such 
that without further provision not enough 
potential energy would be accumulated in the 
condenser to operate the receiving device. 
This is the case when, for example, each of 
the plates or terminals receives electricity of 
rapidly-changing sign or even when each re- 
ceives electricity of the same sign, but only 
during periods which are short as compared 
with the intervals separating them. In such 
instances I resort to the use of a special de- 
vice which I insert in the circuit between 
the plates and the condenser for the purpose 
of conveying to each of the terminals of the 
latter electrical charges of the proper qual- 
ity and order of succession to enable the re- 
quiredamountof potential energy to be stored 
in the condenser. 

There are a number of well-known devices, 
either without any moving parts or terminals 
or with elements reciprocated or rotated by 
the application of a suitable force, which of- 
fer a more ready passage to impulses of one 
sign or direction than to those of the other, 
or permit only impulses of one kind or order 
of succession to traverse a path, and any of 
these or similar devices capable of fulfilling 
the requirements maybe used in carrying my 
invention into practice. One such device of 
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familiar construction which, will serve to 
convey a clear understanding of this part of 
my invention and enable a person skilled in 
the art to apply the same is illustrated in 
5 the annexed drawings. It consists of a cylin- 
der A of insulating material, which is moved 
at a uniform rate of speed by clockwork or 
other suitable motive power and is provided 
with two metal rings B B', upon which bear 
10 brushes a and a', which are connected, re- 
spectively, in the manner shown to the ter- 
minal plates P and P', above referred to. 
From the rings B B' extend narrow 7 metallic 
segments s and s', which by the rotation of 
iS the cylinder A are brought alternately into 
contact with double brushes h and b', carried 
by and in contact with conducting-holders h 
and h', w’hich are adjustable longitudinally 
in the metallic supports D and D', as shown. 
20 The latter are connected to the terminals T 
and-T' of a condenser C, and it should be un- 
derstood that they are capable of angular 
displacement, as ordinary brush -supports. 
The object of using two brushes, as b and b', 
25 in each of the holders h and h' is to vary at 
will the duration of the electric contact of the 
plates P and P' with the terminals T and T', 
to which is connected a receiving-circuit in- 
cluding a receiver R and a device cl of the 
30 kind above referred to, which performs the 
duty of closing the receiving-circuit at pre- 
determined intervals of time and discharging 
the stored energy through the receiver. In 
the present case this device consists of a cyl- 
35 inder d, made partly of conducting and partly 
of insulating material e and e', respectively, 
which is rotated at the desired rate of speed 
by any suitable means. The conducting part 
e is in good electrical connection with the 
40 shaft S and is provided with tapering seg- 
ments//, upon which slides a brush 7c, sup- 
ported on a conducting-rod 7, capable of lon- 
gitudinal adjustment in a metallic support 
m. Another brush n is arranged to bear 
45 upon the shaft S, and it will be seen that 
whenever one of the segments /comes in con- 
tact with the brush 7c the circuit, including 
the receiver R, is completed and the con- 
denser discharged through the same. By an 
50 adjustment of the speed of rotation of the 
cylinder d and a displacement of the brush 
7c along the cylinder the circuit maybe made 
to open and close in as rapid succession and 
remain open or closed during such intervals 
55 of time as may be desired. The plates P and 
P', through which the electrifications are con- 
veyed to the brushes a and a', may be at a 
considerable distance from each other and 
both in the ground or both in the air, or one 
60 in the ground and the other in the air, pref- 
erably at some height, or they may be con- 
nected to conductors extending to some dis- 
tance or to the terminals of any kind of ap- 
paratus supplying electrical energy which is 
65 obtained from the energy of the impulses or 
disturbances transmitted from a distance 
through the natural media. 


In illustration of the operation of the de- 
vices described let it be assumed that alter- 
nating electrical impulses from a distant gen- 70 
erator, as G, are transmitted through the 
earth and that it is desired to utilize those 
impulses in accordance with my method. 

This may be the case, for example, when such 
a generator is used for purposes of signaling 75 
in one of the ways before enumerated, as by 
having its terminals connected to two points 
of the earth distant from each other. In this 
ease the plates P and P' are first connected 
to two properly-selected points of the earth. 80 
The speed of rotation of the cylinder A is 
varied until it is made to turn in synchro- 
nism with the alternate impulses of the gen- 
erator, and, finally, the position of the brushes 
b and b' is adjusted by angular displacement, 85 
as usual, or in other ways, so that they are 
in contact with the segments s and s' during 
the periods when the impulses are at or near 
the maximum of their intensity. Only ordi- 
nary electrical skill and knowledge are re- 90 
quired to make these adjustments, and a 
number of devices for effecting synchronous 
movement being well known, and it being 
the chief object of my present application to 
set forth a novel method of utilizing or ap- 95 
plying a principle, a detailed description of 
such devices is not considered necessary. I 
may state, however, that for practical pur- 
poses in the present case it is only necessary 
to shift the brushes forward or back until the ico 
maximum effect is secured. The above re- 
quirements being fulfilled, electrical charges 
of the same sign will be conveyed to each of 
the condenser-terminals as the cylinder A is 
rotated, and with each fresh impulse the con- 105 
denser will be charged to a higher potential. 

The speed of rotation of the cylinder d be- 
ing adjustable at will, the energy of any num- 
ber of separate impulses may thus be accu- 
mulated in potential form and discharged no 
through the receiver R upon the brush 7r 
coming in contact with one of the segments 
/. It will be of course understood that the 
capacity of the condenser should be such as 
to allow the storing of a much greater amount 1 15 
of energy than is required for the ordinary 
operation of the receiver. Since by this 
method a relatively great amount of energy 
and in a suitable form may be made avail- 
able for the operation of a receiver, the latter 120 
need not be very sensitive; but of course 
when the impulses are very feeble, as when 
coming from a great distance or when it is 
desired to operate a receiver very rapidly, 
then any of the well-known devices capable 125 
of responding to very feeble influences may 
be used in this connection. 

If instead of the alternating impulses short 
impulses of the same direction are conveyed 
to the plates P and P', the apparatus de- 130 
scribed may still readily be used, and for this 
purpose it is merely necessary to shift the 
brushes b and b' into the position indicated 
by the dotted lines while maintaining the 




A 


4 : 


685,953 


same conditions in regard to synchronism as 
before, so that the succeeding impulses will 
be permitted to pass into the condenser, but 
prevented from returning to the ground or 
S transmitting medium during the intervals 
between them, owing to the interruption dur- 
ing such intervals of the connections leading 
from the condenser-terminals to the plates. 

Another way of using the apparatus with 
io impulses of the same direction is to take off 
one pair of brushes, as b, disconnect the plate 
P from brush a and join it directly to the ter- 
minal T of the condenser, and to connect 
brush a with brush a'. The apparatus thus 
15 modified would appear as shown in Fig. 2 . 
Operated in this manner and assuming the 
speed of rotation of cylinder A to be the same, 
the apparatus will now be evidently adapted 
for a number of impulses per unit of time 
20 twice as great as in the preceding case. In 
all cases it is evidently important to adjust 
the duration of contact of segments s and s' 
with brushes 5 6' in the manner indicated. 

When the method and apparatus I have de- 
25 scribed are used in connection with the trans- 
mission of signals or intelligence, it will of 
course be understood that the transmitter is 
operated in such a way as to produce disturb- 
ances or effects which are varied or intermit- 
30 ted in some arbitrary manner— for example, 
• to produce longer and shorter successions of 
impulses corresponding to the dashes and dots 
of the Morse alphabet — and the receiving de- 
vice will respond to and indicate these varia- 
35 tions or intermittences, since the storage de- 
vice will be charged and discharged a number 
of times corresponding to the duration of the 
successions of impulses received. 

Obviously the special appliances used in 
40 carrying out my invention may be varied in 
many ways without departing from the spirit 
of the same. 

It is to be observed that it is the function 
of the cylinder A, with its brushes and con- 
45 nections, to render the electrical impulses 
coming from the plates P and P' suitable for 
charging the condenser (assuming them to be 
unsuitable for this purpose in the form in 
which they are received) by rectifying them 
50 when they are originally alternating in direc- 
tion or by selecting such parts of them as 
are suitable when all are not, and any other 
device performing this function will obvi- 
ously answer the purpose. It is also evident 
55 that a device such as I have already referred 
to which offers a more ready passage to im- 
pulses of one sign or permits only impulses of 
the same sign to pass may also be used to 
perform this selective function in many cases 
60 when alternating impulses are received. 
When the impulses are long and all of the 
same direction, and even when they are al- 
ternating, but sufficiently long in duration 
and sustained in electromotive force, the 
65 brushes b and V may be adjusted so as to 
bear on the parts B B' of the cylinder A, or 
the cylinder and its brushes may be omitted 


and the terminals of the condenser connected 
directly to the plates P and P'. 

It will be seen that by the use of my in- 70 
vention results hitherto unattainable in util- 
izing disturbances or effects transmitted 
through natural media may be readily at- 
tained, since however great the distance of 
such transmission and however feeble or at- 75 
tenuated the impulses received enough en- 
ergy may be accumulated from them by stor- 
ing up the energy of succeeding impulses for 
a sufficient interval of time to render the sud- 
den liberation of it highly effective in operat- 80 
ing a receiver. In this way receivers of a va- 
riety of forms maybe made to respond effect- 
ively to impulses too feeble to be detected or 
to be made to produce any sensible effect in 
any other way of which I am aware, a result 85 
of great value in various applications to prac- 
tical use. 

I do not claim herein an apparatus by means 
of which the above-described method is or 
may be practiced either in the special form 90 
herein shown or in other forms which are 
possible, having made claims to such appa- 
ratus in another application, Serial No. 
729 , 812 , filed Septembers, 1899 , as a division 
of the present case. 95 

What I claim as my invention, and desire 
to secure by Letters Patent, is— 

1 . The method of transmitting and utiliz- 
ing electrical energy herein described, which 
consists in producing arbitrarily varied or in- 100 
terinitted electrical disturbances or effects, 
transmitting the same to a distant receiving- 
station, charging, for succeeding and prede- 
termined periods of time a condenser with 
energy derived from such effects or disturb- 105 
ances, and operating a receiving device by 
discharging at arbitrary intervals, the accu- 
mulated potential energy so obtained, as set 
forth. 

2 . The method of transmitting and utiliz- no 
ing electrical energy herein described, which 
consists in producing electrical disturbances 

or effects capable of being transmitted to a 
distance through the natural media, charg- 
ing a condenser at a distant receiving-station 1 15 
with energy derived from such effects or dis- 
turbances, and using for periods of time, pre- 
determined as to succession and duration, 
the potential energy so obtained to operate a 
receiving device. 120 

3 . The method of transmitting and utiliz- 
ing electrical energy herein described, which 
consists in producing electrical disturbances 
or effects capable of being transmitted to a 
distance through the natural media, charg- 125 
ing a condenser at a distant receiving-station 
for succeeding and predetermined periods of 
time, with energy derived from such effects 

or disturbances, and using for periods of time 
predetermined as to succession and duration, 130 
the accumulated energy so obtained to oper- 
ate a receiving device. 

4 . The method hereinbefore described of 
producing arbitrarily varied or intermitted 


1 


685,953 


o 


electrical disturbances or effects, transmit- 
ting sueli disturbances or effects through 
the natural media to a distant receiving-sta- 
tion, storing in a condenser energy derived 
5 from a succession of such disturbances or ef- 
fects for periods of time which correspond in 
succession to such effects or disturbances and 
are predetermined as to duration, and using 
the accumulated potential energy so obtained 
io to operate a receiving device. 

5 . The method herein described of produc- 
ing arbitrarily varied or intermitted electrical 
disturbances or effects, transmitting such 
disturbances or effects through the natural 

15 media to a distant receiving-station, estab- 
lishing thereby a flow of electrical energy in 
a circuit at such station, charging a con- 
denser with energy from such circuit, and 
using the accumulated potential energy so 
zo obtained to operate a receiving device. 

6. The method herein described of produc- 
ing arbitrarily varied or intermitted electrical 
disturbances or effects, transmitting such 
disturbances or effects through the natural 

25 media to a distant receiving-station, estab- 
lishing thereby a flow of electrical energy in 
a circuit at such station, charging a con- 
denser with electrical energy from such cir- 
cuit, and discharging the accumulated poten- 
30 tial energy so obtained into or through a re- 
ceiving device at arbitrary intervals of time. 

7 . The method herein described of produc- 
ing arbitrarily varied or intermitted electrical 
disturbances or effects, transmitting such 

35 disturbances or effects to a distant receiving- 
station, establishing thereby a flow of elec- 
trical energy in a circuit at such station, se- 
lecting or directing the impulses in said cir- 
cuit so as to render them suitable for charg- 
40 ing a condenser, charging a condenser with 
the impulses so selected or directed, and dis- 
charging the accumulated potential energy 
so obtained into, or through a receiving de- 
vice. 

45 8. The method herein described of produc- 

ing arbitrarily varied or intermitted electrical 
disturbances or effects, transmitting such 
disturbances or effects through the natural 
media to a distant receiving-station, estab- 
50 listing thereby a flow of electrical energy in 


a circuit at such station, selecting or direct- 
ing the impulses in said circuit so as to ren- 
der them suitable for charging a condenser, 
charging a condenser with the impulses so 
selected or directed, and discharging the ac- 55 
cumulated potential energy so obtained into, 
or through a receiving device at arbitrary in- 
tervals of time. 

9 . The method hereinbefore described of 
transmitting signals or intelligence, which 60 
consists in producing at the sending-station 
arbitrarily varied or intermitted disturbances 

or effects, transmitting such disturbances 
or effects through the natural media to a re- 
ceiving-station, utilizing energy derived from 65 
such disturbances or effects at the receiving- 
station to charge a condenser and using the 
accumulated potential energy so obtained to 
operate a receiving device. 

10 . The method hereinbefore described of 70 
transmitting signals or intelligence through 
the natural media from a sending-station to 

a receiving-station, which consists in produc- 
ing at the sending-station, arbitrarily varied 
or intermitted electrical effects or disturb- 75 
ances, transmitting the same through the nat- 
ural media to the receiving-station, utilizing 
the energy derived from such disturbances or 
effects at the receiving-station to charge a 
condenser, and discharging the accumulated 80 
potential energy so obtained through a re- 
ceiving device at arbitrary intervals of time. 

11 . The method hereinbefore described of 
transmitting signals or intelligence from a 
sending to a distant receiving station, which 85 
consists in producing at the former, arbitra- 
rily varied or intermitted electrical disturb- 
ances or effects, transmitting the same to the 
receiving-station, charging by the energy de- 
rived from such disturbances or effects at the 90 
receiving-station a condenser, and using for 
periods of time predetermined as to succes- 
sion and duration, the potential energy so 
obtained to operate a receiving device, as set 
forth. 

NIKOLA TESLA. 

Witnesses: 

Leonard E. Curtis, 

A. E. Skinner. 
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To all ivhom it may concern: 

Be it known that I, Nikola Tesla, a citizen 
of the United States, residing at New l r ork 
city, in the county and State of New York, 

5 have invented a new and useful Improvement 
in Methods of Utilizing Effects Transmit- 
ted from a Distance to a Receiving Device 
Through the Natural Media, of which.the fol- 
lowing is-a specification, reference being had 
ro to the accompanying drawings, which form a 
part of the same. 

The subject of my present invention is an 
improvement in the art of utilizing effects 
transmitted from a distance to a receiving de- 
15 vice through the natural media; and it con- 
sists in a novel method hereinafter described. 

,My invention is particularly useful in con- 
nection with methods and apparatus for op- 
erating distant receiving devices by means of 
20 electrical disturbances produced by proper 
transmitters and conveyed to such. receiving 
devices through the natural media; but. it 
obviously has a wider range of applicability 
and may be employed, for example, in the in- 
25 vestigation or utilization of terrestrial, solar, 
or other disturbances produced by natural 
■ causes. ... 

Several ways or methods of transmitting 
electrical disturbances through the natural 
30 media and utilizing them to operate distant 
receivers are now known and have been ap- 
plied with more or less success for accom- 
plishing a variety of useful results. One of 
these ways consists in producing by a suit- 
35 able apparatus rays or radiations— that is, .dis- 
turbances— which are propagated in straight 
lines through space, directing them upon a re- 
ceiving or recording apparatus at a distance, 
and thereby bringing the latter into action. 
40 This method is the oldest and best known 
and has been brought particularly into promi- 
nence in recent years through the investiga- 
tions of Heinrich Hertz. Another method 
consists in passing a current through a cir- 
45 cuit, preferably one inclosing a very large 
area, inducing thereby in a similar circuit 
situated at a distance another current and 
affecting by the same in any convenient way 
a receiving device. Still another way, which 
50 has also been known for many years, is to pass 
in any suitable manner a current through a 
portion of the ground, as by connecting to two 


points of the same, preferably at a consider- 
able distance from each other, the two ter- 
minals of a generator and to energize by a 55 
part of the current diffused through the earth 
a distant circuit, which is similarly arranged 
and grounded at two points widely, apart and 
which is made to act upon a sensitive receiver. 

These various methods have their limitations, 60 
one especially, which is common to all, being 
that the receiving circuit or instrument must 
be maintained in a definite position with . re- 
spect to the transmitting apparatus, which 
often imposes great disadvantages upon the 65 
use of the apparatus. 

In several applications filed by me and pat- 
ents granted to me I have disclosed other 
methods of accomplishing results of this na- 
ture which may be briefly described as fol- 70 
lows: In one system the potential of a point - 
or region of the earth is varied by imparting 
to it intermittent or alternating electrifica- 
tions through one of the terminals of a suit- 
able source of electrical disturbances, which 75 
to heighten the effect has its other terminal 
connected to an insulated body, preferably 
of large surface and at an elevation. The 
electrifications communicated to the earth 
spread in all directions through the same, 80 
reaching a distant circuit, which generally 
has its terminals arranged and connected 
similarly to those of the transmitting source 
and operates upon a highly-sensitive receiver. 
Another method is based upon the fact that 85 
the atmospheric air, which behaves as an ex- 
cellent insulator to currents generated by or- 
dinary apparatus, becomes a conductor un- 
der the influence of currents or. impulses of 
enormously high electromotive force which I 90 
have devised means for generating. By such 
means air strata, which are easily accessible, 
are rendered available for the production of 
many desired effects at distances however 
great. This method, furthermore, allowed 95 
advantage to be taken of many of those im- 
provements which are practicable in the ordi- 
nary systems of transmission involving the 
use of a metallic conductor. 

Obviously whatever method be employed roo 
it is desirable that the disturbances produced 
by the transmitting apparatus should be as 
powerful as possible, and by the use of cer- 
tain forms of high-frequency apparatus which 
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I have devised and which are now well known 
important practical advantages are in this 
respect secured. Furthermore, since in most 
cases the amount of energy conveyed to the 
5 distant circuit is but a minute fraction of the 
total energy emanating from the source it is 
necessary for the attainment of the best re- 
sults that whatever the character of the re- 
ceiver and the nature of the disturbances as 
io much as possible of the energy conveyed 
should be made available for the operation 
of the receiver, and with this object in view 
I have heretofore, among other ' means, em- 
ployed a receiving-circuit of high self-induc- 
15 tion and very small resistance and of a period 
such as to vibrate in synchronism with the 
disturbances, whereby a number of separate 
impulses from the source were made to co- 
operate, thus magnifying the effect exerted 
20 upon and insuring the action of the receiving- 
device. By these means decided advantages 
have been secured in many instances; but 
very often the improvement is either not ap- 
plicable at all, or if so the gain is very slight. 
25 Evidently when the source is one producin'* 
a continuous pressure or delivering impulses 
of long duration it is impracticable to magnify 
the effects in this manner, and when, on the 
otherhand, itis one furnishing-short impulses 
30 of extreme rapidity of succession the advan- 
tage obtained in this way is insignificant 
owing to the radiation and the unavoidable 
frictional waste in the receiving - circuit. 
These losses reduce greatly both the intensity 
35 and the number of the cooperative impulses 
and since the initial intensity of each of these 
is necessarily limited only an insignificant 
amount of energy is thus made available for 
a single operation of the receiver. As this 
40 amount is consequently dependent on the en- 
ergy conveyed to the receiver by one single 
impulse, it is evidently necessary to employ I 
either a very large and costly and therefore 
objectionable transmitter or else to resort to 
45 the equally objectionable use of a receivin'* 
device too delicate and too easily derangedt 
Furthermore, the energy obtained through 
the cooperation of the impulses is in the form 
of extreinely-rapid vibrations and because of 
50 this unsuitable for the operation of ordinary 
receivers, the more so as this form of energy 
imposes narrow restrictions in regard to the 
mode and time of its application to such de- 
vices. To overcome these and other limita- 
55 tions and disadvantages that have heretofore 
existed in such systems of transmission of 
signals or intelligence and to render possible 
an investigation of impulses or disturbances 
propagated through the natural media from 
60 any kind of source and their practical utili- 
zation for any purpose to which they are ap- 
plicable, I have devised a novel method, which 
I have described in a pending application 
bled June 24 , 1899 , Serial No. 721 , 790 , and 
63 which, broadly stated, consists in effectin'* 
during- any desired time interval a storage of 
energy derived from such impulses and util- 


izing the potential energy so obtained for op- 
erating a receiving device. 

My present invention is intended for the 70 
same general purposes, and it comprises a 
modified method and apparatus by means of 
which similar results may be obtained. 

The chief feature which distinguishes my 
present from my former invention just re- 75 
ierred to is that the energy stored is' not, as 
in the former instance, obtained from the en- 
ergy of the disturbances or effects transmit- 
ted from a distance, but from an independent 
source. So 

Expressed generally, my present method 
consists in charging a storage device with en- 
ergy from an independent source controlling 
the charging- of said device by the action of the 
effects or disturbances transmitted through 85 
the natural media and coincidentally using 
the stored energy for operating a receiving 
device. 

. -A- variety of disturbances produced 
either by suitably-constructed transmitters 90 
or by natural causes are at present known to 
be propagated through the natural media, 
and there are also a variety of means or de- 
vices enabling energy to be stored, and in 
view of this I wish to say that I consider the 9? 
utilization of any such disturbances and the 
employment of any of these means as within 
the scope ol m3 7 present invention so long as 
the use of the general method hereinbefore 
stated is involved. IOO 

The best way of carrying out my invention 
which I at present know is to store electrical 
energy obtained from a suitable electrical 
generator in a condenser and to control the 
storage or the application of this energy by 105 
means of a sensitive device acted upon by 
the effects or disturbances, and thereby cause 
the operation of the receiver. 

In the practical application of this method 
I usually proceed as follows: At any point no 
where I desire to investigate or to utilize for 
any purpose effects or disturbances propa- 
gated through the natural media from any 
kind of source I provide a suitable generator 
of electricity— as, for example, a battery and 115 
a condenser — which I connect to the poles of 
the generator in series with a sensitive de- 
vice capableof being modified in its electrical 
resistance or other property by the action of 
the disturbances emitted from the source. 120 
Io the terminals of the condenser I connect 
the receiver which is to be operated in series 
with another device of suitable construction 
which performs the function of periodically 
discharging the condenser through the re- 125 
ceiver at and during such intervals of time 
as may be best suitable for the purpose con- 
templated. This latter device may merely 
consist of two stationary elect rodes separated 
by a feeble dielectric layer of minute thick- 130 
ness, but sufficient to greatly reduce or prac- 
tically interrupt the current in the circuit 
under normal conditions, or it may comprise 
terminals one or more of which are movable 
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and actuated by any suitable force and are 
adapted to be brought into and out of con- 
tact with each other in any convenient man- 
ner. The sensitive device maybe any of the 
5 many devices of this kind which are known 
to be affected by the disturbances, impulses, 
or effects propagated through the media, and 
it may be of such a character that normally — 
that is, when not acted upon — it entirely pre- 
io vents the passage of electricity from the gen- 
erator to the condenser, or it may be such 
that it allows a gradual leaking through of 
the current and a charging of the condenser 
at a slow rate. In any case it will be seen 
IS that if the disturbances, of whatever nature 
thej- inay be, cause an appreciable diminu- 
tion in the electrical resistance of the sensi- 
tive device the current from the battery will 
pass more readily into the condenser, which 
20 will be charged at a more rapid rate, and 
consequently each of its discharges through 
the receiver, periodically effected by the spe- 
cial device before referred to which performs 
this function, will be stronger than nor- 
25 mally — that is, when the sensitive device is 
not acted upon by the disturbances. Evi- 
dently, then, if the receiver be so adjusted 
that it does not respond to the comparatively 
feeble normal discharges of the condenser, if 
30 they should occur, but only to those stronger 
ones which take place upon the diminution 
of the resistance of the sensitive device, it 
will be operated only when this device is act- 
ed upon by the disturbances, thus making it 
35 possible to investigate and to utilize the lat- 
ter for any desired purpose. 

The general principle underlying my in- 
vention and the operation of the various 
devices used will be clearly understood by 
40 reference to the accompanying drawings, in 
"which — 

Figure 1 is a diagram illustrating a typical 
arrangement of apparatus which may be used 
in carrying my method into practice, and 
45 Figs. 2 , 3 , 4 , and 5 similar diagrams of modi- 
fied arrangements of apparatus for the same 
purpose. 

In Fig. 1 , Cis a condenser, to the terminals 
T and T' of which is connected a charging- 
50 circuit including a battery B, a sensitive de- 
vice a, and a resistance r, all connected in 
series, as illustrated. The battery should be 
preferably of very constant electromotive 
force and of an intensity carefully determined 
55 to secure the best results. The resistance r, 
which may be a frictional or an inductive 
one, is not absolutely necessary; but it is of 
advantage to use it in order to facilitate ad- 
j ust ment, and for this purpose it may be made 
60 variable in any convenient and preferably 
continuous manner. Assuming that the dis- 
turbances which are to be investigated or util- 
ized for some practical end are rays identical 
with or resembling those of ordinary light, 
65 the sensitive device a may be a selenium cell 
properly prepared, so as to be highly suscep- 
tible to the influence of the rays, the action 


of which should be intensified by the use of 
a reflector A, show r n in the drawings. It is 
well known that when cells of this kind are 70 
exposed to such rays of greatly-varying in- 
tensity they undergo corresponding modifica- 
tions of their electrical resistance; but in the 
ways they have been heretofore used they 
have been of very limited utility. In addi- 75 
tion to the circuit including the sensitive de- 
vice or cell a another circuit is provided, 
which is likewise connected to the terminals 
T T' of the condenser. This circuit, which 
may be called the “receiving-circuit,” in- 80 
eludes the receiver R and in series with it a de- 
vice cl, before referred to, which performs the 
duty of periodically discharging the con- 
denser through the receiver. It will be noted 
that, as shown in Fig. 1 , the receiving-circuit 85 
is in permanent connection with the battery 
and condenser terminal T, and it should be 
stated that it is sometimes desirable to en- 
tirely insulate the receiving- circuit at all 
times except the moments when the device 90 
d operates to discharge the condenser, thus 
preventing any disturbing influence which 
might otherwise be caused in this circuit by 
the battery or the condenser during the pe- 
riod when the receiver should not "be acted 95 
upon. In such a case turn devices, as cl, may 
be used — one in each connection from the 
condenser to the receiving-circuit — or else one 
single device of this kind, but of a suitably- 
modified construction, so that it will make 100 
and break simultaneously and at proper in- 
tervals of time both of the connections of 
this circuit with the condenser T and T'. 

From the foregoing the operation of the ap- 
paratus as illustrated in Fig. 1 will be at 105 
once understood. Normally— that is, when 
it is not influenced by the rays at all or very 
slightly — the cell a being of a comparatively 
high resistance permits only a relatively fee- 
ble current to pass from the battery into the no 
condenser, and hence the latter is charged at 
too slow a rate to accumulate during the time 
interval between two succeeding operations 
of the device cl sufficient energy to operate 
the receiver or, generally speaking, to pro- 115 
duce therequired change in the receiving-cir- 
cuit. This condition is readily secured by a 
proper selection and adjustment of the vari- 
ous devices described, so that the receiver 
will remain unresponsive to the feeble dis- 120 
charges of the condenser w^hich may take 
place when the cell a is a cted upon but slightly 
or not at all by the rays or disturbances; but 
if now new rays are permitted to fall upon 
the cell or if the intensity of those already 125 
acting upon it be increased by any cause then 
its resistance will be diminished and the con- 
denser will be charged by the battery at a 
more rapid rate, enabling sufficient potential 
energy to be stored in the condenser during 130 
the period of inaction of the device d to op- 
erate the receiver or to bring about any de- 
sired change in the receiving-circuit when the 
device d acts. If the rays acting upon the 
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cell or sensitive device a are varied or inter- 
mitted in any arbitrary manner, as when 
transmitting intelligence in the usual way 
from a distant station by means of short and 
5 long signals, the apparatus may readily be 
made to record or to enable an operator to 
read the message, since the receiver, sup- 
posing it to be an ordinary magnetic relay, 
for example, will be operated by each signal 
10 from the sending-station a certain number of 
times having some relation to the duration 
of each signal. It will be readily seen, how- 
ever, that if the rays are varied in any other 
way, as by impressing upon them changes 
15 in intensity, the succeeding condenser dis- 
charges will undergo corresponding changes 
in intensity, which may be indicated or re- 
corded by a suitable receiver and distin- 
guished irrespectively of duration. 

20 With reference to Fig. 1 , it may be useful 
to state that the electrical connections of the 
various devices illustrated may be made in 
many different ways. B'or instance, the sen- 
sitive device instead, of being in series, as 
25 shown, may be in a shunt to the condenser, 
this modification being illustrated in Fig. 3 , 
in which the devices already described are 
indicated by similar letters to correspond with 
those of Fig. 1 . In this case it will be ob- 
30 served that the condenser which is being 
charged from the battery B through the resist- 
ance r, preferably inductive and properly re- 
lated to the capacity of the condenser, will 
store less energy when the sensitive device a 
33 is energized by the rays and its resistance 
thereby diminished. The adjustment of the 
various instruments may then be such that 
the receiver will be operated only when the 
rays are diminished in intensity or interrnpt- 
40 ed and entirely prevented from falling upon 
the sensitive cell, or the sensitive device may 
be placed, as shown in Fig. 4 , in a shunt to 
the resistance r or inserted in any suitable 
way in the circuit containing the receiver — 
45 for example, as illustrated in Fig. 5 — in both 
of w r hich figures the various devices are let- 
tered to correspond with those in Fig. 1 , so that 
the figures become self-explanatory. Again, 
the several instruments maybe connected in 
50 the manner of a Wheatstone bridge, as will be 
hereinafter explained with reference to Fig. 2 , 
or otherwise connected or related ; but in each 
case the sensitive device will have the same 
duty to perforin — that is, to control the en- 
35 ergy stored and utilized in some suitable way 
for causing the operation of the receiver in 
correspondence with the intermittences or 
variations of the effects or disturbances, and 
in each instance by a judicious selection of 
Co the devices and careful adjustment the ad- 
vantages of my method may be more or less 
completely secured. I find it preferable, how- 
ever, to follow the plan which I have illus- 
trated and described. 

65 It will be observed that the condenser is an 
important element in the combination. I have 
shown that by reason of its unique properties 


it greatly adds to the efficacy of this method. 

It allows the energy accumulated in it to be 
discharged instantaneously, and therefore in 70 
a highly-effective manner. It magnifies in a 
large degree the current supplied from the 
battery, and owing to these features it permits 
energy to be stored and discharged at prac- 
tically any rate desired, and thereby makes 73 
it possible to obtain in the receiving-circuit 
very great changes of the current strength by 
impressing upon the battery- current very 
small variations. Other means of storage 
possessing these characteristics to a useful 80 
degree may be emplo3 T ed without departing 
from the broad spirit of my invention; but I 
prefer to use a condenser, since in these re- 
spects it excels any other storage device of 
which I have knowledge. 85 

In Fig. 2 a modified arrangement of ap- 
paratus is illustrated which is particularly 
adapted for the investigation and utilization 
of very feeble impulses or disturbances, such 
as may be used in conveying signals or pro- 90 
ducing other desired effects at very great dis- 
tances. In this case the energy stored in the 
condenser is passed through the primary of a 
transformer the secondary circuit of which 
contains the receiver, and in order to render 95 
the apparatus still more suitable for use in 
detecting feeble impulses in addition to the 
sensitive device which is acted upon by the 
impulses another such device is included in 
the secondary circuit of the transformer. The 100 
scheme of connections is in the main that of 
a Wheatstone bridge the four branches of 
which are formed by the sensitive device a 
and resistances L, L', and L", all of which 
should be -preferably inductive and also ad- 105 
justable in a continuous manner or at least 
by very small steps. The condenser O', which 
is generally made of considerable capacity, 
is connected to two opposite points of the 
bridge, while a battery B, in series with a no 
continuously-ad justable non-inductive resist- 
ance ?•', is connected to the other pair of op- 
posite points, as usual. The four resistances 
included in the branches of the bridge — 
namely, a, L, L', and L" — are of a suitable 113 
size and so proportioned that under normal 
conditions — that is, when the device a is not 
influenced at all or only slightly by the dis- 
turbances — there will be no difference of po- 
tential or in any case the minimum of the same 120 
at the terminals T and T' of the condenser. 

It is assumed in the present instance that the 
disturbances to be investigated or utilized are 
such as will produce a difference of electric po- 
tential, however small, between two points or 125 
regions in the natural media — as the earth, 
the water, or the air — and in order to apply 
this potential difference effectively to the sen- 
sitive device a the terminals of the same are 
connected to two plates P and P', which should 130 
be of as large a surface as practicable and so 
located in the media that the largest possible 
difference of potential will be produced by 
the disturbances between the terminals of 
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the sensitive device. This device is in the 
present case one of familiar construction, 
consisting of an insulating-tube, which is in- 
dicated by the heavy lines in the drawings and 
5 which has its ends closed tightly by two con- 
ducting-plugs with reduced extensions, upon 
■which bear two brushes b b, through which 
the currents are conveyed to the device. The 
tubular space between the plugs is partially 
to filled with a conducting sensitive powder, as 
indicated, the proper amount of the same 
and the size of its grains being determined 
and adjusted beforehand by experiment. 
This tube I rotate by clockwork or other 
iS means at a uniform and suitable rate of 
speed, and under these conditions I find that 
this device behaves toward disturbances of 
the kind before assumed in a manner simi- 
lar to that of a stationary cell of celenium to- 
20 ward rays of light. Its electrical resistance 
is diminished when it is acted upon by the 
disturbances and is automatically restored 
upon the cessation of their influence. It is 
of advantage to employ round grains of pow- 
25 der in the tube, and in any event it is im- 
portant that they should be of as uniform 
size and shape as possible and that provision 
should be made for maintaining an unchang- 
ing and very dry atmosphere in the tube. To 
30 the terminals T and T' of the condenser C' is 
connected a coil p, usually consisting of a 
few turns of a conductor of very small resist- 
ance, which is the primary of the transformer 
before referred to, in series with a device d, 
35 which effects the discharge of the condenser 
through the coil p at predetermined inter- 
vals of time. In the present case this device 
consists of a cylinder made partly of con- 
ducting and partly' of insulating material e 
40 and e', respectively, which is rotated at the 
desired rate of speed by any suitable means. 
The conducting part e is in good electrical 
connection with shaft S and is provided with 
tapering segments, as /, upon which slides a 
45 brush Tc, which should preferably be capable 
of longitudinal adjustment along the cylin- 
der. Another brush b’, which is connected 
to the condenser-terminal T', being arranged 
to bear upon the shaft S, it will be seen that 
50 whenever the brush It comes in contact with 
a conducting-segment / the circuit including 
the primary p will be completed and the con- 
denser, if energized, discharged through the 
same. By an adjustment of the speed of ro- 
55 tation of the cylinder and a displacement of 
the brush It along the axis of the same the cir- 
cuit may be made to open and close in as rapid 
succession and remain open or closed during 
such intervals of time as may be desired. 
60 In inductive relation to the primary p is a 
secondary coil s, usually of much thinner wire 
and of many more turns than the former, to 
which are connected in a series a receiver R, 
(illustrated as an ordinary magnetic relay,) 
65 a continuous! y-adjustable non-inductive re- 
sistance r", a battery B' of a properly deter- 
mined and very constant electromotive force, 


and finally a sensitive device a' of the same 
or similar construction as a, which is likewise 
rotated at a uniform speed and which with its 70 
brushes b" b" closes the secondary circuit. 

The electromotive force of the battery B' is 
so graduated by means of the adjustable re- 
sistance r" that the dielectric layers in the 
sensitive device a' are strained very nearly 75 
to the point of breaking down and give way 
upon a slight increase of the electrical pres- 
sure on the terminals of the device. It will 
of course be understood that the resistance 
r" is used mainly because of convenience and 80 
that it maj 7 be dispensed with, in which case 
the adjustment may be effected in many other 
ways, as by determining the proper amount 
or coarseness of the sensitive powder or by 
varying the distance apart of the metallic 85 
plugs in the ends of the tube. The same may 
be said of the resistance r', which is in series 
with the battery B and serves to graduate the 
force of the latter, so that the dielectric lay- 
ers of the sensitive device a are subjected to 90 
a similar strain and maintained in a state of 
delicate poise. The various instruments be- 
ing connected and adjusted in the manner de- 
scribed, it will now be readily seen from the 
foregoing that under normal conditions, the 95 
device a being unaffected by the disturb- 
ances, or practically so, and there being no 
or only a very insignificant amount of energy 
stored in the condenser, the periodical closure 
of the primary circuit of the transformer ico 
through the operation of the device d will 
have no appreciable effect upon the primary 
coilp, and hence 110 currents will be gener- 
ated in the secondary coil s, at least not such 
as would dist urb the state of delicate balance 105 
existing in the secondary circuit including 
the receiver, and therefore the latter will not 
be actuated by the battery B'; but when, 
owing to the disturbances or impulses propa- 
gated through the media from a distant no 
source, an additional electromotive force, how- 
ever small, is created between the terminals 
of the device a the dielectric layers in the 
same, unable to support the increased strain, 
give way and allow the current of the battery r 15 
B to pass through, thus causing a difference 
of potential at the terminals T and T' of the 
condenser. A sufficient amount of energy 
being now stored in this instrument during 
the time interval between each two succeed- 120 
ing operations of the device d, each closure 
of the primary circuit by the latter results in 
the passage of a sudden current impulse 
through the coil p, which induces a corre- 
sponding current of relatively high electromo- 125 
tive force in the secondary coil s. Owing to 
this the dielectric in the device a' gives way, 
and the current of the battery B' being allowed 
to pass the receiver R is operated, but only 
fora moment, since by the rotation of the de- 130 
vices a, a', and d, which may be all driven 
from the same shaft, the original conditions 
are restored, assuming, of course, that the 
electromotive force set up by thedisturbances 
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at the terminals of the sensitive device a is 
only momentary or of a duration not longer 
than the time of closure of the primary cir- 
cuit; otherwise the receiver will be actuated 
5 a number of times and so long as the influ- 
ence of the disturbances upon the device a 
continues. In order to render the discharged 
energy of the condenser more effective in 
causing the operation of the receiver, the re- 
io sistance of the primary circuit should be very 
small and the secondary coil s should have a 
n u m b e r o f t u r n s m a n y t i m e s g r e a t e r th a n t h a t 
of the primary coil p. It will be noted that 
since the condenser under the above assump- 
15 tions is always charged in the same direction 
the strongest current impulse in the second- 
ary coil, which is induced at the moment 
when the brush h comes in contact with seg- 
ment /, is also of unchanging direction, and 
20 for the attainment of the best results it is 
necessary to connect the secondary coil so 
that the electromotive force of this impulse 
will be added to that of the battery and will 
momentarily strengthen the same. However, 
25 under certain conditions, which are well un- 
derstood by those skilled in the art, the de- 
vices will operate whichever way the second- 
ary be connected. It is preferable to make 
the inductive resistances L and L' relatively 
30 large, as they are in a shunt to the device a 
and might if made too small impair its sen- 
sitiveness. On the other hand, the resistance 
L" should not bo too large and should be re- 
lated to the capacity of the condenser and 
35 the number of makes and breaks effected by 
the device d in well-known ways. Similar 
considerations apply, of course, tothecircuits 
including the primary p and secondary s, re- 
spectively. 

40 By carefully observing well-known rules of 
scientific design and adjustment of the in- 
struments the apparatus may be made ex- 
tremely sensitive and capable of responding 
to the feeblest influences, thus making it pos- 
45 sible to utilize impulses or disturbances trans- 
mitted from very great distances and too fee- 
ble to be detected or utilized in auy of the 
ways heretofore known, and on this account 
the method here described lends itself to 
50 many scientific and practical uses of great 
value. Obviously the character of the de- 
vices and the manner in which they are con- 
nected or related maj r be greatly varied with- 
out departing from the spirit of my invention. 
55 What I claim as new, and desire to secure 
by Letters Patent, is — 

1. The method hereinbefore described of 
utilizing effects or disturbances transmitted 
through the natural media, which consists in 

60 charging a storage device with energy from 
an independent source, controlling the charg- 
ing of said device by the action of the effects 
or disturbances, and coincidently using the 
stored energy for operating a receiving de- 
65 vice. 

2 . The method hereinbefore described of 
utilizing effects or disturbances transmitted 


from a distant source, which consists in charg- 
ing the storage device with electrical energy 
from an independent source, controlling the 70 
charging of said device by the action of the ef- 
fects or disturbances, and coincidently using 
the stored electrical energy for operating the 
receiving device. 

3. The method hereinbefore described of 75 
utilizing effects or disturbances transmitted 
through the natural media, which consists in 
controlling, by means of such effects or dis- 
turbances, the charging of an electrical stor- 
age device from an independent source and Sc 
discharging the stored energy through a re- 
ceiving-circuit. 

4. The method hereinbefore described of 

utilizing effects or disturbances transmitted 
through the natural media, which consists in 85 
controlling, by means of such effects or dis- 
turbances, the charging of an electrical con- 
denser from an independent source, and dis- 
charging the stored energy through a receiv- 
ing-circuit. go 

5. The method hereinbefore described of 
utilizing effects or disturbances transmitted 
through the natural media, which consists in 
effecting a storage during any desired time 
interval and under control of such effects or 95 
disturbances, of energy derived from ail in- 
dependent source, and utilizing the potential 
energy so obtained for operating a receiving 
device. 

6. The method hereinbefore described of 100 
utilizing effects or disturbances transmitted 
through the natural media, which consists in 
effecting a storage, during any desired time 
interval and under the control of such dis- 
turbances or effects of electrical energy de- 105 
rived from an independent source, and util- 
izing the potential energy so obtained for 
operating a receiving device. 

7. The method hereinbefore described of 
utilizing effects or disturbances transmitted no 
through the natural media, which consists in 
effecting a storage in a condenser during any 
desired time interval and under the control 

of such disturbances or effects, of electrical 
energy derived from an independent source, 115 
and utilizing the potential energy so obtained 
for operating a receiving device. 

8. The method hereinbefore described of 
utilizing effects or disturbances transmitted 
through the natural media from a distant 120 
source, which consists in storing, during suc- 
ceeding intervals of time determined by 
means of such effects or disturbances, elec- 
trical energy derived from an independent 
source, and utilizing the potential energy so 125 
accumulated to operate a receiving device. 

9. The method hereinbefore described of 
utilizing effects or disturbances transmitted 
through the natural media from a distant 
source, which consists in storing in a con- 130 
denser during succeeding intervals of time 
determined by means of such effects or dis- 
turbances, electrical energy derived from an 
independent source, and utilizing the poton- 
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tial energy so accumulated to operate a re- 
ceiving device. 

10 . The method hereinbefore described of 
utilizing effects or disturbances transmitted 

5 through the natural media from a distant 
source, which consists in storing, during suc- 
ceeding intervals of time determined by means 
of such effects or disturbances, electrical en- 
ergy derived from an independent source, 
io and using, for periods of time predetermined 
as to succession and duration, the accumu- 
lated energy so obtained to operate a receiv- 
ing device. 

11 . The method hereinbefore described of 
15 utilizing effects or disturbances transmitted 

through the natural media from a distant 
source, which consists in storing in a con- 
denser during succeeding intervals of time 
determined by means of such effects or dis- 
20 turbances, electrical energy derived from an 
independent source, and using, for periods of 
time predetermined as to succession and du- 
ration, the accumulated energy so obtained to 
operate a receiving device. 

25 12 . The method hereinbefore described of 

utilizing electrical effects or disturbances 
transmitted through the natural media from 
a distant source, which consists in effecting 
by means of such disturbances or effects a 
30 storage in a storage device of electrical en- 
ergy derived from an independent source for 
periods of time corresponding in succession 
and duration to such disturbances or effects, 
and discharging the electrical energy so ac- 
35 cumulated into or through a receiving device 
at predetermined intervals of time. 

13 . The method hereinbefore described of 
utilizing electrical effects or disturbances 
transmitted from a distant source, which con- 

40 sists in effecting by means of such disturb- 
ances or effects a storage in a condenser of 
electrical energy derived from an independ- 
ent source for periods of time corresponding 
in succession and duration to such disturb- 
45 ances or effects, and discharging the elec- 
trical energy so accumulated into or through 
a receiving device at predetermined intervals 
of time.' 

14 . The method hereinbefore described of 
50 utilizing, electrical effects or disturbances 

transmitted from a distant source, which con- 
sists in producing, by means of such effects 
or disturbances, variations of resistance in a 
circuit including an independent electrical 
55 source and a device adapted to be charged 
with electrical energy therefrom, thereby 
causing the storage device to be charged with 
energy from such independent source, and 
using the potential electrical energy so accu- 
60 initiated to operate a receiving device. 

15 . The method hereinbefore described of 
utilizing effects or disturbances transmitted 


through the natural media from a distant 
source, which consists in producing, by means 
of such effects or disturbances, variations of 65 
resistance in a circuit including an independ- 
ent electrical source and a condenser, thereby 
causing the condenser to be charged with en- 
ergy from the independent source, and using 
the potential electrical energy so accumulated 70 
to operate a receiving device. 

16 . The method hereinbefore described of 
utilizing effects or disturbances transmitted 
through the natural media from a distant 
source, which consists in causing, by means 75 
of such effects or disturbances; electrical en- 
ergy from an independent source to be stored 

in a storage device, using the electrical en- 
ergy so accumulated to operate a transformer 
and employing the secondary currents from 80 
such transformer to operate a receiving de- 
vice. 

17 . The method hereinbefore described of 
utilizing effects or disturbances transmitted 
through the natural media from a distant 85 
source, which consists in causing, by means 

of such effects or disturbances, electrical en- 
ergy from an independent source to be stored 
in a condenser, using the electrical energy so 
accumulated to operate a transformer and 90 
employing the secondary currents from such 
transformer to operate a receiving device. 

. 18 . The method hereinbefore described of 
utilizing effects or disturbances transmitted 
through the natural media from a distant 95 
source, which consists in causing, by means 
of such disturbances, variations of resistance 
in a circuit including an independent source 
of electricity and a storage device and thereby 
causing the storage device to be charged from 100 
such itidependentsource, discharging the en- 
ergy so accumulated in the storage device 
through the primary of a transformer at pre- 
determined intervals of time, and operating 
a receiver by the currents so developed in 105 
the secondary of the transformer. 

19 . The method hereinbefore described of 
utilizing effects or disturbances transmitted 
through the natural media from a distant 
source, which consists in causing, by means no 
of such disturbances, variations of resistance 
in a circuit including an independent source 
of electricity and a condenser and thereby 
causing the condenser to be charged from 
such independent source, discharging the en- 1 15 
ergy so accumulated in the condenser through 
the primary of a transformer at predeter- 
mined intervals of time and operating a re- 
ceiver by the currents so developed in the 
secondary of the transformer. 

NIKOLA TESLA. 
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To all whom it may concern : 

Be it known that I, Nikola Tesla, a citizen 
of the United States, residing at the borough 
of Manhattan, in the city, county, and State 
5 of New York, have invented certain new and 
useful Improvements in Apparatus for Util- 
izing Effects Transmitted from a Distance to 
a .Receiving Device Through the Natural Me- 
dia, of which the following is a specification, 
10 reference being had to the accompanying 
drawings, which form a part of the same. 

This application is a division of an appli- 
cation filed by me June 24, 1899, Serial No. 
721,790, in which a method of utilizing effects 
15 or disturbances transmitted through the nat- 
ural media from a distant source isdescribed 
and made the subject of the claims. The in- 
vention of my present application consists in 
the apparatus hereinafter described and 
20 claimed, by the use of which the method 
claimed in my said prior application may be 
practiced and by means of which results hith- 
erto unattainable may be secured. 

Several ways or methods of transmitting 
25 electrical disturbances through the natural 
media and utilizing them to operate distant 
receivers are now known and have been ap- 
plied with more or less success for accom- 
plishing a variety of useful results. One of 
30 these ways consists in producing by a suit- 
able apparatus rays or radiations— that is, dis- 
turbances— which are propagated in straight 
lines through space, directing them upon a 
receiving or recording apparatus at a distance, 
35 and thereby bringing the latter into action. 
This method is the oldest and best known, 
and has been brought particularly into promi- 
nence in recent years through the investiga- 
tions of Heinrich Hertz. Another method 
40 consists in passing a current through a cir- 
cuit, preferably one inclosing a very large 
area, inducing thereby in a similar circuit, 
situated at a distance, another current and 
affecting by the same in any convenient way 
45 a receiving device. Still another way, which, 
has also been known for many years, is to pass 
in any suitable manner a current through a 
portion of the ground, as by connecting to 
two points of the same, preferably at a con- 
50 siderable distance from each other, the two 


terminals of a generator and to energize by a 
part of the current diffused through the earth 
a distant circuit, which is similarly arranged 
and grounded at two points widely apart and 
which is made to act upon a sensitive re- 
ceiver. These various methods have their 
limitations, one, especially, which is common 
to all, being that the receiving circuit or in- 
strument must be maintained in a definite po- 
sition with respect to the transmitting appa- 
ratus, which often imposes great disadvan- 
tages upon the use of the apparatus. 

In several applications filed by me and pat- 
ents granted to me I have disclosed other 
methods of accomplishing results of this na- 
ture, which may be briefly described as fol- 
lows: In one system the potential of a point 
or region of the earth is varied by imparting 
to it intermittent or alternating electrifica- 
tions through one of the terminals of a suit- 
able source of electrical disturbances, which 
to heighten the effect has its other terminal 
connected to an insulated body, preferably 
of large surface and at an elevation. The 
electrifications communicated to the earth 
spread in all directions through the same, 
reaching a distant circuit, which generally 
has. its terminals arranged and connected 
similarly to those of the transmitting source, 
and operates upon ahighly-sensitive receiver. 
Another method is based upon the fact that 
the atmospheric air, which behaves as an ex- 
cellent insulator to currents generated by or- 
dinary apparatus, becomes a conductor un- 
der the influence of currents of impulses of 
enormously high electromotive force which I 
have devised means for generating. By such 
means air strata, which are easily accessible, 
are rendered available for the production of 
many desired effects at distances, however 
great. This method, furthermore, allows ad- 
vantage to be taken of many of those improve- 
ments which are practicable in the ordinary 
systems of transmission involving the use of 
a metallic conductor. 

Obviously whatever method be employed 
it is desirable that the disturbances produced 
by the transmitting apparatus should be as 
powerful as possible, and by the use of cer- 
tain forms of high-frequency apparatus which 
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I have devised and which are now well known 
important practical advantages are in this 
respect secured. Furthermore, since in most 
eases the amount of energy conveyed to the 
5 distant circuit is hut a minute fraction of the 
total energy emanating from the source, it is 
necessary for the attainment of the best re- 
sults that whatever the character of the re- 
ceiver and the nature of the disturbances as 
10 much as possible of the energy conveyed 
should be made available for the operation of 
the receiver, and with this object in view I 
have heretofore, among other means, em- 
ployed a receiving-circuit of high self-induc- 
15 tion and very small resistance and of a pe- 
riod such as to vibrate in synchronism with 
the disturbances, whereby a number of sepa- 
rate impulses from the source were made to 
cooperate, thus magnifying the effect exerted 
20 upon and insuring the action of the receiving 
device. By these means decided advantages 
have been secured in many instances; but 
very often the improvement is either not ap- 
plicable at all or if so the gain is very slight. 
25 Evidently when the source is one producing 
a continuous pressure or delivering impulses 
of long duration it is impracticable to mag- 
nify the effects in this manner, and when, 
on the other hand, it is one fuimishing short 
30 impulses of extreme rapidity of succession 
the advantage obtained in this way is insig- 
nificant, owing to the radiation and the un- 
avoidable frictional waste in the receiving- 
circuit. These losses reduce greatly both the 
35 intensity and the number of the cooperative 
impulses, and since the initial intensity of 
each of these is necessarily limited only an 
insignificant amount of energy is thus made 
available for a single operation of the re- 
40 ceiver. As this amount is consequently de- 
pendent on the energy conveyed to the re- 
ceiver by one single impulse, it is evidently 
necessary to employ either a very large and 
costly, and therefore objectionable trans- 
45 mitter, or else resort to the equally objection- 
able use of a receiving device too delicate 
and too easily deranged. Furthermore, the 
energy obtained through the cooperation of 
the impulses is in the form of extremely-rapid 
50 vibrations and because of this unsuitable 
for the operation of ordinary receivers, the 
more so as this form of energy imposes nar- 
row restrictions in regard to the mode and 
time of its application to such devices. To 
55 overcome these and other limitations and dis- 
advantages which have heretofore existed in 
such systems of transmission of signals or in- 
telligence is the object of my invention, which 
comprises a novel form of apparatus for ac- 
60 complishing these results. 

The apparatus which is employed at the re- 
ceiving-station, described in general terms, 
consists in the combination of a storage de- 
vice included in a circuit connecting points at 
65 adistancefrom thesource of the disturbances 
and between which a difference of potential 
is created by such disturbances, a receiving- 


circuit connected with the storage device, a 
receiver included in such receiving-circuit, 
and means for closing the receiving-circuit 70 
at any desired moment, and thereby causing 
the receiver to be operated by the energy with 
which the storage device has been charged. 

The best form of apparatus for carrying 
out my invention of which I am now aware 75 
and the manner of using the same will be un- 
derstood from the following description and 
the accompanying drawings, in which — 

Figure 1 is a diagrammatic illustration of 
such apparatus, and Fig. 2 a modified form 80 
or arrangement of the same. 

At any 7 two points in the transmitting me- 
dium between which there exists or may be 
obtained in any manner through the action 
of the disturbances or effects to be investi- 85 
gated or utilized a difference of electrical po- 
tential of any magnitude I arrange two plates 
or electrodes so that they may be oppositely 
charged through the agency of such effects 
or disturbances, and I connect these elec- 90 
trodes to the terminals of a highly-insulated 
condenser, generally of considerable capacity. 

To the condenser-terminals I also connect the 
receiver to be operated in series with a de- 
vice of suitable construction which performs 95 
the function of periodically discharging the 
condenser through the receiver at and during 
such intervals of time as may be best suitable 
for the purpose contemplated. This device 
may merely consist of two stationary elec- 100 
trodes separated by a feeble dielectric layer 
of minute thickness, or it may comprise ter- 
minals one or more of which are movable and 
actuated by any suitable force and are adapt- 
ed to be brought into and out of contact with 105 
each other in any convenient manner. It will 
now be readily seen that if the dist urbances, of 
whatever nature they may be, cause definite 
amounts of electricity of the same sign to be 
conveyed to each of the plates or electrodes no 
above mentioned either continuously or at 
intervals of time which are sufficiently long 
the condenser will be charged to a certain po- 
tential and an adequate amount of energy 
being thus stored during the time determined 115 
by the device effecting the discharge of the 
condenser the receiver will be periodically 
operated by the- electrical energy so accumu- 
lated; but very often the character of the 
impulses and the conditions of their use are 120 
such that without further provision not 
enough potential energy would be accumu- 
lated in the condenser to operate the receiv- 
ing device. This is the case when, for ex- 
ample, each of the plates or terminals re- 125 
ceives electricity of rapidly-changing sign or 
even when each receives electricity of the 
same sign, but only during periods which are 
short as compared with the intervals sepa- 
rating them. In such instances I resort to 130 
the use of a special device which I insert in 
the circuit between the plates and the con- 
denser for the purpose of conveying to each 
1 of the terminals of the latter electrical charges 
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of the proper quality and order of succes- 
sion to enable the required amount of poten- 
tial energy to be stored in the condenser. 

There are a number of well-known devices, 
5 either without any moving parts or terminals 
or with elements reciprocated or rotated by 
the application of a suitable force, which offer 
a more ready passage to impulses of one sign 
or direction than to those of the other or per- 
io mit only impulses of one kind or order of suc- 
cession to traverse a path, and any of these 
or similar devices capable of fulfilling the re- 
quirements may be used in carrying my in- 
vention into practice. One such device of 
15 familiar construction which will serve to con- 
vey a clear understanding of this part of my 
invention and enable a person skilled in the 
art to apply the same is illustrated in the 
annexed drawings. It consists of a cylinder 
20 A, of insulating material, which is moved at 
a uniform rate of speed by clockwork or other 
suitable motive power and is provided with 
two metalrings B B', upon which bear brushes 
a and a', which are connected, respectively, 
25 in the manner shown to the terminal plates 
P and P', above referred to. From the rings 
B B' extend narrow metallic segments s and 
s', which by the rotation of the cylinder A 
are bro ught alternately into contact with do u- 
30 ble brushes b and carried by and in con- 
tact with conducting-holders h and h', which 
are adjustable longitudinally in the metallic 
supports D and D', as shown. The latter are 
connected to the terminals T and T' of a con- 
35 denser C, and it should be understood that 
they are capable of angular displacement as 
ordinary brush-supports. Theobjeetof using 
two brushes, as b and 5 ',. in each of the holders 
h and h' is to vary at will the duration of the 
40 electric contact of the plates P and P' with the 
terminals T and T', to which is connected 
a receiving-circuit, including a receiver It 
and a device d of the kind above referred to, 
which performs the duty of closing the re- 
45 ceiving-eircuit at predetermined intervals of 
time and discharging the stored energy 
through the receiver. In the present case 
this device consists of a cylinder made partly 
of conducting and partly of insulating mate- 
50 rial e and e', respectively, which is rotated 
at the desired rate of speed by any suitable 
means. The conducting part e is in good 
electrical connection with the shaft S and is 
provided with tapering segments f f, upon 
55 which slides a brush 7 c, supported on a con- 
ducting-rod l, capableof longitudinal adjust- 
ment in a metallic support m. Another 
brush n is arranged to bear upon the shaft S, 
and it will be seen that whenever one of the 
60 segments /comes in contact with the brush 
Jc the circuit including the receiver R is com- 
pleted and the condenser discharged through 
the same. By an adjustment of the speed 
of rotation of the cylinder d and a displace- 
65 ment of the brush 7 c along the cylinder the 
circuit may be made to open aud close in as 
rapid succession and remain open or closed 
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j during such intervals of time as may be de- 
sired. The plates P and P' through which the 
electrifications are conveyed to the brushes 
a and a' may be at a considerable distance 
from each other and both in the ground or 
both in the air or one in the ground and the 
other in the air, preferably at some height, 
or they may be connected to conductors ex- 
tending to some distance or to the terminals 
of any kind of apparatus supplying electrical 
energy which is obtained from the energy of 
the impulses or disturbances transmitted 
from a distance through the natural media. 

In illustration of the operation of the de- 
vices described let it be assumed that alter- 
nating electrical impulses from a distant gen- 
erator, as G, are transmitted through the 
earth and that it is desired to utilize these 
impulses in accordance with my method. 
This may be the case, for example, when 
such a generator is used for purposes of sig- 
naling in one of the ways before enumerated, 
as by having its terminals connected at two 
points of the earth distant from each other. 
In this ease the plates P and P' are firstcon- 
nected to two properly - selected points of 
the earth, the speed of rotation of the cyl- 
inder A is varied until it is made to turn in 
synchronism with the alternate impulses of 
the generator, and, finally, the position of the 
brushes b and b' is adjusted by angular dis- 
placement, as usual, or in other ways, so that 
they are in contact with the segments s and s' 
during the periods when the impulses are 
at or near the maximum of their intensity. 
Only ordinary electrical skill and knowl- 
edge are required to make these adjustments, 
and a number of devices for effecting syn- 
chronous movement being well known and it 
being the chief object of my present applica- 
tion to set forth a novel apparatus embodying 
a general principle a detailed description of 
such devices is not considered necessary. I 
may state, however, that for practical pur- 
poses in the present ease it is only necessary 
to shift the brushes back and forth until the 
maximum effect is secured. The above re- 
quirements being fulfilled, electrical charges 
of the same sign will be conveyed to each of 
the condenser-terminals as the cylinder A is 
rotated, and with each fresh impulse the con- 
denser will be charged to a higher potential. 
The speed of rotation of the cylinder d being 
adjustable at will, the energy of any number 
of separate impulses may thus be accumu- 
lated in potential form and discharged through 
the receiver R upon the brush li coming in 
contact with one of the segments /. It will 
be of course understood that the capacity of 
the condenser should be such as to allow the 
storing of a much greater amount of energy 
than is required for the ordinary operation 
of the receiver. Since by this method a rela- 
tively great amount of energy and in a suit- 
able form may be made available for the op- 
eration of a receiver, the latter need not be 
very sensitive; but of course when the im- 
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pulses are very feeble, as- when coming from a 
great distance or when it is desired to operate 
a receiver very rapidly, then any of the well- 
known devices capable of responding to very 
5 feeble influences may be used in this connec- 
tion. 

If instead of the alternating impulses short 
impulses of the same direction are conveyed 
to the plates P and P', the apparatus de- 
io scribed may still readily be used, and for 
this purpose it is merely necessary to shift 
the brushes b and b' into the position indi- 
cated by the dotted lines, while maintaining 
the same conditions in regard to synchronism 
15 as before, so that the succeeding impulses 
will be permitted to pass into the condenser, 
but prevented from returning to the ground 
or transmitting medium during the intervals 
between them, owing to the interruption dur- 
20 ing such intervals of the connections leading 
from the condenser-terminals to the plates. 

Another w T ay of using the apparatus with 
impulses of the same direction is to take off 
one pair of brushes, as b, disconnect the plate 
25 P from brush a and join it directly to the 
terminal T of the condenser, and to connect 
brush a with brush a’. When thus modified, 
the apparatus- appears as shown in Fig. 2 . 
Operated in this manner and assuming the 
30 speed of rotation of cylinder A to be the same, 
the apparatus will now be evidently adapted 
for a number of impulses per unit of time 
twice as great as in the preceding case. In 
all cases it is evidently important to adjust 
35 the duration of contact of segments s and s' 
with brushes b V in the manner indicated. 

When the apparatus I have described is 
used in connection with the transmission of 
signals or intelligence, it will of course be 
40 understood that the transmitter is operated 
in such a way as to produce disturbances or 
effects which are varied or intermitted in 
some arbitrary manner— for example, to pro- 
duce longer and shorter successions of im- 
45 pulses, corresponding to the dashes and dots 
of the Morse alphabet — and the receiving de- 
vice -will respond to and indicate these varia- 
tions or intermittences, since the storage de- 
vice will be charged and discharged a nu mber 
50 of times corresponding to the duration of the 
successions of impulses received. 

Obviously the special appliances used in 
carrying out my invention may be varied in 
many ways without departing from the spirit 
55 of the same. 

It is to be observed that it is the function 
of the cylinder A, with its brushes and con- 
nections, to render the electrical impulses 
coming from the plates P and P' suitable for 
60 charging the condenser (assuming them to be 
unsuitable for this purpose in the form in 
which they are received) by rectifying them 
when they are originally alternating in di- 
rection or by selecting such parts of them as 
65 are suitable when all are not, and any other 
device performing this function will obviously 
answer the purpose. It is also evident that 


a device such as I have already referred td 
which offers a more ready passage to impulses 
of one sign or permits only impulses of the 70 
same sign to pass may also be used to perform 
this selective function in many cases when 
alternating impulses are received. When the 
impulses are long and all of the same direc- 
tion, and even when they are alternating but 75 
sufficiently long in duration and sustained in 
electromotive force, the brushes b and b' may 
be adjusted so as to bear on the parts B B' of 
the cylinder A, or the cylinder and its brushes 
may be omitted and the terminals of the con- 80 
denser connected directly to the plates P 
and P'. 

It will be seen that by the use of my inven- 
tion results hitherto unattainable in utilizing 
disturbances or effects transmitted through 85 
natural media maybe readily attained, since 
however great the distance of such transmis- 
sion and however feeble or attenuated the im- 
pulses received enough energy may be accu- 
mulated from them by storing up the energy 90 
of succeeding impulses for a sufficient inter- 
val of time to render the sudden liberation 
of it highly effective in operating a receiver. 

In this way receivers of a variety of forms 
may be made to respond effectively to im- 95 
pulses too feeble to be detected or to be made 
to produce any sensible effect in any other 
way of which I am aware— a result of great 
value in scientific research as well as in vari- 
ous applications to practical use. 100 

What I claim as my invention, and desire 
to secure by Letters Patent, is— 

1 . In an apparatus for utilizing electrical 
effects or disturbances transmitted through 
the natural media, the combination with a 105 
source of such effects or disturbances of a 
charging-circuit adapted to be energized by 
the action of such effects or disturbances, a 
storage device included in the charging-cir- 
cuit and adapted to be charged thereby, a re- no 
ceiver, and means for causing the receiver to 

be operated by the energy accumulated in the 
storage device at arbitrary intervals of time, 
substantially as described. 

2 . In an apparatus for utilizing electrical 115 
effects or disturbances transmitted through 
the natural media, the combination with a 
source of such effects or disturbances of a 
charging-circuit adapted to be energized by 
the action of such effects or disturbances, a 120 
storage device included in the charging-cir- 
cuit and adapted to be charged thereby, 
means for commutating, directing or select- 
ing the current impulses in the charging-cir- 
cuit, a receiving-circuit, and means for dis- 125 
charging the storage device through the re- 
ceiving-circuit, substantially as described. 

3 . In an apparatus for utilizing electrical 
effects or disturbances transmitted through 
the natural media, the combination with a 130 
source of such effects or disturbances of a 
charging-circuit adapted to be energized by 
the action of such effects or disturbances, a 

I condenser included in the charging-circuit 
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and adapted to be charged thereby, means 
for commutating, directing or selecting the 
current impulses in the charging-circuit, a 
receiving-circuit, and means for discharging 
S the condenser through the receiving-circuit, 
substantially as described. 

4 . In an apparatus for utilizing electrical 
effects or disturbances transmitted through 
the natural media, the combination with a 
ro source of such effects or disturbances of a 
charging-circuit adapted to be energized by 
the action of such effects or disturbances, a 
storage device included in the charging-cir- 
cuit and adapted to be charged thereby, 
15 means for commutating, directing or select- 
ing the current impulses in the charging-cir- 
cuit so as to reader them suitable for charg- 
ing the storage device, a receiving-circuit, 
and means for discharging the storage device 
20 through the receiving-circuit, substantially 
as described. 

o. In an apparatus for utilizing electrical 
effects or disturbances transmitted through 
the natural media, the combination with a 
25 source of such effects or disturbances of a 
charging-circuit adapted to be-energized by 
the action of such effects or disturbances, a 
condenser included in the charging-circuit 
and adapted to be charged thereby, means 
30 for commutating, directing or selecting the 
current impulses in the charging-circuit so as 
to render them suitable for charging the con- 
denser, a receiving-circuit, and means for dis- 
charging the condenser through the receiv- 
35 ing-circuit, substantially as described. 

6. In an apparatus for utilizing electrical 
effects or disturbances transmitted through 
the natural media, the combination with a 
source of such effects or disturbances of a 

40 charging-circuit adapted to be energized by 
the action of such effects or disturbances, a 
storage device included in the charging-cir- 
cuit and adapted to be charged thereby, 
means for commutating, directing or select- 
45 ing the current impulses in the charging-cir- 
cuit so as to render them suitable for charg- 
ing the storage device, a receiving-circuit, 
and means for discharging the storage device 
through the receiving-circuit at arbitrary in- 
50 tervals of time, substantially as described. 

7 . In an apparatus for utilizing electrical 
effects or disturbances transmitted to a dis- 
tant receiving-station, the combination with 
a source of such effects or disturbances of a 

55 circuit distant from the source and adapted 
to have current impulses set up in it by the 
action of the effects or disturbances, a stor- 
age device, means for commutating, directing 
or selecting the impulses and connecting the 
60 circuit with the storage device at succeeding 
intervals of time synchronizing with the im- 
pulses, a receiving-circuit, and means for pe- 
riodically discharging the storage device 
through the receiving-circuit, substantially 
65 as described. 

8. In an apparatus for utilizing electrical 
effects or disturbances transmitted to a dis- 


tant receiving-station, the combination with 
a source of such effects or disturbances of a 
circuit distant from the source and adapted 70 
to have current impulses set up in it by the 
action of the effects or disturbances, a con- 
denser, means for commutating, directing or 
selecting the impulses and connecting the cir- 
cuit with the condenser at succeeding inter- 75 
vals of time synchronizing with the impulses, 
a receiving- circuit, and means for period- 
ically discharging the condenser through the 
receiving-circuit, substantially as described. 

9 . In an apparatus for utilizing electrical 80 
effects or disturbances transmitted through 
the natural media, the combination with a 
source of such effects or disturbances of acir- 
cuit connecting points at a distance from the 
source between which a difference of poten- 85 
tial is created by such effects or disturbances, 

a storage device included in such circuit and 
adapted to be charged with the energy sup- 
plied by the same, a receiving-circuit con- 
nected with the storage device, a receiver in- 90 
eluded in such receiving-circuit, and means 
for closing the receiving-circuit and thereby 
causing the receiver to be operated b5 r the 
energy accumulated in the storage device, 
substantially as described. 95 

10 . In an apparatus for utilizing electrical 
effects or disturbances transmitted through 
the natural media, the combination with a 
source of such effects or disturbances of a cir- 
cuit at a distance from the source which is 100 
energized by such effects or disturbances, a 
storage device adapted to be charged with the 
energy supplied by such circuit, means for 
connecting the storage device with the said 
circuit for periods of time predetermined as 105 

to succession and duration, a receiving-cir- ; 

cuit connected with the storage device, a re- j 

ceiver included in such receiving-circuit, and 
means for closing the receiving-circuit and 
thereby causing the receiver to be operated no 
by the energy accumulated in the storage de- 
vice, substantially as described. , 

11 . In an apparatus for utilizing electrical ; 

effects or disturbances transmitted through 

the natural media, the combination of a cir- 115 
| cuit connecting points at a distance from the 
source between which a difference of potential 
is created by such effects or disturbances, a 
storage device included in such circuit and 
adapted to be charged with the energy sup- 120 
plied by the same, a receiving-circuit, a re- 
ceiver included in such circuit, and means for 
connecting the receiving-circuit with the stor- 
age device for periods of time predetermined ; 

as to succession and duration and thereby 125 > 

causing the receiver to be operated by the en- 1 

ergy accumulated in the storage device, sub- 
stantially as described. 

12 . In an apparatus for utilizing electrical 
effects or disturbances transmitted through 130 
the natural media, the combination of a cir- 
cuit connecting points at a distance from the 
source between which a difference of potential 

is created by such effects or disturbances, a 
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storage device adapted to be charged with the 
energy supplied by 7 such circuit for succeed- 
ing and predetermined periods of time, a re- 
ceiving-circuit, a receiver included in there- 
5 ceiving-circuit, and means for connecting the 
receiving-circuit with the storage device for 
periods of time predetermined as to succes- 
sion and duration and thereby causing the re- 
ceiver to be operated by the energy accurnu- 
io lated in the storage device, substantially as 
described. 

13 . In an apparatus for utilizing electrical 
effects or disturbances transmitted through 
the natural media, the combination of a cir- 

15 emit connecting points at a distance from the 
sou rce, between which a difference of potential 
is created by such effects or disturbances, a 
condenser included in such circuit and adapt- 
ed to be charged bj 7 the current in the same, 
2 d a receiving-circuit connected with the con- 
denser, a receiver included in such receiving- 
circuit, and a device adapted to close the re- 
ceiving-circuit at arbitrary intervals of time 
and thereby cause the receiver to be operated 
23 by the electrical energy accumulated in the 
condenser, substantially as described. 

14 . In an apparatus for utilizing electrical 
effects or disturbances transmitted through 
the natural media, the combination of a charg- 

30 ing-circuit distant from the source and ener- 
gized by the effects or disturbances, a storage 
device included in the charging-circuit, means 
included in the charging-circuit and acting in 
___ synchronism with the impulses therein for 
35" commutating, directing or selecting the im- 
pulses, a receiving- circuit and means for 
periodically 7 discharging the storage device 
through the receiving- circuit, substantially 
as described. 

40 15 . In an apparatus for utilizing electrical 

effects or disturbances transmitted through 
the natural media, the combination of a charg- 
ing-circuit distant from the source and ener- 
gized by the effects or disturbances, a con- 
45 denser included in the charging-circuit, means 
included in the charging-circuit and acting in 
synchronism with the impulses therein for 
commutating, directing or selecting the im- 
pulses, a receiving-circuit and means for pe- 
50 riodically discharging the condenser through 
the receiving - circuit, substantially as de- 
scribed. 

16 . In an apparat us for transmittingsignals 
or intelligence through the natural media from 
55 a sending-station to a distant point, the com- 
bination of ageneratorortransmitteradapted 
to produce arbitrarily varied or intermitted 


electrical disturbances or effects in the natu- 
ral media, a charging-circuit at the distant 
point adapted to receive corresponding elec- 60 
trical impulses or effects from the disturb- 
ances or effects so produced, a storage device 
included in the charging-circuit, means in-' 
eluded in the charging-circuit and acting in 
synchronism with the impulses therein for 65 
commutating, directing or selecting the im- 
pulses so as to render them suitable for charg- 
ing the storage device, a receiving-circuit and 
means for periodically discharging the stor- 
age device through the receiving-circuit, sub- 70 
stantially as described. 

17 . In an apparatus for transmittingsignals 
or intelligence through the natural media from 
asending-station to a distant point, the com- 
bination of a generator or transmitter adapted 75 
to produce arbitrarily varied or intermitted 
electrical disturbances or effects in the natu- 
ral media, a charging-circuit at the distant 
point adapted to receive corresponding elec- 
trical impulses or effects from the disturb- 80 
ances or effects so produced, a condenser in- 
cluded in the charging-circuit, means included 

in the charging-circuit and acting in syn- 
chronism with the impulses therein for com- 
mutating, directing or selecting the impulses 85 
so as to render them suitable for charging 
the condenser, a receiving-circuit and means 
for periodically discharging the .condenser 
through the receiving-circuit, substantially 
as described. 90 

18 . In an apparatusfor transmittingsignals 
or i ntelligence through the natu ral media from 
a sending-station to a distant point, the com- 
bination of a generator or transmitter adapted 

to produce arbitrarily varied or intermitted 95 
electrical disturbances or effects in the natu- 
ral media, a circuit at the distant point adapt- 
ed to receive corresponding electrical im- 
pulses or disturbances from the disturbances 
or effects so transmitted, a storage device in- too 
eluded in such circuit and adapted to be 
charged _ thereby, a receiving - circuit con- 
nected with the storage device, a receiver in- 
cluded in the receiving-circuit and a device 
for closing the receiving-circuit at arbitrary 105 
intervals of time and thereby causing the re- 
ceiver to be operated by the energy accumu- 
lated in the storage device, substantially as 
described. 

NIKOLA TESLA. 
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C. E. Titus, 

Leonard E. Curtis. 
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To all whom it may concern: a circuit, preferably one inclosing a very 

Beitknown thatl, Nikola Tesla, a citizen large area, inducing thereby in a similar cir- 
of the United States, residing at New York cuit situated at a distance another current 
city, in the county and State of New York, and affecting by the same in any convenient 55 
5 have invented a new and useful Improvement way a receiving device. Still another way, 
in Apparatus.for Utilizing Effects Transmit- which has also been known for many years, 
ted from a Distance to a Receiving Device is to pass in any suitable manner a current 
Through the Natural Media, of which the fol- through a portion of the ground, as by con- 
lowing is a specification, reference being had necting to two points of the same, preferably 60 
10 to the accompanying drawings, which form a at a considerable distance from each other, 
part of the same. the two terminals of a generator and to en- 

The subject of my present invention is an ergizeby apartof thecurrentdiffused'through 
improvement in the art of utilizing effects the earth a distant circuit, which is similarly 
transmitted from a distance to a receiving de- arranged and grounded at two points widely 65 
15 vice through the natural media; and it con- apart and which is made to act upon asensi- 
sists in the novel apparatus hereinafter de- tive receiver. These various methods have 
scribed. . . their limitations, one especially, which is 

This application is a division of one filed common to all, being that the receiving cir- 
by me August 1 , 1899 , Serial No. 725 , 749 , and cuit or instrument must be maintained in a 70 
20 based, upon and claiming the method herein definite position with respect to the trans- 
described and which may, be practiced by the mitting apparatus, which often imposes great 
use of the apparatus forming the subject of disadvantages upon the use of the apparatus, 
this application. Inseveralapplicationsfiledbymeandpat- 

My invention is particularly useful in eon- ents granted to me I have disclosed other 75 
25 nection with methods and apparatus for op- methods of accomplishing results of this na- 
erating distant receiving devices by means ture, which may be briefly described as fol- 
of electrical disturbances produced by proper lows: In one system the potential of a point 
transmitters and conveyed to such receiving or region of the earth is varied by imparting 
devices through the natural media; butitob- to it intermittent or alternating electrifica- 8c 
30 viously has a wider range of applicability tions through one of the terminals of a suit- 
and may be employed, for example, in the in- able source of electrical disturbances, which, 
vestigation or utilization of terrestrial, solar, to heighten the effect, has its other terminal 
or other disturbances produced by natural connected to an insulated body, preferably 
causes. of large surface and at an elevation. The 85 

35 Several ways or methods of transmitting electrifications communicated to the earth 
electrical disturbances through the natural spread in all directions through the same, 
media and utilizing them to operate distant reaching a distant circuit, which generally 
receivers are now known and have been ap- has its terminals arranged and connected 
plied with more or less success for accom- similarly to those of the transmitting source 90 
40 plishing a variety of useful results. One of and operates upon a highly-sensitive receiver, 
these ways consists in producing by a suit- Another method is based upon the fact that 
able apparatus rays or radiations — that is, the atmospheric air, which behaves as an ex- 
disturbances ■ — which are propagated in cellent insulator to currents generated by or- 
straight lines through space, directing them dinary apparatus, becomes a conductor under 95 . 
45 upon a receiving or recording apparatus at a the influence of currents or impulses of enor- 
distance, and thereby bringing the latter into mously high electromotive force, which I have 
action. This method is the oldest and best devised means for generating. By such 
known and has been brought particularly into means air strata, which are easily accessible, 
prominence in recent years through the in- are rendered available for the production of 100 
50 vestigations of Heinrich Hertz. Another many desired effects at distances however 
method consists in passing a currenttlirough great. This method, furthermore, allows ad- 
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vantage to be taken of many of those im- 
provements which are practicable in the or- 
dinary systems of transmission involving the 
use of a metallic conductor. 

5 Obviously whatever method be employed 
it is desirable that the disturbances produced 
by the transmitting apparatus should be as 
powerful as possible, and by the use of cer- 
tain forms of high - frequency apparatus, 
io which I have devised and which are now well 
known, important practical advantages are 
in this respect secured. Furthermore, since 
in most cases the amount of energy conveyed 
to the distant circuit is but a minute fraction 
15 of the total energy emanating from thesource 
it is necessary for the attainment of the best 
results that whatever the character of the re- 
ceiver and the nature of the disturbances as 
much as possible of the energy conveyed 
20 should be made available for the operation 
of the receiver, and with this object in view 
I have heretofore, among other means, em- 
ployed a receiving-circuit of high self-induc- 
tion and very small resistance and of a period 
25 such as to vibrate in synchronism with the dis- 
turbances, whereby a number of separate im- 
pulses from the source were made to cooperate, 
thus magnifying the effect exerted upon and 
insuring the action of the receiving device. 
30 By these means decided advantages have been 
secured in many instances; but very often the 
improvement is either not applicable at all, 
or, if so, the gain is very slight. Evidently 
when the source is one producing a continu- 
35 ous pressure or delivering impulses of long 
duration it is impracticable to magnify the 
effects in this manner, and when, on the other 
hand, it is one furnishing short impulses of 
extreme rapidity of succession the advantage 
40 obtained in this way is insignificant, owing to 
the radiation and the unavoidable frictional 
waste in the receiving-circuit. These losses 
reduce greatly both the intensity and the 
number of the cooperative impulses, and 
45 since the initial intensity of each of these 
is necessarily limited only an insignificant 
amount of energy is thus made available for 
a single operation of the receiver. As this 
amount is consequently dependent on the 
50 energy conveyed to the receiver by one single 
impulse, it is evidently necessary to employ 
either a very large and costly, and therefore 
objectionable, transmitter, or else to resort to 
the equally objectionable use of a receiving 
55 device too delicate and too easily deranged. 
Furthermore, the enei’gy obtained through 
the cooperation of the impulses is in the form 
of extremely rapid vibrations and because of 
this unsuitable for the operation of ordinary 
60 receivers, the more so as this form of energy 
imposes narrow restrictions in regard to the 
mode and time of its application to such de- 
vices. To overcome these and other limita- 
tions and disadvantages that have heretofore 
65 existed in such systems of transmission of sig- 
nals or intelligence and to render possible 
an investigation of impulses or disturbances 


propagated through the natural media from 
any kind of source and their practical utili- 
zation for any purpose to which they are ap- 70 
plicable, I have devised a novel method, which 
I have described in a pending application, 
filed June 24 , 1899 , Serial No. 721 , 790 , and 
which, broadly stated, consists in effecting 
during any desired time interval a storage of 75 
energy derived from such impulses and util- 
izing the potential energy so obtained for op- 
erating a receiving device. 

My present invention is intended for the 
same general purposes, and it comprises an- 80 
other apparatus by means of which similar 
results may be obtained. 

The chief feature which distinguishes the 
method of my present from that of my former 
invention, just referred to, is that the energy 85 
stored is not, as in the former instance, ob- 
tained from the energy of the disturbances 
or effects transmitted from a distance, but 
from an independent source. 

Expressed generally, the present method 90 
consists in charging a storage device with en- 
ergy from an independent source, controlling 
the charging of said device by the action of the 
effects or disturbances transmitted through 
the natural media, and coincidently using 95 
the stored energy for operating a receiving 
device. 

A great variety of disturbances, produced 
either by suitably-constructed transmitters 
or by natural causes, are at present known 100 
to be propagated through the natural media, 
and there are also a variety of means or de- 
vices enabling energy to be stored, and in 
view of this I wish to say that i consider the 
utilization of any such disturbances and the 105 
employment of any of these means as within 
the scope of my present invention so long as 
the use of the general method hereinbefore 
stated is involved. 

The best way of carrying out my invention no 
which I at present know is to store electrical 
energy obtained from a suitable electrical 
generator in a condenser and to control the 
storage or the application of this energy by 
means of a sensitive device acted upon by 115 
the effects or disturbances, and thereby cause 
the operation of the receiver. 

In the practical application of this method 
I usually proceed as follows: At any point 
where I desire to investigate or to utilize for 120 
any purpose effects or disturbances propa- 
gated through the natural media from any 
kind of source I provide a suitable generator 
of electricity — as, for example, a battery and 
a condenser — which I connect to the poles of 125 
the generator in series with a sensitive de- 
vice capable of being modified in its elec- 
trical resistance or other property by the ac- 
tion of the disturbances emitted from the 
source. To the terminals of the condenser I 130 
connect the receiver which is to be operated 
in series with another device of suitable con- 
struction, which performs the function of pe- 
, riodically discharging the condenser through 
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the receiver at and during such intervals of 
time as may be best suitable for the purpose 
con templated. This latter device may ro erely 
consist of two stationary electrodes separated 
5 by a feeble dielectric layer of minute thick- 
ness, but sufficient to greatly reduce or prac- 
tically interrupt the current in the circuit 
under normal conditions, or it may comprise 
terminals one or more of which are movable 
io and actuated by any suitable force and are 
adapted to be brought into and out of con- 
tact with each other in any convenient man- 
ner. The sensitive device maybe any of the 
many devices of this kind which are known 
IS to be affected by the disturbances, impulses, 
or effects propagated through the media, and 
it maybe of such a character that normally — 
that is, when not acted upon — it entirely pre- 
vents the passage of electricity from the gen- 
20 erator to the condenser, or it may be such 
that it allows a gradual leaking through of 
the current and a charging of the condenser 
at a slow rate. In any case it will be seen 
that if the disturbances, of whatever nature 
25 they may be, cause an appreciable diminu- 
tion in the electrical resistance of the sensi- 
tive device the current from the battery will 
pass more readily into the condenser, which 
will be charged at a more rapid rate, and con- 
30 sequently each of its discharges through the 
receiver, periodically effected by the special 
device before referred to which performs this 
function, will be stronger than normally — 
that is, when the sensitive device is not acted 
35 upon by the disturbances. Evidently then 
if the receiver be so adjusted that it does not 
respond to the comparatively feeble normal 
discharges of the condenser, if they should 
occur, but only to those stronger ones Avhich 
40 take place upon the diminution of the re- 
sistance of the sensitive device it will be op- 
erated only when this device is acted upon 
by the disturbances, thus making it possible 
to investigate and to utilize the latter for any 
45 desired purpose. 

Thegeneral principle underlying my inven- 
tion and the operation of the various devices 
used will be clearly understood by reference 
to the accompanying drawings, in which — 

50 Figure 1 is a diagram illustrating a typical 
arrangement of apparatus which may be used 
in carrying my method into practice, and 
Figs. 2, 3 , 4 , and 5 similar diagrams of modi- 
fied arrangements of apparatus for the same 
55 purpose. 

In Fig. 1 , C is a condenser, to the terminals 
T and T' of which is connected a charging- 
circuit, including a battery B, a sensitive de- 
vice a, and a resistance r, all connected in se- 
60 ries, as illustrated. The battery should be 
preferably of very constant electromotive 
force and of an intensity carefully deter- 
mined to secure the best results. The resist-' 
ance r, which may be a frictional or an in- 
65 ductive one, is not absolutely necessary; but 
it is of advantage to use it in order to facili- 
tate adjustment, and for this purpose it may 


be made variable in any convenient and pref- 
erably continuous manner. Assuming that 
the disturbances which are to be investigated 70 
or utilized for some practical end are rays 
identical with or resembling those of ordinary 
light, the sensitive device a may be a sele- 
nium cell properly prepared, so as to be highly 
susceptible to the influence of the rays, the 75 
action of which should be intensified by the 
use of a reflector A. (Shown in the draw- 
ings.) It is well known that when cells of 
this kind are exposed to such rays of greatly- 
varying intensity they undergo correspond- 80 
ing modifications of their electrical resistance ; 
but in the ways they have been heretofore 
used they have been of very limited utility. 

In addition to the circuit including the sensi- 
tive device or cell a another circuit is pro- 85 
vided, which is likewise connected to the ter- 
minals T T' of the condenser. This circuit, 
which may be called the “receiving-circuit,” 
includes the receiver It and in series with it 
a device cl, before referred to, which performs 90 
the duty of periodically discharging the con- 
denser through the receiver. It will be noted 
that, as shown in Fig. 1 , the receiving-circuit 
is in permanent connection with the battery 
and condenser-terminal T, and it should be 95 
stated that it is sometimes desirable to en- 
tirely insulate the receiving -circuit at all 
times, except the moments when the device 
d operates to discharge the condenser, thus 
preventing any disturbing influence which 100 
might otherwise be caused in this circuit by 
the battery or the condenser during the pe- 
riod when the receiver should not be acted 
upon. In such a case two devices, as d, may 
be used, one in each connection from the con- 105 
denser to the receiving-circuit, or else one sin- 
gle device of this kind, but of a suitably-modi- 
fied construction, so that it will make and 
break simultaneously and at proper intervals 
of time both of the connections of this circuit no 
with the condenser T and T'. 

From the foregoing the operation of the ap- 
paratus, as illustrated in Fig. 1 , will be at 
once understood. Normally— that is, when 
it is not influenced by the rays at all or very 115 
slightly — the cell a, being of a comparatively 
high resistance, permits only a relatively fee- 
ble current to pass from the battery into the 
condenser, and hence the latter is charged 
at too slow a rate to accumulate dnring the 120 
time interval between two succeeding opera- 
tions of the device d sufficient energy to op- 
erate the receiver or, generally speaking, to 
produce the required change in the receiving- 
circuit. This condition is readily secured by 125 
a proper selection and adjustment of the vari- 
ous devices described, so that the receiver 
will remain unresponsive to the feeble dis- 
charges of the condenser which may take 
place when the cell a is acted upon but slightly 130 
or not at all by the rays or disturbances; but 
if now new rays are permitted to fall upon 
the cell or if the intensity of those already 
acting upon it be increased by any cause then ' - 
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its resistance will be diminished and the con- 
denser will be charged by the battery at a 
more rapid rate, enabling sufficient potential 
energy to be stored in the condenser during 
5 the period of inaction of the device d to op- 
erate the receiver or to bring about any de- 
sired change in the receiving-circuit when 
the device d acts. If the rays acting upon 
the cell or sensitive device a are varied or in- 
xo termitted in any arbitrary manner, as when 
transmitting intelligence in the usual way 
from a distant station by means of short and 
long signals, the apparatus may readily be 
made to record or to enable an operator to 
IS read the message, since the receiver — suppos- 
ing it to be an ordinary magnetic relay, for 
example — will be operated by each signal from 
the sending-station a certain number of times, 
having some relation to the duration of each 
20 signal. It will be readily seen, however, that 
if the rays are varied in any other way, as 
by impressing upon them changes in intensity, 
the succeeding condenser discharges will un- 
dergo corresponding changes in intensity, 
25 which may be indicated or recorded by a suit- 
able receiver and distinguished irrespectively 
of duration. 

With reference to Fig. 1 it may be useful 
to state that the electrical connections of 
30 the various devices illustrated may be made 
in many different ways. For instance, the 
sensitive device instead of being in -series, 
as shown, may be in a shunt to the condenser, 
this modification being illustrated in', Fig. 3 , 
35 in which the devices already described are 
indicated by similar letters to correspond with 
those of Fig. 1 . In this case it will be ob- 
served that the condenser, which is being 
charged from the battery B through the re- 
40 sistance r, preferably inductive and properly 
related to the capacity of the condenser, will 
store less energy when the sensitive device 
a is energized by the rays, and its resistance 
thereby diminished. The adjustment of the 
45 various instruments may then be such that 
the receiver will be operated only when the 
rays are diminished in intensity or interrupt- 
ed and entirely prevented from falling upon 
the sensitive cell, or the sensitive device may 
50 be'placed,as shown in Fig. 4 , in a shunt to the 
resistance r or inserted in any suitable way 
in the circuit containing the receiver — for 
example, as illustrated in Fig. 5 — in both of 
which figures the various devices are lettered 
55 to correspond with those in Fig. 1 , so that the 
figures become self-explanatory. Again, the 
several instruments may be connected in the 
manner of a Wheatstone bridge, as will be 
hereinafter explained with reference to Fig. 
60 2, or otherwise connected or related; but in 
each case the sensitive device will have the 
same duty to perform — that is, to control the 
energy stored and utilized in some suitable 
way for causing the operation of the receiver 
65 in correspondence with the intermittances or 
variations of the effects or disturbances — and 
in each instance by a judicious selection of 


the devices and careful adjustment the ad- 
vantages of my method may be more or less 
completely secured. I find it preferable, 70 
however, to follow the plan which I have illus- 
trated and described. 

It will be observed that the condenser is an 
important element in the combination. I 
have shown that by reason of its unique prop- 75 
erties it greatly adds to the efficacy of this 
method. It allows the energy accumulated 
in it to be discharged instantaneously, and 
therefore in a highly effective manner. It 
magnifies in a large degree the current sup- 80 
plied from the battery, and owing to these 
features it permits energy to be stored and 
discharged at practically any rate desired, 
and thereby makes it possible to obtain in the 
receiving-circuit very great changes of the 85 
current strength by impressing upon the bat- 
tery-current very small variations. Other 
means of storage possessing these character- 
istics to a useful degree may be employed 
without departing from the broad spirit of 90 
my invention; but I prefer to use. a condenser, 
since in these respects it excels any other 
storage device of which I have knowledge. 

In Fig.- 2 a modified arrangement of appa- 
ratus is illustrated which is particularly 95 
adapted for the investigation and utilization 
of very feeble impulses or disturbances, such 
as may be used in conveying signals or pro- 
ducing other desired effects at very great dis- 
tances. In this case the energy stored in the 100 
condenser is passed through the primary of 
a transformer, the secondary circuit of which 
contains the receiver, and in order to render 
the apparatus still more suitable for use in 
detecting feeble impulses, in addition to the 105 
sensitive device which is acted upon by the 
impulses, another such device is included in 
the secondary circuit of the transformer. 

The scheme of connections is in the main that 
of a Wheatstone bridge, the four branches of 1 10 
which are formed by the sensitive device a 
and resistances L, I/, and L", all of which 
should be preferably inductive and also ad- 
justable in a continuous manner, or at least 
by very small steps. The condenser C', which 115 
is generally made of considerable capacity, is 
connected to two opposite points of the bridge, 
while a battery B, in series with a continuous- 
ly-adjustable non-inductive resistance r', is 
connected to the other pair of opposite points, 120 
as usual. The four resistances included in 
the branches of the bridge — namely, a, L, L', 
and L" — are of a suitable size and so propor- 
tioned that under normal conditions : — that is, 
when the device a is not influenced at all or 125 
only slightly by the distui'bances — there will 
be no difference of potential, or, in any case, 
the minimum of the same at the terminals T 
and T' of the condenser. It is assumed in 
the present instance that the disturbances to 130 
be investigated or utilized are such as will 
produce a difference of electric potential, how- 
ever small, between two points or regions in 
i the natural media, as the earth, the water, 
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or the air, and in order to apply this potential 
difference effectively to the sensitive device a 
the terminals of the same are connected to 
two plates P and P', which should be of as 
5 large a surface as practicable and so located 
in the media that the largest possible differ- 
ence of potential will be produced by the dis- 
turbances between the terminals of the sen- 
sitive device. This device is in the present 
io case one of familiar construction, consisting 
of an insulating-tube, which is indicated by 
the heavy lines in the drawings and which 
has its ends closed tightly by two conducting- 
plugs with reduced extensions, upon which 
IS bear two brushes bb, through which the cur- 
rents are conveyed to the device. The tubu- 
lar space between the plugs is partially filled 
with a conducting sensitive powder, as indi- 
cated, the proper amount of the same and the 
20 size of its grains being determined and ad- 
j usted beforehand by experiment. This tube 
I rotate by clockwork or other means at a 
uniform and suitable rate of speed, and un- 
der these conditions I find that this device 
25 behaves toward disturbances of the kind be- 
fore assumed in a manner similar to that of 
a stationary cell of celenium toward rays of 
light. Its electrical resistance is diminished 
when it is acted upon by the disturbances 
30 and is automatically restored upon the cessa- 
tion of their influence. It is of advantage to 
employ round grains of powder in the tube, 
and in any event it is important that they 
should be of as uniform size and shape as pos- 
35 sible and that provision should be made for 
maintaining an unchanging and very dry at- 
mosphere in the tnbe. To the terminals T 
and T' of the condenser 0 ' is connected a coil 
p, usually consisting of a few turns of a con- 
40 ductor of very small resistance, - which is the 
primary of the transformer before referred 
to, in series with a device d, which effects the 
discharge of the condenser through the coil 
p at predetermined intervals of time. In the 
45 present case this device consists of a cylinder 
made partly of conducting and partly of in- 
sulating material e and e', respectively, which 
is rotated at the desired rate of speed by 
any suitable means. The conducting part e 
50 is in good electrical connection with shaft S 
and is provided with tapering segments, as /, 
upon which slides a "brush 1 c, which should 
preferably be capable of longitudinal adjust- 
ment along the cylinder. Another brush b’, 
55 which is connected to the condenser-termi- 
nal T', being arranged to bear upon the shaft 
S, it will be seen that whenever the brush h 
comes in contact with a conducting-segment e 
the circuit including the primary p will be 
60 completed and the condenser, if energized, 
discharged through the same. By an adjust- 
ment of the speed Of rotation of the cylinder 
and a displacement of the brush h along the 
axis of the same the circuit may be made to 
65 open and close in as rapid succession and re- 
main open or closed during such intervals of 
time as maybe desired. In inductive relation 


to the primary p is a secondary coils, usually 
of much thinner wire and of many more turns 
than the former, to which are connected in a 
series a receiver R, illustrated as an ordinary 
magnetic relay, a continuously -adjustable 
non-inductive resistance r", a battery B' of a 
properly-determined and very constant elec- 
tromotive force, and finally a sensitive device 
a! of the same or similar construction as a, 
which is likewise rotated at a uniform speed 
and which, with its brushes b' b", closes the 
secondary circuit. The electromotive force 
of the battery B' is so graduated by means of 
the adjustable resistance r" that the dielec- 
tric layers in the sensitive device a' are 
strained very nearly to the point of breaking 
down and give way upon a slight increase of 
the electrical pressure on the terminals of the 
device. It will of course be understood that 
the resistance r" is used mainly because of 
convenience and that it may be dispensed 
with, in which case the adjustment may be 
effected in many other ways, as by deter- 
mining the proper amount or coarseness of 
the sensitive powder or by varying the dis- 
tance apart of the metallic plugs in the ends 
of the tube. The same may be said of the re- 
sistance r', which is in series with the bat- 
tery B and serves to graduate the force of the 
latter, so that the dielectric layers of the sen- 
sitive device a are -subjected to a similar 
strain and maintained in a state of delicate 
poise. 

The various instruments being connected 
and adjusted in the manner described, it will 
now be readily seen from the foregoing that 
under normal conditions, the device a being 
unaffected by the disturbances, or practically 
so, and there- being no or only a very insig- 
nificant amount of energy stored in the con- 
denser, the periodical closure of the primary 
circuit of the transformer through the opera- 
tion of the device d will have no appreciable 
effect upon the primary coil p, and hence no 
currents will be generated in the secondary 
coil s, at least not such as would disturb the 
state of delicate balance existing in the sec- 
ondary circuit including the receiver, and 
therefore the latter will not be actuated by 
the battery B'; but when, owing to the dis- 
turbances or impulses propagated through 
the media from a distant source, an addi- 
tional electromotive force, however small, is 
created between the terminals of the device a 
the dielectric layers in the same, unable to 
support the increased strain, give way and 
allow the current of the battery B to pass 
through, thus causing a difference of po- 
tential at the terminals T and T' of the con- 
denser. A sufficient amount of energy being 
now stored in this instrument during the 
time interval between each two succeeding op- 
erations of the device d, each closure of the 
primary circuit by the latter results in the 
passage of a sudden current impulse through 
the coilp, which induces a corresponding cur- 
rent of relatively high electromotive force in 
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the secondary coil s. Owing to this the di- 
electric in the device a' gives way, and the 
current of the battery B' being allowed to 
pass the receiver R is operated, but only for 
5 a moment, since by 7 the rotation of the de- 
vices a, a', and d, which may be all driven 
from the same shaft, the original conditions 
are restored, assuming, of course, that the 
electromotive force set up by the disturbances 
io at the terminals of the sensitive device a is 
only momentary or of a duration not longer 
than the time of closure of the primary cir- 
cuit; otherwise the receiver will be actuated 
a number of times and so long as the in- 
15 fluence of the disturbances upon the device a 
continues. In order to render the discharged 
energy of the condenser more effective in 
causing the operation of the receiver, the re- 
sistance of the primary circuit should be very 
20 small and the secondary coil s should have-a 
number of turns many times greater than 
that of the primary coil p. It will be noted 
that since the condenser under the above as- 
sumptions is always charged in the same di- 
25 rection the strongest current impulse in the 
secondary coil, which is induced at the mo- 
ment when the brush h comes in contact 
with segment e, is also of unchanging-direc- 
tion, and for the attainment of the best re- 
30 suits it is necessary to connect the secondary 
coil so that the electromotive force of this im- 
pulse will be added to that of the battery and 
will momentarily strengthen the same. How- 
ever, under certain conditions, which are well 
35 understood by those skilled in the art, the 
devices will operate whichever way the sec- 
ondary be connected. It is preferable to make 
the inductive resistances L and L' relatively 
large, as they are in a shunt to the device a 
40 and might, if made too small, impair its sen- 
sitiveness. On the other hand, the resistance 
L" should not be too large and should be re- 
lated to the capacity of the condenser and the 
number of makes and breaks effected by the 
45 device cl in well-known ways. Similar con- 
siderations apply, of course, to the circuits in- 
cluding the primary p and secondary s, re- 
spectively 7 . 

By carefully 7 observing well-known rules of 
50 scientific design and adjustment of the in- 
struments the apparatus may be made ex- 
tremely sensitive and capable of responding 
to the feeblest influences, thus makingit pos- 
sible to utilize impulses or disturbances trans- 
55 mitted from very great distances and too 
feeble to be detected or utilized in any of the 
ways heretofore known, and on this account 
the method here described lends itself to many 
scientific and practical uses of great value. 

60 Obviously tire character of the devices and 
the manner in which they are connected or 
related may be greatly 7 varied without depart- 
ing from the spirit of my invention. 

What I claim as new, and desire to secure 
65 by Letters Patent, is — 

_ 1 . In an apparatus for utilizing effects or 
disturbances transmitted through the natural i 


media from a distant source, the combination 
of an electrical storage device, a charging- 
circuit connected therewith and including a 70 
device sensitive to the action of the effects or 
disturbances and determining under their 
control the flow of current in the charging- 
circuit, a receiving-circuit including a re- 
ceiver, and means for periodically discharg- 75 
ingthe storage device through the receiving- 
circuit, substantially as described. 

2 . In an apparatus for utilizing effects or 
disturbances transmitted through the natural 
media from a distant source, the combination 80 
of a condenser, a charging-circuit connected 
therewith and including a source of electric- 
ity and a device-sensitive to the action of the 
effects or disturbances and determining un- 
der their control the flow of current in the 85 
charging-circuit, a receiving-circuit includ- 
ing a receiver, and means for periodically 
discharging the condenser through the re- 
ceiving-circuit, substantially as described. 

3 . In an apparatus for utilizing effects or 90 
disturbances transmitted through the natural 
media from a distant source, the combination 

of a circuit including a source of electricity 7 , 
a storage device adapted to be charged there- 
by- and a device normally of yery high re- 95 
sistance but adapted to have its resistance re- 
duced when acted upon by the effects or dis- 
turbances, with a receiving-circuit connected 
with the storage device and including a re- 
ceiver and a device adapted to open and close 100 
the receiving-circuit at predetermined inter- 
vals of time, substantially 7 as described. 

4 . In an apparatus for utilizing effects or 
disturbances transmitted through the natural 
media from a distant source, the combination 105 
of a circuit including a source of electricity 7 , 

a -condenser and a device normally of very 
high resistance but adapted to have its re- 
sistance reduced when acted upon by the ef- 
fects or disturbances, with a receiving-circuit no 
connected with the condenser and including 
a receiver and a device adapted to open and 
close the receiving-circuit at predetermined 
intervals of time, substantially as described. 

5 . In an apparatus for utilizing effects or 115 
disturbances transmitted from a distant 
source, the combination of a circuit including 

a source of electricity 7 , a storage device adapt- 
ed to be charged thereby and a device, nor- 
mally of very high resistance but adapted to 120 
have its resistance reduced when acted upon 
by the effects or disturbances, with a receiv- 
ing-circuit connected with the storage device 
and including the primary of a transformer 
and a device adapted to open and close such 125 
second circuit at predetermined intervals of 
time, and a receiver included in the second- 
ary of the transformer, substantially as de- 
scribed. 

6. In an apparatus for utilizing effects or 130 
disturbances transmitted from a distant 
source, the combination of an electrical stor- 
age device, a charging-circuit connected there- 
with and including a device sensitive to the 
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action of the effects or disturbances and de- 
termining under their control the flow of the 
current in the charging-circuit, and a receiv- 
ing-circuit supplied with energy from the 
5 storage device and including a receiver and a 
device sensitive to electrical variations in the 
receiving-circuit, substantially as described. 

7 . In an apparatus for utilizing effects or 
disturbances transmitted through the natural 
i o media from a distant source, the combination 
of a condenser, a charging-circuit connected 
therewith and including a device sensitive to 
the action of the effects or disturbances and 
determining under their control the flow of 
1,5 the current in the charging-circuit, and a re- 
ceiving-circuit supplied with energy from the 
condenser and including a receiver and a de- 
vice sensitive to electrical variations in the 
receiving-circuit, substantially as described. 
20 8. In an apparatus for utilizing effects or 

disturbances transmitted through the natural 
media from a distant source, the combination 
of a circuit, an independent local source of 
electricity included therein, a storage device 
25 connected with the said circuit and adapted 
to receive energy from the said source, a de- 
vice normally of very high resistance, but 
adapted to have its resistance reduced when- 
acted upon by the effects or disturbances, a 
30 receiving-circuit connected with the storage 
device, a transformer, the primary of which 
is included in said receiving-circuit, a device 
adapted to open and close the receiving-cir- 
cuit at predetermined intervals of time, a re- 
35 eeiver, and a device, normally of very high re- 
sistance, but adapted to have its resistance 
reduced when acted upon by the effects or dis- 
turbances, and included in the secondary cir- 
cuit of the transformer, as set forth. 

40 9 . In an apparatus for utilizing effects or 

disturbances transmitted from a distant 
source, the combination with a storage device 
and an independent source of energy for 
charging the same, of a receiving-circuit con- 
45 nected with the storage device, a device sen- 
sitive to the effects or disturbances and de- 
termining under their control the flow of cur- 
rent in the receiving-circuit, substantially as 
set forth. 

50 10 . In an apparatus for utilizing effects or 


disturbances transmitted through the natural 
media from a distant source, the combination 
-with a storage device and an independent 
source of energy for charging the same, of a 
receiving-circuit connected with the storage 55 
device, a device sensitive to the effects or 
disturbances and adapted to have its resist- 
ance varied by the action thereon of such 
effects or disturbances and determining un- 
der their control the flow of current in the 60 
receiving-circuit, substantially as set forth. 

. 11 . In an apparatus for utilizing effects or 
disturbances transmitted from a distant 
source, the combination of a storage device, 
a battery or similar independent source of 65 
energy for charging the same, a sensitive de- 
vice adapted to have its resistance varied un- 
der the influence of the effects or disturb- 
ances, a receiver adapted to be operated by 
the discharge of the storage device, the sen- 70 
sitive device being in one branch of a Wheat- 
stone bridge, the storage device in one of the 
cross connections between two opposite points 
of the bridge, and the battery in the other 
cross connection, and resistances L, L' and 75 
L" in the three remaining branches of the 
bridge, as set forth. 

12 : In an apparatus for utilizing effects or 
disturbances transmitted through the natural 
media from a distant source, the combination 80 
of a storage device, a battery or like inde- 
pendent source of energy for charging the 
same, a sensitive device adapted to have its 
resistance varied under the influence of the 
effects or disturbances, a circuit connected 85 
with the terminals of the storage device, a 
transformer having its primary in said circuit 
and a receiver in the secondary circuit of the 
transformer, the sensitive device being in one 
branch of a Wheatstone bridge, the storage 90 
device in one of . the cross connections be- 
tween opposite points of the bridge and the 
battery in the other cross connection, and re- 
sistances L, L' and L" in the- three remaining 
branches of the bridge, as set forth. 

NIKOLA TESLA. 

Witnesses: 

E. A. SUNDERLIN, 

D. D. Lord. 
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To all whom it may concern: 

Beit known that I, Nikola Tesla, a citizen 
of the United States, residing at the borough 
of Manhattan, in the city, county, and State 
5 of New York, have invented certain new and 
useful Improvements in Apparatus for the 
Utilization of Radiant Energy, of which the 
following is a specification, reference being 
had to the drawings accompanying and form- 
io ing a part of the same. 

It is well known that certain radiations — 
such as those of ultra-violet light, cathodic, 
Roentgen rays, or the like— possess the prop- 
erty of charging and discharging conductors 
iS of electricity, the discharge being particu- 
larly noticeable when the conductor upon 
which the rays impinge is negatively electri- 
fied. These radiations are generally con- 
sidered to be ether vibrations of extremely 
zo small wave lengths, and in explanation of the 
phenomena noted it has been assumed by 
some authorities that they ionize or render 
conducting the atmosphere through which 
they are propagated. My own experiments 
25 and observations, however, lead me to con- 
clusions more in accord with the theory here- 
tofore advanced by me that sources of such 
radiant energy throw off with great velocity 
minute particles of matter which are strongly 
30 electrified, and therefore capable of charging 
an electrical conductor, or, even if not so, 
may at any rate discharge an electrified con- 
ductor either by carrying off bodily its charge 
or otherwise. 

35 My present application is based upon a dis- 
covery which I have made that when rays or 
radiations of the above kind are permitted to 
fall upon an insulated conducting-body con- 
nected to one of the terminals of a condenser 
40 while the other terminal of the same is made 
by independent means to receive or to carry 
awaj 7 electricity a current flows into the con- 
denser so long as the insulated body is ex- 
posed to the rays, and under the conditions 
45 hereinafter -specified an indefinite accumu- 
lation of electrical energy in the condenser 
takes place. This energy after a suitable 
time interval, during which, the rays are al- 
lowed to act, may manifest itself in a pow- 
50 erful discharge, which may be utilized for the 


operation or control of mechanical or elec- 
trical devices or rendered useful in many 
other ways. 

In applying my discovery I provide a con- 
denser, preferably of considerable electro- 55 
static capacity, and connect one of its termi- 
nals to an insulated metal plate or other con- 
ducting-body exposed to the rays or streams 
of radiant matter. It is very important, par- 
ticularly in view of the fact that electrical 60 
energy is generally supplied at a very slow 
rate to the condenser, to construct the same 
with the greatest care. I use, by preference, 
the best quality of mica as dielectric, _ taking 
every possible precaution in insulating the 65 
armatures, so that the instrument may with- 
stand great electrical pressures without leak- 
ing and may leave no perceptible electrifi- 
cation when discharging instantaneously. In 
practice I have found that the best results 70 
are obtained with condensers treated in the 
manner described in a patent granted to me 
February 23 , 1897 , No. 577 , 671 . Obviously the 
above precautions should be the more rigor- 
ously observed the slower the rate of charg- 75 
ing and the smaller the time interval during 
which the energy is allowed to accumulate in 
the condenser. The insulated plate or con- 
ducting-body should present as large a sur- 
face as" practicable to the rays or streams of 80 
matter, I having ascertained that the amount 
of energy conveyed to it per unit of time is 
under otherwise identical conditions propor- 
tionate to the area exposed, or nearly so. 
Furthermore, the surface should be clean and 85 
preferably highly polished or amalgamated. 

The second terminal or armature of the con- 
denser may be connected to one of the poles 
of a battery or other source of electricity or 
to any conducting body or object whatever of 90 
such properties or so conditioned that by its 
means electricity of the required sign w r ill be 
supplied to the terminal. A simple way of 
supplying positive or negative electricity to 
the terminal is to connect the same either to 95 
an insulated conductor supported at some 
height in the atmosphere or to a grounded con- 
ductor, the former, as is well known, furnish- 
ing positive and the latter negative electric- 
ity. As the rays or supposed streams of mat- ioi 
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fer generally convey a positive charge to the 
first condenser-terminal, which is connected 
to the plate or conductor above mentioned, I 
usually connect the second terminal of the 
5 condenser to the ground, this being the most 
convenient way of obtaining negative elec- 
tricitj’’, dispensing with the necessity of pro- 
viding an artificial Source. In order to util- 
ize for any useful purpose the energy accu- 
io mulated in the condenser, I furthermore con- 
nect to the terminals of the same a 'circuit in- 
cluding an instrument or apparatus which it 
is desired to operate and another instrument 
or device for alternately closing and opening 
15 the circuit. This latter may be any form of 
circuit-controller, with fixed or movable parts 
or electrodes, which. may be actuated either 
by the stored energy or by independent means, 

My discovery will be more fully understood 
20 from the following description and annexed 
drawings, to which refereneeisnow made, and 
in which — 

Figure 1 is a diagram showing the general 
arrangement of apparatus as .usually em- 
2 5 ployed. Fig. 2 is a similar diagram illustrat- 
ing more in detail typical forms of the devices 
or elements used in practice, and Figs. 3 and 
4 are diagrammatical representations of modi- 
fied arrangements suitable for special pur- 
30 poses. 

As illustrative of the manner in which the 
several parts or elements of the apparatus in 
one of its simplest forms are to be arranged 
and connected for useful operation, reference 
35 is made to Fig. 1 , in which C is the condenser, 
P the insulated plate or conducting - body 
which is exposed to the rays, and P' another 
plate or conductor which is grounded, all be- 
ing^joined in series, as shown. The terminals 
40 I T of the condenser are also connected to a 
circuit which includes a device R to be oper- 
ated and a circuit-controlling device cl of the 
character above referred to. 

I he apparatus being arranged as shown, it 
45 will be found that when the radiations of the 
sun. or of any other source capable of pro- 
. Slicing the effects before described fall upon 
the plate P an accumulation of electrical 
energy in the condenser C will result. This 
5° phenomenon, I believe, is best exnlained as 
follows: The sun, as well as other sources of 
radiant energy, throws off minute particles of 
matter positively electrified, which, impinging 
upon the plate P, communicate continuously 
55 an electrical charge to the same. The op- 
posite terminal of . the condenser being con- 
nected to the ground, which may be consid- 
ered as a vast reservoir of negative electricity, 
a feeble current flows continuously into the 
60 condenser, and inasmuch as these’supposed 
particles are of an inconceivably small radius 
or curvature, and consequently charged to a 
relatively very high potential, this charging of 
the condenser may continue, as I have ac- 
65 tually .observed, almost indefinitely, even to 
the point of rupturing the dielectric. If the 


device d be of such character that it will op- 
erate to close the circuit in 'which it is in- 
cluded when the potential in the condenser 
has reached a certain magnitude, the accumu- 70 
lated charge will pass through the circuit, 
which also includes the receiver R, and oper- 
ate the latter. 

In illustration of a particular form of ap- 
paratus which may be used in carrying out 75 
my discovery I now refer to Fig. 2. In this 
figure, which in the general arrangement of 
the elements' is identical to Fig. 1, the device 
d is shown as composed of two very thin con- 
ducting-plates it', placed in close proximity 80 
and very mobile, either by reason of extreme 
flexibility or owing to the character of their 
support. Toimprove theiraetion,tlieyshould 
be inclosed in a receptacle, from which the 
air maybe exhausted. The plates t t' are 85 
connected in series with a working circuit, 
including a suitable receiver, which in this 
case is shown as consisting of an electromag- 
net M, a movable armature a, a retractile 
spring b, and a ratchet-wheel w, provided 90 
with a spring-pawl r, which is pivoted to ar- 
mature a, as illustrated. When the radia- 
tions of the sun or other radiant source fall 
upon plate P, a current flows into the con- 
denser, as above explained, until the poten- 95 
tial therein rises sufficiently to attract and 
bring into contact the two plates t t', and 
thereby close the circuit connected to the two 
condenser-terminals. This permits a flow of 
current which energizes the magnet M, caus- 100 
ing it to draw down the armature a and im- 
part a partial rotation to the ratchet-wheel 
w. As the current ceases the armature is 
retracted by the spring 5 , without, however, 
moving the wheel w. With the stoppage of 105 
the current the plates 1 1 ' cease to be attracted 
and separate, thus restoring the circuit to its 
original condition. 

Fig. 3 shows a modified form of apparatus 
used in connection with an artificial source no 
of radiant energy, which in this instance may 
be an arc emitting copiously ultra-violet rays. 

A suitable reflector may be provided for con- 
centrating and directing the radiations. A 
magnet E, and circuit-controller d are ar- ii S 
ranged as iir the previous figures; bub in the 
present case the former instead of performing 
itself the whole work only serves the purpose 
of alternately opening and closing a local 
circuit, containing a source of current B and 120 
a receiving or translating device D. The 
controller d, if desired, may consist of two 
fixed electrodes separated by a minute air- 
gap or weak dielectric film, which breaks 
down more or less suddenly when a definite 12? 
difference of potential is reached at the ter- 
minals of the condenser and returns to its 
original state upon the passage of the dis- 
charge. 

Still another modification is shown in Fig. 130 
4 , in which the source S of radiant energy is 
a special form of Roentgen tube devised by 
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me, haying bat one terminal It, generally of r 


. — uiuiui m ui nair a spuen 
a P lain Pohshed surface on the front side 

from which, the ■streams are thrown off. It 
5 may be excited by attaching it to one of the 
termmak of any generator of sufficiently hi<m 
electromotive force; but whatever apnara us 
be used it is important that the tube be ex- 

10 nrnvo ed ^ de Sree, as otherwise it might 
io piove entirely ineffective. The working or 
dm^harge circuit connected to the terminals 
-t I of the condenser includes in this case 

controller ° f * ‘ ransfo ™er and a circuit- 
IS brash/ ‘I? “R™g a fixed terminal or 
5 . °f usl1 \ and a movable terminal t' in the shabo 

se°'me?ts e "S oondn . otin g and insulating 
tra.w ^n ! 1101 may be rot ated at an arbb 
,-) ^- "P eed any suitable means. In in- 

ductive relation to the primary wire or r oi l 
2 o is a secondary s , usually of /SS 
n umber of turns, to the ends of which!? con 
nected a receiver R. The terminal* Ir fn 

condenser being connected, as indicated one 
to an insulated plate P and thn 
grounded plate P? when thetabe S Xcited 

lays or streams of matter are emitted from 

the ffiatcpl 11 ? C01 l Vey a P° sitive charge to 
terminal S'll l ^denser-terminal T, while 

3o tive electricity from the plate P' 

of el^Si ain ° d ’ re - UltSin an accumulation 
I energy 1,1 the condenser, which 

as long as the circuit including- the 
f , ™f'' y P 13 interrupted. Whenever the cir- 

terminal FI "T 8 5° 1,! " ™M<"" of the 

•MtaSmE.'® 1 Cl "' re " tS ' whict »P 8r - 

that if 'it'!'/"'" W hils l, «» stated above 

2»wS? ‘0 * Plate 


?ffiK y ?^ Cribe ^' with reference to Pig. 2 
and n ,^ thatthes P eci a ldet a i lsofeonstructTon 
end airangement of the several parts of the 

oSt Sarfin a f 1)6 T y - §reatly varied with - 7 
out departure from the invention. 

clahnT— deSClibed “ y inven tion, what I 

1. An apparatus for utilizing radiant en 
onf a C °“ prisiD f iQ combination^ condense?' 7 
tion S' re of / bl . ch is subjected to the ac- 7 

fir char^in A wf independenfc mea ns 

annarntni «. th ■ the / a ™ature, a circuit and 

conhxdled t0 be ^crated or 

ar S et forth 7 dlSChai ' ge ° f the ccndenser, 8c 

2. An apparatus for utilizing radiant en- 

tion nf? a i ° f !T h ?ch 1S subjected to the ac- 
rchart ; ";^‘ a i0ns = independent means 85 
ui cnar^ing the other armature, a local cir 
cuit connected with the condenser-terminals 

to C bo “ lt ' c °a tl ’ olIer therein and means adapted 
to be operated or controlled by the discharge 

th8 

tion oTravsn ° f is Sllb i ected to the ac- 
f^chaS fn nS ’ md6 Pcn d ent means 95 
. cnai & mg the other armature, a local cir VJ 
cuit connected with the condenser-terminus " 
a circuit-controller therein dependent for on- 

dense? and^ffi™” nSe ° f P otentia l in the con- 
of the ’ onnril 0 P erated by the discharge roo 

is, lhe i °“ i « s 

4. An apparatus for utilizing radiant en- 

one^termina^nf ^ ^. c ? ir lhi D atioib a condenirer, 
tion n f wbl ? h 18 subjected to the ac- 10c 

tion of rays or radiations, and the other of 5 
which is connected with the ground, a circuit 
thei r ein ahapted to be operated 
lAthe c S °i harge ° f the accumulated energy 
in the condenser, as set forth. 7 t TO 

5. An apparatus for utilizing radiant en- " 
ergy comprising in combination, a condenser 

tion n 6 f mUlaI ° f Whi , ch is subjected to the ac- 
S“ f . ra ys or radiations and the other of 
which is connected with the ground a local r ie 
circuit connected with the condenser -termi 5 

Sistr when the iocai circuit is ^ 

6 . An apparatus for utilizing radiant en- 
eno 7 / com .P risin §' in combination, a condenser 

Son o?' r!vf° whichis subjected to the ae- 
tionof rays or radiations and the other of 
which is connected with the ground a local tps 
circuit connected with the condeimeV-terml 5 
nals, a circuit-controller therein adanted to 

com^nsei^a^^^' 611 ™ e ° f potentbd in the 
conaensei, and devices operated bv the dis- 

to Wh6U l0Cal °' ro " it ^ 

7. An apparatus for utilizing radiant en- 
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45 form of Roentgen or iSlnC-tt “jj 
Obvious from the theory of Son that in 

pulses exciLTft should " he whoSSLJSt' 

50 X. I 

101 » Periods when the/are pTOaneP 
fr- lv ®. 0 ^. t 'bo desired result. Evidently if the 
55 radiations of the source be stopoed or inter- 
cepted or their intensity varied in anv man 

ner,as by periodically interrupting or rx^hmic" 

all y varying the current excitingdhe source 
there will be corresponding chan-esTn the 
60 action upon the receiver R^nd thus sffinals 
uiay be transmitted and many other useful 
pr ° duced - Furthermore, i ? t will Se im 
will reSoiid 1 J f >m ® f . circ uit-closer which , 

the condenser may be used in lieu of the deviJS I 
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To all whom it may concern: 

Be it known that I, Nikola Tesla, a citizen 
of the United States, residing at the borough 
of Manhattan, in the city, county, and State 
S of New York, have invented certain new and 
useful Improvements in Methods of Utilizing 
Radiant Energy, of which the following is a 
specification, reference being had to the d raw- 
ings accompanying and forming a part of the 
io same. 

It is well known that certain radiations — 
such as those of ultra-violet light, cathodic, 
Roentgen rays, or the like— possess the prop- 
erty of charging and discharging conductors 
15 of electricity, the discharge being particu- 
larly noticeable when the conductor upon 
which the rays impinge is negatively electri- 
fied. These radiations are generally consid- 
ered to be ether vibrations of extremely small 
20 wave lengths, and in explanation of the phe- 
nomena noted it has been assumed by some 
authorities that they ionize or render con- 
ducting the atmosphere through which they 
are propagated. My own experiments and 
25 observations, however, lead me to conclu- 
sions more in accord with the theory hereto- 
fore advanced by me that sources of such 
radiant energy throw off with great velocity 
minute particles of matter which are strongly 
30 electrified, and therefore capable of charging 
an electrical conductor, or even if not so may 
at any rate discharge an electrified conduc- 
tor either by carrying off bodily its charge or 
otherwise. 

35 My present application is based upon a dis- 

.covery which I have made that when rays or 
radiations of the above kind are permitted 
to fall upon an insulated conducting body 
connected to one of the terminals of a con- 
40 denser, while the other terminal of the same 
is made by independent means to receive or 
to carry away electricity, a current flows into 
the condenser so long as the insulated body 
is exposed to the rays, and under the condi- 
45 tions hereinafter specified an indefinite ac- 
cumulation of electrical energy in the con- 
denser takes place. This energy after a suit- 
able time interval, during which the rays are 
allowed to act, may manifest itself in a pow- 
50 erful discharge, which may be utilized for 
the operation or control of mechanical or elec- 


trical devices or rendered useful in many 
other ways. 

In applying my discovery I provide a con- 
denser, preferably of considerable electro- 55 
static capacity, and. connect one of its ter- 
minals to an insulated metal plate or other 
conducting body ekposed to the raj r s or 
streams of radiant matter. It is very impor- 
tant, particularly in view of the fact fhatelec- 60 
trical energy is generally supplied at a very - 
slow rate to the condenser, to construct ‘the 
same with the greatest care. I use by prefer- 
ence the best. quality of mica as dielectric, tak- 
ing every possible precaution in insulating 65, 
the armatures, so that the instrument may 
withstand great electrical pressures without 
leaking and may leave no perceptible electri- 
fication when discharging instantaneously. 

In practice I have found that the best results 70 
are obtained with condensers treated in the 
manner described in a patent granted to me 
February 23 , 1897 , No. 577 , 671 . Obviously the 
above precautions should be the more rigor- 
ously observed the slower the rate of charg- 75 
ing and the smaller the time interval during 
which the energy is allowed to accumulate in 
the condenser. The insulated plate or con- 
ducting body should present as large a sur- 
face as practicable to the rays or streams of 80 
matter, I having ascertained that the amount 
of energy conveyed to it per unit of time is 
under otherwise identical conditions propor- 
tionatetotheareaexposed,ornearlyso. Fur- 
thermore, the surface should be clean and 85 
preferably highly polished or amalgamated. 

The second terminal or Armature of the con- 
denser may be connected to one of the poles 
of a battery or otheg source of electricity or 
to any conducting' body or object whatever of 90 
.such properties or so conditioned that by its 
means electricity of the required sign will be 
supplied to the terminal. A simple way of 
supplying positive or negative electricity to 
the terminal is to connect the same either to 95 
an insulated conductor, supported at some 
height in the atmosphere, or to a grounded 
conductor, the former, as is well known, fur- 
nishing positive and the latter negative elec- 
tricity. As the rays or supposed streams of' 10c 
matter generally convey a positive charge to 
the first condenser-terminal, whichis connect- 



ed to the plate or conductor above mentioned, 

I usually connect the second terminal of the 
condenser to the ground, this being the most 
convenient way of obtaining negative electric- 
5 ity, dispensing with the necessity of provid- 
ing an artificial source. In order to utilize 
for any useful purpose the energy accumu- 
lated in the condenser, I furthermore connect 
to the terminals of the same a circuit inclnd- 
io ing an instrument or apparatus which it is de- 
sired to operate and another instrument or 
device for alternately closing and opening the 
circuit. This latter may be any form of cir- 
cuit-controller, with fixed or movable parts 
15 or electrodes, which may be actuated either 
by the stored energy or by independent means. 

The rays or radiations which are to be util- 
ized for the operation of the apparatus above 
described in general terms may be derived 
20 from a natural source, as the sun, or may be 
artificially produced by such means, for ex- 
ample, as an arc-lamp, a Roentgen tube, and 
the like, and they may be employed for a 
great variety of useful purposes. 

25 My discovery will be more fully understood 
from the following detailed description and 
annexed drawings, to which reference is now 
made, and in which— 

Figure 1 is a diagram showing typical forms 
30 of the devices or elements as arranged and 
connected in applying the method for the op- 
-eration of a mechanical contrivance or instru- 
ment solely by the energy stored; and Fig. 2 
is a diagrammatical representation of a modi- 
35 fied arrangement suitable for special pur- 
poses, with a circuit-controller actuated by 
independent means. 

Referring to Fig. 1 , C is the condenser, P 
the insulated plate or conducting body, which 
40 is exposed to the rays, and P' another plate or 
conductor, all being joined in series, as shown. 
The terminals T T' of the condenser are also 
connected to a circuit including a receiver R, 
which is to be operated, and a circuit-control- i 
4.5 ling device d, which in this case is composed 
of two very thin conducting-plates 1 placed 
in close proximity and very mobile, either by 
reason of extreme flexibility or owing to the 
charater of their support. To improve their 
50 action, they should be inclosed in a receptacle 
from which the air may be exhausted. The 
receiver R is shown as consisting of an elec- 
tromagnet M, a movable armature a, a re- 
tractile spring b, and a ratchet-wheel iv, pro- 
55 vided with a spring-pawl r, which is pivoted 
to armature a, as illustrated. The apparatus 
being arranged as shown, it will be found that 
when the radiations of the sun or of any other 
source capable of producing the effects before 
60 described fall upon the plate P an accumula- 
tion of electrical energy in the condenser C 
will result. This phenomenon, I believe, is 
best explained as follows : The sun as well as 
other sources of radiant energy throw off mi- 
65 nute particles of matter positively electrified, 
which, impinging upon the plate P, coihmu- 
nicate an electrical charge to the same. The 


opposite terminal of the condenser being con- 
nected to the ground, which may be consid- 
ered as a vast reservoir of negative electricity, 70 
a feeble current flows continuously into the 
condenser, and inasmuch as these supposed 
particles are of an inconceivably small radius 
or curvature, and consequently charged to a 
relatively very high potential, this charging 75 
of the condenser may continue, as I have 
found in practice, almost indefinitely, even to 
the point of rupturing the dielectric. Obvi- 
ously whatever circuit - controller be em- 
ployed it should operate to close the circuit 80 
in which it is included when the potential in 
the condenser has reached the desired magni- f 
tude. Thus in Fig.( 2 When the electrical pres- 
sure at the terminals T T' rises to a certain 
predetermined value the plates 1 1', attract- 85 
ing each other, close the circuit connected to 
the terminals. This permits a flow of current 
which energizes the magnet M, causing it to 
draw down the armature a and impart a par- 
tial rotation to the ratchet-wheel w. As the 90 
current ceases the armature is retracted by 
the spring b without, however, moving the 
wheel w. With the stoppage of the current 
the plates 1 f cease to be attracted and sepa- 
rate, thus restoring the circuit to its original 95 
condition. 

Many useful applications of this method of 
utilizing the radiations emanating from the 
sun or other source and many ways of carry- 
ing out the same will at once suggest them- 100 
selves from the above description. By way 
of illustration a modified arrangement is - 
shown in .Fig. 2 , in which the sourceS of ra- 
diant energy is a special form of Roentgen 
tube devised by me having but one terminal 105 
h, generally of aluminium, in the form of 
half a sphere with a plain polished surface 
on the front side, from which the streams are 
thrown off. It may be excited by attaching 
it to one of the terminals of any generator of no 
sufficiently -high electromotive, force; but 
whatever apparatus be used it is important 
that the tube be exhausted to a high degree, 
as otherwise it might prove entirely ineffect- 
ive. The working or discharge circuit con- 115 
nected to the terminals T T' of the condenser 
includes in this case the primary p of a trans- 
former and a circuit-controller comprising a 
fixed terminal or brush t and a movable ter- 
minal t' in the shape of a wheel with conduct- 120 
ing and insulating segments which may be 
rotated at an arbitrary speed by any suitable 
means. In inductive relation to the primary 
wire or coil p is a secondary s, usually of a 
much greater number of turns, to the ends of 125 
which is connected a receiver R. The ter- 
minals of the condenser being connected as 
indicated, one to an insulated plate P and 
the other to a grounded plate P', when the 
tube S is excited rays or streams of matter 130 
are emitted from the same, which convey a 
positive charge to the plate P and condenser- 
terminal T, while terminal T' is continuously 
receiving negative electricity from the plate 
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. -P'. This, as before explained, results in an 
accumulation of electrical energy in the con- 
denser, which goes on as long as the circuit 
including the primary p is interrupted. 
5 Whenever the circuit is closed, owing to the 
■ rotation of the terminal t', the stored energy 
is discharged through the primary p, this giv- 
ing rise in the secondary s to induced cur- 
’ rents which operate the receiver R. 
to It is clear from what has been stated above 
that if the terminal T' is connected to a plate 
supplying positive instead of negative elec- 
tricity the rays should convey negative elec- 
tricity to plate P. The source S may be any 
15 form of Roentgen or Lenard tube; but it is 
obvious from the theory of action that in or- 
der to be very effective the electrical im- 
pulses exciting it should be wholly or at least 
preponderatingly of one sign. If ordinary 
20 symmetrical alternating currents are em- 
ployed, provision should be made for allow- 
- ing the -rays to fall upon the plate P only 
during those periods when they are produc- 
tive of the desired result. Evidently if the 
25 radiations of the source bo stopped or inter-, 
cepted or their intensity varied in any man- 
ner, as by periodically interrupting or ryth- 
. ' mically varying the current exciting the 

. source, there will be corresponding changes 
30 in the action upon the receiver R, and thus 
• signals may be transmitted and many other 
useful effects produced. . Furthermore, it will 
be understood that any form of circuit-closer 
which will respond to or be set in operation 
. 35 when a predetermined amount of energy is 
stored in the condenser may be used in lieu 
of the device specifically described with ref- 
erence to Fig. 1, and also that the special 
; details of construction and arrangement of 
40 the several parts of. the apparatus may be 
very greatly varied without departure from 
the invention. 

Having described my invention, what I 
claim is — . . ' 

45 1 . The method of utilizing radiant energy, 


which consists .in charging one of the arma- 
tures of a condenser by rays or radiations, and 
the other armature by independent means, 
and discharging the condenser through a suit- 
able receiver, as set forth. 50 

2. The method of utilizing radiant energy, 
which consists in simultaneously charging 
a condenser by means of rays or radiations 
and an independent source of electrical en- 
ergy, and discharging the condenser through 55 
a suitable receiver, as set forth. 

3 . The method of utilizing radiant energy, 
which consists in charging one of the arma- 
tures of a condenser by rays or radiations, and 
the other by independent means, controlling 60 
the action or effect of said rays or radiations 
and discharging the condenser through a suit- 
able receiver, as set forth. 

4 . The method of. utilizing radiant energy, 
which consists in charging one of the arma- 65 
tures of a condenser by rays or radiations and 
the other by independent means, varying the . 
intensity of the said rays or radiations and pe- 
riodically discharging the condenser through 

a suitable receiver, as set forth. 70 

5 . The method of utilizing radiant energy, 
which consists in directing upon an elevated 
conductor, connected to oue of the armatures 
of a condenser, rays or radiations capable of 
positively electrifying the same, carrying off 75 
electricity from the other armature by con- 
necting the same with the ground, and dis- 
charging the accumulated energy through a 
suitable receiver, as set forth. 

6. The method of utilizing radiant energy, 80 
which consists in charging one of the arma- 
tures of a condenser by rays or radiations, and 
the other by independent means, and effect- 
ing by the automatic discharge of the accumu- 
lated energy the operation or control of a 85 
suitable receiver, as set forth. 

NIKOLA TESLA. 

Witnesses: 

M. Lawson Dyer, ' * 

Richard Donovan. 
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To all whom, if may concern: 

Be it known that I, Nikola Tesla, a citi- 
zen of the United States, residing in the bor- 
ough of Manhattan, in the city, county, and 
5 State of New York, have invented certain 
new and useful Improvements in Methods of 
Signaling, of which the following is a speci- 
fication, reference being had to the drawings 
accompanying and forming a part of the 
ro same. 

In certain systems for transmitting intelli- 
gible messages or governing the movements 
and operations of distant automata electrical 
impulses or disturbances produced by suit- 
15 able apparatus are conveyed through the nat- 
ural media to a receiving-circuit capable of 
responding to the impulses, and thereby ef- 
fecting the control of other appliances. Gen- 
erally a special device, highly sensitive, is 
20 connected to the receiving-circuit, which in 
order to render it still more susceptible and 
to reduce the liability of its being affected 
by extraneous disturbances is carefully ad- 
justed so as to be in tune with the transmit- 
25 ter. By a scientific design of the sending 
and receiving circuits and other apparatus 
and skilful adjustment of the same these 
objects may be in a measure attained; but 
in long experience I have found that not- 
30 withstanding all constructive advantages and 
experimental resources this method is in 
many cases inadequate. Thus while I have 
succeeded in so operating selectively under 
certain favorable conditions more than one 
35 hundred receivers in most cases it is prac- 
ticable to work successfully but a few, the 
number rapidly diminishing as, either owing 
to great distance or other causes, the energy 
available in the tuned circuits becomes 
40 smaller and the receivers necessarily more 
delicate. Evidently a circuit however well 
constructed and adjusted to respond exclu- 
sively to vibrations of one period is apt to 
be affected by higher harmonics and still 
45 more so by lower ones. When the oscilla- 
tions are of a very high frequency, the num- 
• ber of the effective harmonics may be large 
and the receiver consequently easily dis- 
turbed by extraneous influences to such an 
50 extent that when very short waves, such as 
those produced by Hertzian spark apparatus, 


are used little advantage in this respect is to 
be derived from tuning the circuits. It be- 
ing an imperative requirement in most prac- 
tical applications of such systems of signal- 55 
ing or intelligence transmission that the sig- 
nals or messages should be exclusive or pri- 
vate, it is highly desirable to do away with 
the above limitations, especially in view of 
the fact which I have observed that the in- 60 
fluence of powerful electrical disturbances 
upon sensitive receivers extends even on 
land to distances of many hundreds of miles, 
and consequently, in accordance with theory, 
still farther on sea. To overcome these draw- 65 
backs and to enable a great number of trans- 
mitting and receiving stations to be operated 
selectively and exclusively and without any 
danger of the signals or messages being dis- 
turbed, intercepted, or interfered with in any 70 
way is the object of my present iuvention. ' 

Broadly stated, this invention consists in 
generating two or more kinds or classes of 
disturbances or impulses of distinctive char- 
acter with respect to their effect upon a re- 75 
ceiving-circuit and operating thereby a dis- 
tant receiver which comprises two or more 
circuits, each of which is tuned to respond 
exclusively to the disturbances or impulses 
of one kind or class and so arranged that the 80 
operation of the receiver is dependent upon 
their conjoint or resultant action. 

By employing only two kinds of disturb- 
ances or series of impulses instead of one, as 
has heretofore been done, to operate a re- 85 
ceiver of this kind I have found that safety 
against the disturbing influences of other 
sources is increased to such an extent that I 
believe this number to be amply sufficient in 
most cases for rendering the exchange of sig- 90 
nals or messages reliable and exclusive; but 
in exceptional instances a greater number 
may be used and a degree of safety against 
mutual and extraneous interference attained, 
such as is comparable to that afforded by a 95 
combination-lock. The liabilityof a receiver 
being affected by disturbances emanating 
from other sources, as well as that of the sig- 
nals or messages being received by instru- 
ments for which they are not intended, may, 100 
however, be reduced not only by an increased 
number of the cooperative disturbances or 
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To all whom, if may concern: 

Be it known that I, Nikola Tesla, a citi- 
zen of the United States, residing in the bor- 
ough of Manhattan, in the city, county, and 
5 State of New York, have invented certain 
new and useful Improvements in Methods of 
Signaling, of which the following is a speci- 
fication, reference being had to the drawings 
accompanying and forming a part of the 
ro same. 

In certain systems for transmitting intelli- 
gible messages or governing the movements 
and operations of distant automata electrical 
impulses or disturbances produced by suit- 
15 able apparatus are conveyed through the nat- 
ural media to a receiving-circuit capable of 
responding to the impulses, and thereby ef- 
fecting the control of other appliances. Gen- 
erally a special device, highly sensitive, is 
20 connected to the receiving-circuit, which in 
order to render it still more susceptible and 
to reduce the liability of its being affected 
by extraneous disturbances is carefully ad- 
justed so as to be in tune with the transmit- 
25 ter. By a scientific design of the sending 
and receiving circuits and other apparatus 
and skilful adjustment of the same these 
objects may be in a measure attained; but 
in long experience I have found that not- 
30 withstanding all constructive advantages and 
experimental resources this method is in 
many cases inadequate. Thus while I have 
succeeded in so operating selectively under 
certain favorable conditions more than one 
35 hundred receivers in most cases it is prac- 
ticable to work successfully but a few, the 
number rapidly diminishing as, either owing 
to great distance or other causes, the energy 
available in the tuned circuits becomes 
40 smaller and the receivers necessarily more 
delicate. Evidently a circuit however well 
constructed and adjusted to respond exclu- 
sively to vibrations of one period is apt to 
be affected by higher harmonics and still 
45 more so by lower ones. When the oscilla- 
tions are of a very high frequency, the num- 
• ber of the effective harmonics may be large 
and the receiver consequently easily dis- 
turbed by extraneous influences to such an 
50 extent that when very short waves, such as 
those produced by Hertzian spark apparatus, 


are used little advantage in this respect is to 
be derived from tuning the circuits. It be- 
ing an imperative requirement in most prac- 
tical applications of such systems of signal- 55 
ing or intelligence transmission that the sig- 
nals or messages should be exclusive or pri- 
vate, it is highly desirable to do away with 
the above limitations, especially in view of 
the fact which I have observed that the in- 60 
fluence of powerful electrical disturbances 
upon sensitive receivers extends even on 
land to distances of many hundreds of miles, 
and consequently, in accordance with theory, 
still farther on sea. To overcome these draw- 65 
backs and to enable a great number of trans- 
mitting and receiving stations to be operated 
selectively and exclusively and without any 
danger of the signals or messages being dis- 
turbed, intercepted, or interfered with in any 70 
way is the object of my present iuvention. ' 

Broadly stated, this invention consists in 
generating two or more kinds or classes of 
disturbances or impulses of distinctive char- 
acter with respect to their effect upon a re- 75 
ceiving-circuit and operating thereby a dis- 
tant receiver which comprises two or more 
circuits, each of which is tuned to respond 
exclusively to the disturbances or impulses 
of one kind or class and so arranged that the 80 
operation of the receiver is dependent upon 
their conjoint or resultant action. 

By employing only two kinds of disturb- 
ances or series of impulses instead of one, as 
has heretofore been done, to operate a re- 85 
ceiver of this kind I have found that safety 
against the disturbing influences of other 
sources is increased to such an extent that I 
believe this number to be amply sufficient in 
most cases for rendering the exchange of sig- 90 
nals or messages reliable and exclusive; but 
in exceptional instances a greater number 
may be used and a degree of safety against 
mutual and extraneous interference attained, 
such as is comparable to that afforded by a 95 
combination-lock. The liabilityof a receiver 
being affected by disturbances emanating 
from other sources, as well as that of the sig- 
nals or messages being received by instru- 
ments for which they are not intended, may, 100 
however, be reduced not only by an increased 
number of the cooperative disturbances or 
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. To all whom it may concern: : | 

Be it known that I, Nikola Tesla, a citi- 
zen of the United States, residing in the bor- 
ough of Manhattan, in the city, county, and 
5 State of New York, have invented certain new 
and useful Improvements in Systems of Sig- 
naling, of which the following is a specifica- 
tion, reference being had to the drawings ac- 
companying and forming a partof the same, 
to In certain systems for transmitting intelli- 
gible messages or governing the movements 
and operations of distant automata electrical 
impulses or disturbances produced by suit- 
able apparatus are conveyed through the nat- 
15 ural media to a distant receiving-circuit ca- 
pable of responding to the impulses, and 
thereby effecting the control of other appli- 
ances. Generally a special device highly 
sensitive is connected to the receiving-cir- 
20 cuit, which in order to render it still more | 
susceptible and to reduce the liability of its 
being affected by extraneous disturbances is 
carefully adjusted so as to be in tune with 
the transmitter. By a scientific design of the 
25 sending and receiving circuits and other ap- 
paratus and skilful adjustment of the same 
these objects may be in a measure attained; 
but in long experience I have found that not- 
withstanding all constructive ad vantages aqd 

30 experimental resources this method is in 

many cases inadequate. Thus while I have 
_ succeeded in so operating selectively under 
certain favorable conditions more than one 
hundred receivers in most cases it is practi- 
35 cable to work successfully but a few, the 
number rapidly diminishing a-s, either owing 
to great distance or other causes, the energy 
available in the tuned circuits becomes 
smaller and the receivers necessarily more deli- 
40 cate. Evidently a circuit however well con- 
structed- and adjusted to respond exclusively 
to vibrations of one period is apt to be affect- 
ed by higher harmonics and still more so by 
lower ones. When the oscillations are of a 
45 very high frequency, the number of the ef- 
fective harmonics ma3 7 be large, and the re- 
ceiver consequently easily disturbed bj 7 ex- 
traneous influences to such an extent that 
when very short waves, such as those pro- 
50 d uced by Hertzian spark apparatus, are used 
little advantage in this respect is dorivod 


from tuning the circuits. It being an im- 
perative requirement in most practical ap- 
plications of such systems of signaling or in- 
telligence transmission that the signals or 55 
messages should be exclusive or private, it is 
highly desirable to do away with the above 
limitations, especially in view of the fact, 
which I have observed, that the influence of 
powerful electrical disturbances upon sensi- 60 
tive receivers extends, even on land, to dis- 
tances of many hundreds of miles, and con- 
sequently in accordance with theory still 
farther on sea. To overcome these drawbacks 
and to enable a great number of transmitting 65 
and receiving stations to be operated select- 
ively and exclusively and without any dan- 
ger of the signals or messages being disturbed, 
intercepted, or interfered with in any way is 
the object of my present invention. 70 

Broadly stated, this invention consists in 
the combination of means for generating and 
transmitting two or more kinds or classes of 
disturbances or impulses of distinctive char- 
acter with respect to their effect upon a re- 75 
ceiving-circuit and a distant receiver which 
comprises two or more circuits of different 
electrical character or severally tuned, so as 
to be responsive to the different kinds or 
classes of impulses and which is dependent 80 
for operation upon the conjoint or resultant 
action of the two or more circuits or the sev- 
eral instrumentalities controlled or operated 
thereby. By employing only two kinds of 
disturbances or series of impulses instead of 85 
one, as has heretofore been done, to operate 
a receiver of this kind, I have found that 
safety against the disturbing influences of 
other sources is increased to such an extent 
that I believe this number to be amply suffi- 90 
cient in most cases for rendering the ex- 
change of signals or messages reliable and 
exclusive ; but in exceptional instances a 
greater number may be used and a degree of 
safety against mutual and extraneous inter- 95 
ference attained, such as is comparable to 
that afforded by a combination-lock. The 
liability of a receiver being affected by dis- 
turbances emanating from other sources, as 
well as that of the signals or messages being 100 
received by instruments for which they are 
not intended, may, however, be reduced not 
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only by an increased number of the coopera- 
tive disturbances or series of impulses, but 
also by a judicious choice of the same and 
the order in which they are made to act upon 
S the receiver. 

Evidently there are a great many ways of 
generating impulses or disturbances of any 
wave length, wave form, number or order of 
succession, or of any special character such 
10 as will be capable of fulfilling the require- 
ments above stated, and there are also many 
ways in which such impulses or disturbances 
may be made to cooperate and to cause the 
receiver to be actuated, and inasmuch as the 
iS skill and practical knowledge in these novel 
fields can only be acquired by long expe- 
rience the degree of safety and perfection at- 
tained will necessarily depend u pon the ability 
and resource of the expert who applies my 
20 invention; but in order to enable the same to 
be successfully practiced by any person pos- 
sessed only of the more general knowledge and 
experience in these branches I shall describe 
the simplest plan of carrying it out which is 
25 at present known to me. 

For a better understanding of the subject 
reference is now made to the accompanying 
drawings, in which — 

Figures 1 and 2 represent diagram matically 
30 the apparatus and circuit connections em- 
ployed at the sending and receiving stations, 
respectively; and Figs. 3 , 4 , and 5 modified 
means which may be employed in the prac- 
tical application of the invention. 

35 In Fig. 1, S' and S 2 are two spirally-wound 
coils or conductors connected with their in- 
ner ends to elevated terminals D' and D 2 , re- 
spectively, and with their outer ends to an 
earth-plate E. These two coils, conductors, 
40 or systems D' S' E. and D 2 S 2 E have different 
and suitably.-chosen periods of vibration, and, 
as pointed out in other patents relating to my 
system of energy and intelligence transmis- 
sion, their lengths should be such that the 
45 points of maximum pressure developed there- 
in coincide with the elevated terminals D' D 3 . 
The two systems may have electrical oscilla- 
tions impressed upon them in any desired 
manner, conveniently by energizing them 
50 through primaries P' and P 2 , placed in prox- 
imity to them. Adjustable inductances L' 
and L 2 are preferably included in the pri- 
mary circuits chiefly for the purpose of regu- 
lating the rates of the primary oscillations. 
55 In the drawings these primaries P' and P 2 
surround the coils S' S 3 and are joined in se- 
ries through the inductances L' L a , conductor 
F, condensers C' and C 2 , brush - holders B' 
and B 2 , and a toothed disk D, which is con- 
60 nected to the conductor F and, if desired, 
also to thegx-ound-plate E, as shown, two inde- 
pendent primary circuits being thus formed. 
The condensers C' and C 2 are of such capac- 
ity and the inductances L' and L 2 are so ad- 
65 justed that each primary is in close resonance 
with its secondary system, as I have explained 


1 in other patents granted to me. The brush- 
holders B' and B 2 are capable independently 
of angular and, if necessary, also of lateral 
adjustment, so that any desired order of sue- 70 
cession or any difference of time interval be- 
tween the discharges occurring in the two 
primary circuits may be obtained. The con- 
densers being energized from a suitable source 
S, preferably of high potential, and the disk 75 
D being rotated, its projections or teeth p p , 
coming at periodically-recurring intervals in 
very close proximity to or, as the ease may 
be, in contact with conducting rods or brushes 
n n, cause the condensers to be discharged 80 
in rapid succession through their respective 
circuits. In this matter the two secondary 
systems D' S' E and D 2 S 2 E are set in vibra- 
tion and oscillate freely, each at its proper 
rate, for a certain period of time at every dis- 85 
charge. The two vibrations are impressed 
upon the ground through the plate E and 
spread to a distance reaching the receiving- 
station, which has two similar circuits or sys- 
tems e s' d' and e s 2 d 2 arranged and con- 90 
nected in the same manner and tuned to the 
systems at the sending-station, so that each 
responds exclusively to one of the two vibra- 
tions produced by the transmitting apparatus. 

The same rules of adjustment are observed 95 
with respect to the receiving-circuits, care be- 
ing, furthermore, taken that the tuning is ef- 
fected when all the apparatus is connected 
to the circuits and placed in position, as any 
change may more or less modify the vibration. 100 
Each of the receiving-coils s' and s 2 is shunt- 
ed .by a local circuit containing, respectively, 
sensitive devices a' a?, batteries b’ b 2 , adjust- 
able resistances >' r 2 , and sensitive relays R' 

R 2 , all joined in series, as shown. The pre- 105 
cise connectionaand arrangements of the va- 
rious receiving instruments are largely im- 
material and may be varied in many ways. 

The sensitive devices a' a 2 maybe any of 
the well-known devices of this kind— as, for no 
example, two conducting-terminals separated 
by a minute air-gap or a thin film of dielec- 
tric which is strained or weakened by a bat- 
tery or other means to the point of breaking 
down and gives way to the slightest dis- 115 
turbing influence. Its return to the normal 
sensitive state may be secured by momenta- 
rily interrupting the battery - circuit after 
each operation or otherwise. The relays R' 

R 2 have armatures l' V, which are connected 120 
by a wire w and when attracted establish 
electrical contacts at c' and c 2 , thus closing 
a circuit containing a battery b s , an adjust- 
able resistance ?’ 3 , and a relay R 3 . 

From the above description it will be read- 125 
ily seen that the relay R 3 will be operated 
only when both contacts d and c 2 are closed. 

The apparatus at the sending-station may 
be controlled in any suitable manner— as, for 
instance, by momentarily closing the circuit 130 
of the source S, two different electric vibra- 
tions being emitted simultaneously or in 



rapid succession, as may be desired, at each 
closure of the circuit. The two receiving-cir- 
cuits at the distant station, each tuned to re- 
spond to the vibrations produced by one of 
S the elements of the transmitter, affect the 
sensitive devices a' and a? and cause the re- 
lays R' aDd R 2 to be operated and contacts c' 
and c 2 to be closed, thus actuating the re- 
ceiver or relay R 3 , which in turn establishes 
10 a contact c 8 and brings into action a device 
a 3 by means of a battery cZ 4 , included in a lo- 
cal circuit, as shown ; but evidently if through 
any extraneous disturbance only one of the 
circuits at the receiving-station is affected 
15 the relay R 3 will fail to respond. In this way 
communication may be carried on with 
greatly-increased safety against interference 
and privacy of the messages maybe secured. 
The receiving-station (shown in Fig. 2) is 
20 supposed to be one requiring no return mes- 
sage; but if the use of the system is such that 
this is necessary then the two stations will 
be similarly equipped and any well-known 
means, which it is not thought necessary to 
25 illustrate here, may be resorted to for ena- 
bling the apparatus at each station to be used 
in turn as transmitter and receiver. ' In like 
manner the operation of a receiver, as R 3 , 
may be made dependent, instead of upon two, 
30 upon more than two such transmitting sys- 
tems or circuits, and thus any desired degree 
of exclusiveness or privacy and safety against 
extraneous disturbances may be attained. 
The apparatus as illustrated in Figs. 1 and 
35 2 permits, however, special results to be 
secured by the adjustment of the order of 
succession of the discharge of the primary cir- 
cuits P' and P 2 orof the time interval between 
such discharges. To illustrate, the action of 
40 the relays R' R 2 may be regulated either by 
adjusting the weights of the levers l' l 2 , or 
the strength of the batteries V 6 2 , or the re- 
sistances r' r 2 , or in other well-known ways, 
so that when a certain order of succession or 
45 time interval between the dischargesof the pri- 
mary circuits P' and P 2 exists at the sending- 
station the levers V and Z 2 will close the con- 
tacts c' and c 2 at the same instant, and thus 
operate the relay R 3 ; but it will fail to pro- ' 
50 duce this result when the order of succession 
of or the time interval between the discharges 
in the primary circuits is another one. By 
these or similar means additional safety 
against disturbances from other sources may 
55 be attained and, on the other hand, the pos- 
sibility afforded of effecting the operation of 
signaling by varying the order of succession- 
of the discharges of the two circuits. In- 
stead of closing and opening the circuit of 
60 the source S, as before indicated, for the pur- 
pose of sending distinct signals if may be 
convenient to merely alter the period of either 
of the transmitting-circuits arbitrarily, as by 
varying the inductance of the primaries. 

65 Obviously there is no necessity for usings 
transmitters with two or more distinct ele- 
ments or circuits, as S' and S 2 , since a suc- 


cession ofwavesorimpulsesofdifferentchar- 
acteristics may be produced by an instru- 
ment having but one such circuit. A few of 70 
the many ways which will readily suggest 
themselves to the expert who applies my in- 
vention are illustrated in Figs. 3 , 4 , and 5 . 

In Fig. 3 a transmitting system e s 3 d? is partly 
shunted by a rotating wheel or disk D 3 , which 75 
may be similar to that illustrated in Fig. 1 
and which cuts out periodically a portion of : 
the coil or conductor s 3 or, if desired, bridges 
it by an adjustable condenser G 3 , thus alter- 
ing the vibration of the system e s 3 d? at suit- 80 
able intervals and causing two distinct kinds 
or classes of impulses to be emitted in rapid 
succession by the sender. In Fig. 4 a similar 
result is produced in the system e s 4 d 4 by 
periodically short-cirCuiting, through an in- 85 
duction-coil L 3 and a rotating disk D 4 with 
insulating and conducting segments, a cir- 
cuit p i in inductive relation to said system. 
Again, in Fig. 5 three distinct vibrations are 
caused to be emitted by a system es 5 dl\ this 90 
result being produced- by inserting periodic- 
ally a suitable number of turns of an induc- 
tion-coil L 4 in series with the oscillating sys- 
tem by means of a rotating disk B 5 with two 
projections^ 3 p 5 and three rods or brushes 11 5 , 95 
placed at an angle of one hundred and twenty 
degrees relatively to each other. The three 
transmitting systems or circuits thus pro- 
duced may be energized in the same manner 
as those of Fig. 1 or in any other convenient 100 
way. Corresponding to each of these cases 
the” receiving-station may be provided with 
two or three circuits in an analogous manner 
to that illustrated in Fig. 2, it being under- 
stood, of course, that the different vibrations 105 
or disturbances emitted by the sender follow 
in Such rapid succession upon each other that 
they are practically simultaneous, so far as 
the operation of such relays as R' and R 2 is 
concerned. E vid ently, however, it is not nec- no 
essary to employ two or more receiving-cir- 
cuits; but a single circuit may be used also 
at the receiving-station constructed and ar : 
ranged like the transmitting circuits or sys- 
tems illustrated in Figs. 3 , 4 , and 5 , in which 115 
case the corresponding disks, as D 3 I) 4 1 ) 5 , at 
the sending will be driven in synchronism 
with those at the receiving stations as far as 
may be necessary to secure the desired result ; 
but whatever the nature of the specific de- 120 
vices employed it will be seen that the f linda- 
meutal idea in my invention is the operation 
of a receiver by the conjoint or resultant ef- 
fect of two or more circuits each tuned to re- 
spond exclusively to waves, impulses, or vi- 125 
brations of a certain kind or class 'produced 
either simultaneously or successively by a 
suitable transmitter. 

It will be seen from a consideration of the 
nature of the method hereinbefore described 133 
that the invention is applicable not only in 
the special manner described,' in which the 
transmission of the impulses is effected 
through natural media, but for the transmis- 
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sion of energy for any purpose and whatever 
the medium through which the impulses are 
conveyed. 

What I claim is — 

5 1. In a system for the transmission of elec- 

trical energy, the combination with means for 
producing two or more distinctive kinds of 
disturbances or impulses, of receiving -cir- 
cuits, each tuned to respond to the waves or 
io impulses of one kind only, and a receiving de- 
vice dependent for operation upon the con- 
joint action of the several receiving-circuits, 
as set forth. 

2. In a system for the transmission of elec- 
15 trical impulses and the operation or control, 
of signaling or other apparatus thereby, the 
combination with a transmitter adapted to 
produce two or more distinctive kinds or 
classes of disturbances or impulses, of sensi- 
20 tive receiving-circuits, each tuned to respond 
to the impulses or disturbances of one kind 
or class only, and a receiving device depend- 
ent for operation upon the conjoint action of 
the sensitive circuits, as set forth. 

25 3. In a system for the transmission of elec- 

trical impulses, and the operation or control 
of signaling, or other apparatus thereby, the 
combination with a transmitter adapted to 
produce two or more distinctive kinds or 
30 classes of disturbances or impulses, of sensi- 
tive circuits at the receiving point or station, 
each tuned to respond to the impulses or dis- 
turbances of one kind or class only, a local 
circuit arranged to be completed by the con- 
35 joint action of the sensitive circuits and a re- 
ceiving device connected therewith, as set 
forth. 

4. In a system for the transmission of elec- 
trical impulses, and the operation or control 

40 of signaling or other apparatus thereby, the 
combination with a transmitting apparatus 
adapted to produce two or more distinctive 
kinds of disturbances or impulses, of means 
for varying the time intervals of the emission 
45 of the impulses of the several kinds, sensi- 
tive circuits each tuned to respond to the im- 
pulses or disturbances of one kind only, and 
a receiving apparatus dependent for opera- 
tion upon the conjoint action of thesensitive 
50 circuits, as set forth. 

5. In a system, such as herein described, 
the combination with a transmitter adapted 
to produce a plurality of distinctive kinds of 
electrical disturbances or impulses, of a re- 

55 ceiving apparatus comprising a plurality of 
circuits, a sensitive device and a relay in- 
cluded in each circuit, and each said circuit 
being tuned to respond to the impulses or dis- 
turbances of one kind only, and a receiving 
60 apparatus in a local circuit controlled by the 
relays and adapted to be completed by the 
conjoint action of all of said relays, as set 
forth. 

0. In a system of the kind described, the 
65 combination with a transmitter adapted to 
produce two or more series of electrical oscil- 
lations or impulses of different frequencies, 


of a receiving apparatus comprising a plural- 
ity of sensitive circuits each tuned to respond 
to the impulses of one of the series jjroduced 70 
by the transmitter, and a signaling device de- 
pendent for its operation upon the conjoint 
action of said circuits, as set forth. 

7. The combination with a plurality of 
transmitter elements, each adapted to pro- 75 
duce a series of impulses or disturbances of 

a distinctive character, and means for con- 
trolling and adjusting the same, of a receiver 
having a plurality of sensitive circuits each 
tuned so as to be affected by one of the series 80 
of impulses only, and dependent for opera- 
tion upon the conjoint action of all of said 
circuits, as set forth. 

8. The combination with a transmitter 
adapted to produce series of electrical im- 85 
pulses or disturbances of distinctive charac- 
ter and in a given order of succession, of a 
receiving apparatus comprising tuned cir- 
cuits responding to such impulses in a corre- 
sponding order, and dependent for operation 90 
upon the conjoint action of said elements, as 
set forth. 

9. In a receiving apparatus, the combina- 
tion with a plurality of sensitive circuits, sev- 
erally turned to respond to waves or impulses 95 
of a different kind or class, a receiving-cir- 
cuit controlled by the sensitive circuits and 

a device connected with the receiving-circuits 
adapted to be operated when said circuit is 
completed by the conjoint action of two or 100 
more of the sensitive circuits, as set forth. 

10. A system for the transmission of elec- 
trical energy, having in combination means 
.for producing and transmitting two or more 
'impulses of different periodicities to form a 105 
signal in a predetermined order of succession , ' 

as set forth. 

11. In a system for the transmission of elec- 
trical energy, the combination with a trans- 
mitting apparatus comprising one or more cir- no 
cuits, means for impressing therein oscilla- 
tions or impulses of different character and 

a receiving apparatus comprising a plurality 
of circuits each tuned to respond to the im- 
pulses of one kind produced by the transmit- 1 1 5 
ter and a receiver dependent for operation 
upon the conjoint action of the receiving-cir- 
cuits, as set forth. 

12. In a system for the transmission of elec- 
trical energy, the combination with a trans- 120 
mitting apparatus comprising a transformer 
and means for impressing upon the secondary 
element of the same oscillations or impulses 

of different character, of a receiving appara- 
tus comprising a plurality of circuits each 125 
tuned to the impulses of one kind emitted by 
the secondary of the transmitting - trans- 
former, and a receiver dependent for opera- 
tion upon the conjoint action of the receiv- 
ing-circuits, as set forth. 130 

13. In a system for the transmission of elec- 
trical energy, the combination with a trans- 
mitting apparatus comprising a transformer 
and means for impressing upon the secondary 
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elements of the same oscillations or impulses 
of different periodicities and in a given order 
of succession, of a receiving apparatus com- 
prising a plurality of circuits each tuned to 
5 respond to the transmitted impulses of one 
period, and a receiver dependent for opera- 
tion upon the conjoint action of the receiving- 
circuits, as set forth. 

14 . In a signaling system, the combination 
io of means for generating a series of electrical 

v’'—'" impulses of different periodicities, receiving- 
circuits of differing electrical periods of vi- 
bration, and an indicating mechanism oper- 
ated to give an intelligible indication only 
15 when currents are induced in the receiving- 
circuits in a predetermined order, as set forth. 

15 . In a system for the transmission of en- 
ergy, the combination of two or more circuits 


differing with respect of one of their elec- 
trical constants, means for energizing said cir- 20 
cuits, and an indicating mechanism operative 
only by conjoint action of two or more cur- 
rents generated by waves from the sending- 
station, as set forth. . 

16 . In a system for the transmission of elec- 25 
trical energy, the combination with a trans- 
mitter adapted to produce electrical waves or 
oscillations varying in character in a prede- 
termined order, of a receiving instrument re- 
sponsive to said oscillations and dependent 30 
for operation upon the action thereof in a cor- 
responding order, as set forth. 

NIKOLA TESLA. 

Witnesses: 

John C. Kerr, 

Richard S. Donovan. 
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To n.ll whom it may concern,: 

Be it known that I, Nikola Tksla, a citizen 
of the United States, residing in the borough 
of Manhattan, in the city, county, and State 
S of New York, have discovered a new and useful 
Improvement in the Artof TransmittingElec- 
trical Energy Through the Natural Media, of 
which the following is a specification, refer- 
ence being had to thedrawings accompanying 
10 and forming a part of the same. 

It is known since a long time that electric 
currents may be propagated through the 
earth, and this knowledge has been -utilized 
in many ways in the transmission of signals 
15 and the operation of a variety of receiving de- 
vices remote from the source of energy, 
mainly with the obje'ct of dispensing with a 
return conducting-wiro. It is also known that 
electrical disturbances may be transmitted 
20 through portions of the earth by grounding 
only one of the poles of the source, and this 
fact I have made use of in systems which I 
have devised for the purposes of transmitting 
through the natural media intelligible signals 
25 or- power and which are now familiar; but all 
experiments and observations heretofore made 
have tended to confirm the opinion held by 
the majority of scientific men that the earth, 
owing to its immense extent, although pos- 
3° sessing conducting properties, does not be- 
have in the manner of a conductor of limited 
dimensions with respect to the disturbances 
produced, but, on flic contrary, much like a 
vast reservoir or ocean, which while it may be 
35 locally disturbed by a commotion of some 
kind remains unresponsive and quiescent in 
a large part or as a whole. Still another -fact 
now of common knowledge is that when elec- 
trical waves or oscillations'are impressed upon 
4° such a conducting-path as a metallic wire re- 
flection takes place under certain conditions 
from the ends of the wire, and in consequence 
of the interference. of the impressed and re- 
flected oscillations the phenomenon of “sta- 
45 tionary waves ” with maxima and minima in 
definite fixed . positions is produced. In any 
case-the existence of these waves indicates that 
some of the outgoing waves have reached the 
boundaries of the conducting-path and have 
5° beeh reflected from the same. Now I have 


j discovered that notwithstanding its vast di- 
mensions and contrary to all observations 
heretofore made the terrestrial globe may in 
a large part or as a whole behave toward dis- 
turbances impressed upon it in the same man- 55 
ner as a conductor of limited size, this fact 
being demonstrated by novel phenomena, 
which 1 shall hereinafter describe. 

In the course of certain investigations 
which I carried on for the purpose of studying 6o 
the effects of lightning discharges upon the 
electrical condition of the earth I observed 
that sensitive receiving instruments arranged 
so as to be capable of responding to electrical- 
disturbances created by the discharges at 65 
times failed to respond when they should have 
done so, and upon inquiring into the causes 
of this unexpected behavior I discovered it to 
be due to the character of the electrical waves 
which were produced in the earth by the 70 
lightning discharges and which had nodal re- 
gions following at definite distances the shift- 
ing source of the disturbances. From data 
obtained in a large number of observations 
of the maxima and minima of these waves 1 75 
found their length to vary approximately 
from twenty-five to seventy kilometers, and 
these results and certain theorcticaLdeduc- 
tions led me to the conclusion that waves of 
this kind may bo propagated in all directions 80 
over the globe and that they may be of still 
more widely differing lengths, the extreme lim- 
its being imposed by the physical dimensions 
and properties of the earth. Recognizingin the 
existence of these waves an unmistakable evi- 85 
dence that the disturbances created had been 
conducted from their origin to the most re- 
mote portions of the globe and had been 
thence reflected, I conceived the idea of pro- 
ducing such waves in the earth by artificial 90 
means with the object of utilizing them for 
many useful purposes for which they are or 
might be found applicable. "This problem 
was rendered extremely difficult owing to the 
immense dimensions of the planet, and conse- 95 
quently enormous movement of electricity or 
rate at which electrical energy had to be de- 
livered in order to approximate, even in a re- 
mote degree, movements or rates which are 
manifestly attained in the displays of elec- Too 
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trical forces in nature and which seemed at | 
first unrealizable by any human agencies; but 
by gradual and continuous improvements of 
a generator of electrical oscillations, which I 
5 have described in my Patents Nos. 645,576 
and 649 , 621 , I finally succeeded in reaching 
electrical movements or rates of delivery of 
electrical energy not only approximating, 
but, as shown in many comparative tests and 
io measurements, actually surpassing those of 
lightning discharges, and by means of this 
apparatus I have found it possible to repro- 
duce whenever desired phenomena in the earth 
the same as or similar to those due to such 
15 discharges. With the knowledge of the phe- 
nomena discovered by me and the means at 
command for accomplishing these results I 
am enabled not only to carry out many opera- 
tions by the use of known instruments, but 
20 also to offer a solution for many important 
problems involving the operation or control 
of remote' devices which for want of this 
knowledge and the absence of these means 
have heretofore been entirely impossible. For 
25. example, by the use of such a generator of 
stationary waves and receiving apparatus 
properly placed and adjusted in any other lo- 
cality, however remote, it is practicable to 
transmit intelligible signals or to control or 
30 actuate at will any one or all of such appa- 
ratus for many other important and valuable 
purposes, as for indicating wherever desired 
the correct time of an observatory or for as- 
certaining the relative position of a body or 
35 distance of the same with reference to a given 
point or for determining the course of a mov- 
ing object, such as a vessel at sea, the distance 
traversed by the same or its speed, or for pro- 
ducing many other useful effects at a distance 
40 dependent on the intensity, wave length, di- 
rection or velocity of movement, or other fea- 
ture or property of disturbances of this char- 
acter. 

I shall typically illustrate the manner of ap- 
45 plying my discovery by describing one of the 
specific uses of the same — namely, the trans- 
mission of intelligible signals or messages be- 
tween distant points — and with this object ref- 
erence is now made to the accompanying draw- 
50 ings, in which — 

Figure 1 represents diagrammatically the 
generator which produces stationary waves in 
the earth, and Fig. 2 an apparatus situated in 
a remote locality for recording the effects of 
55 these waves. , 

In Fig. 1 , A designates a primary coil form- 
ing part of a transformer and consisting gen- 
erally of a few turns of a stout cable of inap- 
preciable . resistance, the ends of which are 
60 connected to the terminals of a source of pow- 
erful electrical oscillations, .diagrammatically 
represented by B. This source is usually a 
condenser charged to a high potential and dis- 
charged in rapid succession through the pri- 
65 mary, as in a type of transformer invented 


by me and not well known ; but when it is de- 
sired to produce stationary waves of great 
lengths an alternating dynamo of suitable con- 
struction may be used to energize the primary 
A. C is a spirally-wound secondary coil with- 70 
in the primary having the end nearer to the 
latter connected to the ground E' and the other 
end to an elevated terminal E. The physical 
constants of coil C, determining its period of 
vibration, are so chosen and adjusted that the 75 
secondary system E' C E is in the closest pos- 
sible resonance with the oscillations impressed 
upon it by the primary A. It is, moreover, 
of the greatest importance in order to still 
further enhance the rise bf pressure and to 80 
increase the electrical movement in the sec- 
ondary system that its resistance be as small 
as practicable and its self-induction as large 
as possible under the conditions imposed. 

The ground should be made with great care, 85 
with the object of reducing its resistance. 
Instead of being directly grounded, as indi- 
cated, the coil C may be joined in series or 
otherwise to the primary A, in which case the 
latter will be connected to the plate E'; but 90 
be it that none or a part or all of the primary 
or exciting turns are included in the coil C 
the total length of the conductor from the 
ground-plate E' to the elevated terminal E 
should be equal to one-quarter of the wave 95 
length of the electrical disturbance in the sys- 
tem E' C E or else equal to that length mul- 
tiplied by an odd number. This relation be- 
ing observed, the terminal E will be made to 
coincide with the points of maximum pres- 100 
sure in the secondary or excited circuit, and 
the greatest flow of electricity will take place 
in the same. In order to magnify the elec- 
trical movement in the secondary as much as 
possible, it is essential that its inductive con- 105 
nection with the primary A should not be 
very intimate, as in ordinary transformers, 
but loose, so as to permit free oscillation — 
that is to say, their mutual induction should be 
small.' The spiral form of coil C secures this no 
advantage, while the turns near theprimary A 
are subjected to a strong inductive action and 
develop a high initial electromotive force. 
These adjustments and relations being care- 
fully completed and other constructive fea- 115 
tures indicated rigorously observed, the elec- 
trical movement produced in the secondary 
system by the inductive action of the primary 
A will be enormously magnified, the increase 
being directly proportionate to the inductance 1 20 
and frequency and inversely to the resistance 
of the secondary system. I have jxmnd it 
practicable to produce in this manner an elec- 
trical movement thousands of times greater 
than the initial — that is, the one impressed 125 
upon the secondary by the primary A — and I 
have thus reached activities or rates of flow of 
electrical energy in the system E' C E meas- 
ured by many tens of thousands of horse- 
power. Such immense movements of elec- 13° 
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tricity give rise to a variety of novel and 
striking phenomena, among which are those 
already described. The powerful electrical 
oscillations in the system E' C E being com- 
.5 nmnicated to the 'ground cause correspond- 
ing vibrations to be propagated to distant 
parts of the globe, whence they are reflected 
and by interference with the outgoing vibra- 
tions produce stationary waves the crests 
io and hollows of which lie in parallel circles 
relatively to which the ground-plate E' may 
be considered to be the pole. Stated other- 
wise, the terrestrial conductor is thrown into 
resonance with the oscillations impressed 
T S upon it just like a wire. More than. this, a 
number of facts ascertained by me clearly 
show that the movement of electricity through 
it follows certain laws with nearly mathemat- 
ical rigor. For the present it will be suffi- 
20 cient to state that the planet behaves like a 
perfectly smooth or polished conductor of in- 
appreciable resistance with capacity and self 
induction uniformly, distributed along the 
axis of symmetry of wave propagation and 
25 transmitting slow electrical oscillations with- 
out sensible distortion and attenuation. 

Besides the above three requirements seem 
to be essential to the establishment of the 
resonating condition. 

30 hirst., fhee'arth’sdiamctcr passing through 
the pole should be an odd multiple of the 
quarter wave length— that is, of the ratio be- 
tween the velocity of light -and four times the 
frequency of the currents. 

35 Second. It is necessary to employ oscilla- 
tions in which the rate of radiation of energy 
into space in the form of hertzian or electro- 
magnetic waves is very small. To give an 
idea, I would say that the frequency should be 
4° smaller than twenty thousand per second, 
though shorter waves might be practicable. 
The lowest frequency would appear to be six 
per second, in which case there will be but 
one node, at or near theground-plate. and, par- 
45 adoxical as it may seem, the effect will increase 
with the distance and will be greatest in a 
region diametrically opposite the transmitter. 
With oscillations still slower the earth, strictly 
speaking, will not resonate, but simply act as 
50 a capacity, and the variation of potential will 
be more or less uniform over itsentiresurface. 

Third. The most essential requirement is, 
however, that irrespective of frequency the 
wave or wave-train should continue for acer- 
55 tain interval of time, which I have estimated 
to be not less than one-twelfth or probably 
0.08484 of a second and which is taken in 
passing to and returning from the region dia- 
metrically opposite the pole over the earth’s 
60 surface with a mean velocity of about four 
hundred and seventy-one thousand two hun- 
dred and forty kilometers per second. 

1 lie presence of the stationary waves may 
be detected in many ways. For instance, a 
6 S circuit may be connected directly or induct- 


ively to the ground and to an elevated termi- 
nal and tuned to respond more effectively to 
the oscillations. Another way is to connect 
a tuned circuit to the ground at two points 
lying more or less in a meridian passing- 
through the pole E' or, generally stated, to 
any two points of a different potential. 

In Fig. 2 I have shown a device for detect- 
ing the presence of the waves such as I have 
used in a novel method of magnifying feeble 
effects which I have described in my Patents 
Nos. 685,953 and 685,955. It consists of a 
cylinder I), of insulating material, which is 
moved at a uniform rate of sliced by clock- 
work or other suitable motive power and is 
provided with two metal rings F F', upon 
which bear brushes a and /, connected, re- 
spectively, to the terminal plates P and P'. 
From the rings F F' extend narrow metallic 
segments * and /, which by the rotation of 
the cylinder I.) are brought alternately into 
contact with double brushes h and //, canned 
by and in contact with com! acting-holders Vt 
and //, supported in metallic bearings (i and 
Ct', as shown. The latter are connected to 
the terminals T and T' of a condenser II, and 
it should be understood that they are capable 
of angular displacement as ordinary brush- 
supports. The object of using two brushes, 
as h and //, in each of the holders h and // is 
to vary at will the duration of the electric con- 
tact of the plates P and P' with the terminals 
I and 1 ”, to which is connected a receiving- 
circuit. including a receiver Rand a device /, 
performing the duty of closing the receiving- 
circuit at predetermined intervals of time and 
discharging the stored energy through the re- 
ceiver. In the present case this device con- 
sists of a cylinder made partly of conducting 
and partly of insulating material r and /, re- 
spectively, which is rotated at the desired rate 
of speed by any suitable means. The con- 
ducting parte is in good electrical connection 
with the shaft S and is provided with taper- 
ing segments/'/', upon which slides a brush 
E supported on a conducting-rod /, capable 
of longitudinal adjustment in a metallic sup- 
port m. Another brush, e, is arranged to bear 
upon the shaft S, and it will be. seen that when- 
ever one of the segments/" comes in contact 
with the brush />■ the circuit including the re- 
ceiver It is completed and the condenser dis- 
charged .through the same. By an adjustment 
of the sliced or rotation of the cylinder / and 
a displacement of the brush l- along the cyl- 
inder the circuit may be made to open and 
close in as rapid succession and remain open 
or closed during such intervals of time as may 
be desired. The plates P and P', through 
which the electrical energy is conveyed to the 
brushes a and /, may be at a considerable dis- 
tance from each other in the ground or one in 
the ground and the other in the air, prefer- 
ably at some height. I f but one plate is con- 
nected to earth and the other maintained at an 
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elevation, the local ion of the apparatus must ! 
be determined with reference to the position 
of the stationary waves established by the 1 
generator, the effect evidently being greatest : 
5 in a maximum and zero in a nodal region. | 
On the other hand, if both plates be connect- 
ed to earth the points of connection must be 
selected with reference to the difference of 
potential which it is desired to secure, the 
io strongest effect being of course obtained when 
the plates are at a distance equal to half the 
wave length. 

In illustration of the operation of the sys- 
tem let it be assumed that alternating elec- 
15 trical impulses from the generator are caused 
to produce stationary waves in the earth, as 
above described, and that the receiving appa- 
ratus is properly located with reference to the 
position of the nodal and ventral regions of 
20 the waves. The speed of rotation of the cyl- 
inder I) is varied until it is made to turn in 
synchronism with the alternate impulses of 
the generator, and the position of the brushes 
1 ) and V is adjusted by angular displacement 
25 or otherwise, so that they are in contact with 
the segments S and S' during the periods when 
the impulses are at or near the maximum of 
their intensity. These requirements being 
fulfilled, electrical charges of the same sign 
30 will be conveyed to each of the terminals of 
the condenser, and with each fresh impulse it 
will be charged to a higher potential. The 
speed of rotation of the cylinder d being ad- 
justable at will, the energy of any number of 
35 separate impulses may thus be accumulated 
in potential form and discharged through the 
receiver R upon the brush h coming in con- 
tact with one of the segments f. It will be 
understood that the capacity of the condenser 
4 ° should be such as to allow the storing of a 
much greater amount of energy than is re- 
quired for the ordinary operation of the re- 
ceiver. Since by this method a relatively 
great amount of energy and in a suitable form 
45 may be made available for the operation of a 
receiver, the latter need not be very sensitive; 
but when the impulses are very weak or when 
it is desired to operate a receiver very rap- 
idly any of the well-known sensitive devices 
5° capable of responding to very feeble influences 
m^.y be used in the manner indicated or in 
other ways. Under the conditions described 
it is evident that during the continuance of 
the stationary waves the receiver will be acted 
55 upon by current impulses more or less intense, 
according to its location with reference to the 
maxima and minima of said waves; but upon 
interrupting oor reducing the flow of the cur- 
rent the stationary waves will disappear or 
60 diminish in intensity. Hence a great variety 
of effects may be produced in a receiver, ac- 
cording to the mode in which the waves are 
controlled. It is practicable, however, to 
shift the nodal and ventral regions of the 
65 waves at will from the sending-station, as by 


varying the length of the waves under observ- 
ance of the above requirements. In this man- 
ner the regions of maximum and minimum 
effect may be made to coincide with any re- 
ceiving station or stations. Ry impressing 
upon the earth two or more oscillations of 
different wave length a resultant stationary 
wave may be made to travel slowly over the 
globe, and thus a great variety of useful ef- 
fects may be produced. Evidently the course, 
of a vessel may be easily determined without 
the use of a compass, as by a circuit connect- 
ed to the earth at two points, for the effect 
exerted upon the. circuit will be greatest, when 
the plates P P' are lying on a meridian pass- 
ing through ground-plate E' and will be nil 
when the plates are located at a parallel cir- 
cle. If the nodal and ventral regions are main- 
tained in fixed positions, the speed of a vessel 
carrying a receiving apparatus may be exactly 
computed from observations of the maxima 
and minima regions successively traversed. 
This will be understood when it is stated that 
the projections of all the nodes and loops on the 
earth’s diameter passing through the pole or 
axis of symmetry of the wave movement are 
all equal. Hence in any region at the surface 
the wave length can he ascertained from sim- 
ple rules of geometry. Conversely, knowing 
the wave length, the distance from the source 
can be readily calculated. In like ways the 
distance of one point from another, the lati- 
tude and longitude, the hour, &c., may be de- 
termined from the observation of such sta- 
tionary waves. If several such generators of 
stationary waves, preferably of different 
length, were installed in judiciously-selected 
localities, the entire globe could be subdivided 
in definite zones of electric activity, and such 
and other important data could be at once ob- 
tained by simple calculation or readings from 
suitably-graduated instruments. Many other 
useful applications of my discovery will sug- 
gest themselves, and in this respect, I do not 
wish to limit myself. Thus the specific plan 
herein described of producing the stationary 
waves might be departed from. For exam- 
ple, the circuit which impresses the powerful 
oscillations upon the earth might he connected 
to the latter at two points. In this applica- 
tion I. have advanced various improvements 
in means and methods of producing and util- 
izing electrical effects which either in connec- 
tion with my present discovery or independ- 
ently of the same may be usefully applied. 

1 desire it to be understood that such novel 
features as are not herein specifically claimed 
will form the subjects of subsequent applica- 
tion’s. 

What I no\y claim is — 

1 . The improvement in the art of transmit- 
ting electrical energy to a distance which con- 
sists in establishing stationary electrical waves 
in the earth, as set forth. 

2 . The improvement in the art of transmit- 
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ting electrical energy to a distance which con- 
sists in impressing upon the earth electrical 
oscillations of such character as to produce 
stationary electrical waves therein, as set 
5 forth., 

3. The improvement in the art of transmit- 
ting and utilizing electrical energy which con- 
sists in establishing stationary electrical waves 
in the natural conducting media,, and operat- 

i ing thereby one or more receiving devices re- 
mote from the source of energy, as set forth. 

4. The improvement in the art of transmit- 
ting and utilizing electrical energy which con- 
sists in establishing in the natural conducting 

iS media, stationary electrical waves of prede- 
termined length and operating thereby one or 
more receiving devices remote from the source 
of energy and properly located with respect 


SI 

to the position of such waves, as herein set 
forth. 20 

5. The improvement in the art of transmit- 
ting and utilizing electrical energy, which con- 
sists in establishing in the - natural conducting 
media, stationary electrical waves, and vary- 
ing the length of such waves, as herein set 25 
forth., 

6 . The improvement in the art of transmit- 
ting and utilizing electrical energy, which con- 
sists in establishing in the natural conducting 
media stationary electrical waves and shifting 30 
the nodal and ventral regions of these waves, 

as described. 

NIKOLA TESLA. 

Witnesses: 

M. Lawson Dyrr, 

Benjamin Miller. 
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To all whom it may concern : 

Be it known that I, Nikola Tesla, a citi- 
zen of the Unifi d States, residing at New 
York, in the county and State of New York, 
5 have invented certain new and useful Im- 
provements in Fluid Propulsion, of which 
the following is a full, clear, and exact de- 
scription. 

In the practical application of mechanical 
10 power based on the use of a fluid as the ve- 
hicle of energy, it has been demonstrated 
that, in order to attain the highest economy, 
the changes in velocity and direction of 
. movement of the fluid should be as gradual 
15 as possible. In the present forms of such 
apparatus more or less sudden changes, 
shocks and vibrations are unavoidable. Be- 
sides, the employment of the usual devices 
for imparting energy to a fluid, as pistons, 
20 paddles, vanes and blades, necessarily in- 
troduces numerous defects and limitations 
and adds to the complication, cost of pro- 
duction and maintenance of the machine. 

The object of my present invention is to 
25 overcome these deficiencies in apparatus de- 
signed for the propulsion of fluids and to 
effect thereby the transmission and trans- 
formation of mechanical energy through the 
agency of fluids in a more perfect manner, 
30 and by means simpler and more economical 
than those heretofore employed. I accom- 
plish this by causing the propelled fluid to 
move in natural paths or stream lines of 
least resistance, free from constraint and dis- 
35 turbance such as occasioned by vanes or 
kindred devices, and to change its velocity 
and direction of movement by imperceptible 
degrees, thus avoiding the losses due to sud- 
den variations while the fluid is receiving 
40 energy. 

It is well known that a fluid possesses, 
among others, two salient properties: ad- 
hesion and viscosity. Owing to these a body 
propelled through such a medium encoun- 
45 ters a peculiar impediment known as lat- 
eral ” or “ skin resistance which is two- 
fold ; one arising from the shock of the fluid 
against the asperities of the solid substance, 
the other from internal forces opposing 
50 molecular separation. As an inevitable con- 
sequence, a certain amount of the fluid is 
dragged along by the moving body. Con- 
versely, if the body be placed in a fluid in 
motion, for the same reasons, it is impelled 


in the direction of movement. These effects, 55 
in themselves, are of daily observation, but 

1 believe that I am the first to -apply them in 
a practical and economical manner for im- 
parting energy to or deriving it from a fluid. 

The subject of this application is an in- 60 
vention pertaining to the art of imparting 
energy to fluids, and I shall now proceed to 
describe its nature and the principles of con- 
struction of the apparatus which I have de- 
vised for carrying it out by reference to the 65 
accompanying drawings which illustrate an 
operative and efficient embodiment of the 
same. 

Figure 1 is a partial end view, and Fig. 

2 is a vertical cross section of a pump or 70 
compressor constructed and adapted to be 
operated in accordance with my invention. 

In these drawings the device illustrated 
contains a runner composed of a plurality 
of flat rigid disks 1 of a suitable diameter, 75 
keyed to a shaft 2, and held in position by a 
threaded nut 3, a shoulder 4 and washers 5, 
of the requisite thickness. Each disk has a 
number of central openings 6, the solid por- 
tions between which form spokes 7, prefer- 80 
ably curved, as shown, for the purpose of 
reducing the loss of energy due to the impact 
of the fluid. The runner is mounted in a 
two part volute casing 8, having stuffing 
boxes 9, and inlets 10 leading to its central 85 
portion. In addition a gradually widening 
and rounding outlet 11 is provided, formed 
with a flange for connection to a pipe as 
usual. The casing 8 rests upon a base 12, 

. shown only in part, and supporting the bear- 90 
ings for the shaft 2, which, being of ordinary 
construction, are omitted from the drawings. 

An understanding of the principle em- 
bodied in this device will be gained from 
the following description of its mode of 95 
operation. Power being applied to the 
shaft and the runner set in rotation in the 
direction of the solid arrow the fluid by 
reason of its properties of adherence and 
viscosity, upon entering, through the inlets 100 
10 and coming in contact with the disks 1 
is taken hold of by the same and subjected 
to two forces, one acting tangentially in the 
direction of rotation, and the other radially 
outward. The combined effect of these tan- 105 
gential and centrifugal forces is to propel 
the fluid with continuously increasing ve- 
locity in a spiral path until it reaches the 
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outlet 11 from which it is ejected. This 
spiral movement, free and undisturbed and 
essentially dependent on the properties of 
the fluid, permitting it to adjust itself to 
5 natural paths or stream lines and to change 
its velocity and direction by insensible de- 
grees, is characteristic of this method of 
propulsion and advantageous in its applica- 
tion. While traversing the chamber inclos- 
10 ing the runner, the particles of the fltnd 
may complete one or more turns, or but a 
part of one turn. In any given case their 
path can be closely calculated and graphi- 
cally represented, but fairly accurate esti- 
15 mate of turns can be obtained simply- by de- 
termining the number of revolutions re- 
quired to renew the fluid passing through 
the chamber and multiplying it by the rath; 
between the mean speed of the fluid and 
20 that of the disks. I have found that the 
quantity of fluid propelled in this manner 
is, other conditions being equal, approxi- 
mately proportionate to the active surface of 
the runner and to its effective speed. For 
26 this reason, the performance of such ma- 
chines augments at an exceedingly high rate 
with the increase of their size and speed of 
revolution. 

The dimensions of the device as a whole, 
80 and the spacing of the disks in any given 
machine will be determined by the condi- 
tions and requirements of special cases. It 
may be stated that the intervening distance 
should be the greater, the larger the diam- 
86 eter of the disks, the longer the _ spiral path 
of the fluid and the greater its viscosity. In 
general, the spacing should be such that the 
entire mass of the fluid, before leaving the 
runner, is accelerated to a nearly uniform 
40 velocity, not much below that of the periph- 
ery of the disks under normal working con- 
ditions and almost equal to it when the out- 
let is closed and the particles move in con- 
centric circles. It may also be pointed out 
45 that such a pump can be made without open- 
ings and spokes in the runner, as by using 
one or more solid disks, each in its own cas- 
ing, in which form the machine will be 
eminently adapted for sewage, dredging and 
60 the like, when the water is charged with 
foreign bodies and spokes or vanes espe- 
cially objectionable. 

Another application of this principle 
which I have discovered to be not omy 
56 feasible, but thoroughly practicable and effi- 
cient, is tiie utilization of machines such as 
above described for the compression or rare- 
faction of air, or gases in general. In such 
cases it will be found that most of the gen- 
60 eral considerations obtaining in the case of 
liquids, properly interpreted, hold true. 
When, irrespective of the. character of the 
fluid, considerable pressures are desired, 
staging or compounding may be resorted to 
65 in the usual way the individual runners be- 


ing, preferably, mounted on the same shaft. 

It should be added that the same end may 
be attained with one single runner by suit- 
able deflection of the fluid through rotative 
or stationary passages. 70 

The principles underlying the invention 
are capable of embodiment also in that 
field of mechanical engineering which is 
concerned in the use of fluids as motive 
agents, for while in some respects the ac- 75 
tions in the latter case are directly opposite 
to those met with in the propulsion of fluids, 
the fundamental laws applicable in the two 
cases are the same. In other words, the 
operation above described is reversible, for 80 
if water or air under pressure be admitted 
to the opening 11 the runner is set in rota- 
tion in the direction of the dotted arrow by 
reason of the peculiar properties of the fluid 
which traveling in a spiral path and with 85 
continuously diminishing velocity, reaches 
the orifices 6 and 10 through which it is 
discharged. 

When apparatus of the general character 
above described is employed for the trans- 90 
mission of power, however, certain depar- 
tures from structural similarity between 
transmitter and receiver may be necessary 
for securing the best result. I have, there- 
fore, included that part of my invention 95 
which is directly applicable to the use of 
fluids as motive agents in a separate appli- 
cation filed January 17, 1911, Serial No. 
603,049. It may be here pointed out, how- 
ever, as is evident from the above consid- 100 
erations, that when transmitting power from 
one shaft to another by such machines, any 
desired ratio between the speeds of rota- 
tion may be obtained bv proper selection of 
the diameters of the disks, or by suitably 105 
staging the transmitter, the receiver, or both. 

But it may be stated that in one respect, 
at least, the two machines are essentially dif- 
ferent. In the pump, the radial or static 
pressure, due to centrifugal force, is added 110 
to the tangential or dynamic, thus increas- 
ing the effective head and assisting in the ex- 
piusion of the fluid. In the motor, on the 
contrary, the first named pressure, being 
opposed to that of supply, reduces the ef- 115 
f active head and velocity of radial flow to- 
ward the center. Again, in the propelled 
machine a great torque is always desirable, 
this calling for an increased number of 
disks and smaller distance .of separation, 180 
while in the propelling machine, for numer- 
ous economic reasons, the rotary effort 
should be the smallest and the speed the 
greatest practicable. Many other consid- 
erations, which will naturally suggest them - 125 
selves, may affect the design and construc- 
tion, but the preceding is thought to con- 
tain ill necessary information in this re- 
gard. . . , 

It will be understood that the principles 130 
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of construction and operation above set forth, 
are capable or embodiment in machines of 
the most widely different forms, and adapt- 
ed for the greatest variety of purposes. Iii 
5 the above, I have sought to describe and ex- 
plain only the general and typical applica- 
tions of the principle which I believe I am 
the first to realize and turn to useful ac- 
count. 

10 I do not claim in this application the 
method herein described of imparting en- 
ergy to a fluid, having made that discovery 
the subject of a copending application Serial 
No. 735,914. 

15 What. I claim is: 

. 1. A machine for propelling or imparting 
energy to fluids comprising in combination 
a plurality of spaced disks rotatably mounted 
and having plane surfaces, an inclosing cas- 
-0 ing, ports of inlet at the central portion of 
said casing and through which the fluid is 
adapted to be introduced to the axial por- 
tions of the disks, and ports of outlet at the 
peripheral portion of the casing through 
- 1 which the fluid, when the machine is driven 


by power, is adapted to be expelled, as set 
forth. 

2. A machine for propelling or imparting 
energy to fluids, comprising m combination 

a volute casing provided with ports of in- ao 
let and outlet at its central and peripheral 
portions, respectively, and a runner mounted 
within the casing and composed of spaced 
disks with plane surfaces haying openings 
adjacent to the axis of rotation. 35 

3. A rotary pump, comprising in combi- 
nation a plurality of spaced disks with - 
plane surfaces mounted on a rotatable shaft 
and provided with openings adjacent there- 
to, a volute casing inclosing the said disks, 40 
means for admitting a fluid into that por- 
tion of the casing which contains the shaft 
and an outlet extending tangentially from 
the peripheral portion of said casing. 

In testimony whereof I affix my signature 45 
in the presence of two subscribing witnesses. 

NIKOLA TESLA. 

Witnesses : 

M. Lawson Dyer, 

Drury W, Cooper. 
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To all whom it may concern: 

Be it known that I, Nikola Tesi,a, a citi- 
zen of the United States, residing at New 
York, in the county and State of New York, 
5 have invented certain new and useful Im- 
provements in Kotary Engines and Tur- 
bines, of which the following is a full, clear, 
and exact description. 

In the practical application of mechani- 
10 cal power, based on the use of fluid as the 
vehicle of energy, it has been demonstrated 
that, in order to attain the highest economy, 
the changes in the velocity and direction 
of movement of the fluid should be as 
15 gradual as possible. In the forms of appa- 
ratus heretofore devised or proposed, more 
or less sudden changes, shocks and vibra- 
tions are unavoidable. Besides, the employ- 
ment of the usual devices for imparting to, 
20 or deriving energy from a fluid, such as pis- 
tons, paddles, vanes and blades, necessarily 
introduces numerous defects and limitations 
and adds to the complication, cost of pro- 
duction and maintenance of the machines. 

25 The object of my invention is to over- 
come these deficiencies and to effect the 
transmission and transformation of me- 
chanical energy through the agency of 
fluids in a more perfect manner, and by 
30 means simpler and more economical than 
those heretofore employed. I accomplish 
this by causing the propelling fluid to move 
in natural' paths or stream lines of least 
resistance, free from constraint and disturb- 
.35 ance such as occasioned by vanes _ or kindred 
devices, and to change its velocity and di- 
rection of movement by imperceptible de- 
grees, thus avoiding the losses due to sud- 
den variations while the fluid is imparting 
<10 energy. 

It is well known that a fluid possesses, 
among others, two salient properties, • ad- 
hesion and viscosity. Owing to these a 
solid body propelled through such a medium 
45 encounters a peculiar impediment, kndwn as 
“ lateral ” or “ skin resistance,” which is two- 
fold, one arising from the shock of the 
fluid against the asperities of the solid sub- 
stance, the other from internal forces op- 
50 posing molecular separation. As an inevi- 
table consequence a certain amount of the 
fluid is dragged along by the moving body. 
Conversely, if the body be placed in a fluid 
in motion, for the same reasons, it is im-. 


pelled in the direction of movement. These 65 
effects, in themselves, are of daily observa- 
tion, but I believe that I am the first to ap- 
ply them in a practical and economical man- 
ner in the propulsion of fluids or in their 
use as motive agents. 60 

In an application filed by me October 
21st, 1909, Serial Number 523,832 of which 
this case is a division, I have illustrated the 
principles underlying my discovery as em- 
bodied in apparatus designed for the pro- 65 
pulsion of fluids. The same principles, how- 
ever, are capable of embodiment also in 
that field of mechanical engineering which 
is concerned in the use of fluids as motive 
agents, for while in certain respects the 70 
operations in the latter case are directly 
opposite to those met with in the propul- 
sion of fluids, and the means employed 
may differ in some features, the fundamen- 
tal laws applicable in the two-cases are the 76 
same. In other words, the operation- is re- 
versible, for if water or air under pressure 
be admitted to the opening constituting the 
outlet of a pump or blower as described, the 
runner is set in rotation by reason of the 80 
peculiar properties of the fluid which, in 
its movement through the device, imparts 
its energy thereto. 

The present application", which is a di- 
vision of that referred to, is specially in- 85 
tended to describe and claim my discovery 
above set forth, so far as it bears on the use 
of fluids as motive agents, as distinguished 
from the applications of the same to the 
propulsion or compression of fluids. 90 

In the drawings, therefore, I have illus- 
trated only the form of apparatus designed 
for the thermo-dynamic conversion of en- 
ergy, a field in which the applications of 
the principle have the greatest practical 95 
value. . , 

Figure 1 is a partial end view, and Fig. 

2 a vertical cross-section of a rotary engine 
or turbine, constructed and adapted to.be 
operated in accordance with the principles 100 
of my invention. 

The apparatus comprises a runner com- 
posed of a plurality of flat rigid disks 13 
of suitable diameter, keyed to a shaft 16, 
and held in position thereon by a threaded 105 
nut 11, a shoulder 12, and intermediate 
washers 17. The disks have openings 14 
adjacent to the shaft and spokes 15, which 
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may be substantially straight. For the sake 
of clearness, but a few disks, with compara- 
tively wide intervening spaces, are illus- 
trated. • , . . 

The runner is mounted m a casing com- 
® prising two end castings 19, which contain 
the bearings for the shaft 16, indicated but 
not shown in detail ; stuffing boxes 21 and 
outlets 20. The end castings are united by 
a central ring 22 , which is bored out to a 
10 circle of a slightly larger diameter than that 
of the disks, and' has flanged extensions 23. 
and inlets 24, into which finished ports or 
nozzles 25 are inserted. Circular grooves 26 
,, and labyrinth packing 27 are provided oil 
18 the sides of the runner. Supply pipes LS, 
with valves 29, are connected to the flanged 
extensions of the central ring, one of the 
valves being normally closed. 

„ Fob a more ready and complete under- 
20 standing of the principle of operation it is 
of advantage to consider first the actions 
that take place when the device is used for 
- the propulsion of fluids for which purpose 
9r let it be assumed that power is applied to 
a the shaft and the runner set in rotation say 
in a clockwise direction. Neglecting, for the 
moment, those features of construction that 
make for or against the efficiency of the de- 
vice as a pump, as distinguished from a mo- 
tor, a fluid, by reason of its properties of 
adherence and viscosity, upon entering 
through the inlets 20 , and coming in contact 
with the disks 13, is taken hold of by the 
ok latter and subjected to two forces, one act- 
° ing tangentially in the direction of rotation, 
and the other radially outward. The com- 
bined effect of these tangential and centrifu- 
gal forces is to propel the fluid with con- 
40 tinuously increasing velocity in a spiral path 
until it reaches a suitable peripheral outlet 
from which it is ejected. This spiral move- 
ment, free and undisturbed and essentially 
dependent on the properties of the fluid, psr- 
4 g mitting it to adjust itself to natural paths 
or stream lines and to change its velocity and 
direction by insensible degrees, is a charac- 
teristic and essential feature of this principle 
of operation. . . . 

m While traversing the chamber inclosing 
the runner, the particles of the fluid may 
complete one or more turns, or but a part 
of one turn, the path followed being capable 
of close calculation and graphic representa- 
gg tion, but fairly accurate estimates of turns 
can be obtained simply 1 , by determining the 
number of revolutions required to renew the 
fluid passing through the chamber and mul- 
tiplying it by the ratio between the mean 
60 'speed of the fluid and that of the disks. I 
have found that the quantity of fluid pro- 
pelled in this manner, is, other conditions be- 
ing equal, approximately proportionate to 
the active surface of the runner and to its 
65 effective speed. For this reason, the. per- 


formance of such machines augments at- an 
exceedingly high rate with the increase of 
their size and speed of revolution. 

The dimensions of the device as a whole, 
and the spacing of the disks in any given 70 
machine will be determined by the conditions 
and requirements of special cases. It may 
be stated that the intervening distance should 
should be the greater, the larger the diameter 
of the disks, the longer the spiral path of 76 
the fluid and the greater its viscosity, in 
general, the spacing should be such that the 
entire mass of the fluid, before leaving the 
runner, is accelerated to a nearly .uniform 
velocity, not much below that of the periph- 80 
ery of the disks under normal working con- 
ditions, and almost equal to it when the out- 
let is closed and the particles move m con- 
centric circles. 

Considering now the converse of the above 85 
described' operation and assuming that fluid 
under pressure be allowed to pass through 
the valve at the side of the solid arrow, the 
runner will be set in rotation in a clockwise 
direction, the fluid traveling in a spiral path 90 
and with continuously diminishing velocity 
until it reaches the orifices 14 and 20, through 
which it is discharged. If the runner be al- 
lowed to turn freely, in nearly frictionless 
bearings, its rim will attain a speed closely 96 
approximating the maximum of that of the 
adjacent fluid and the spiral path of the 
particles will be comparatively long, consist- 
ing of many almost circular turns. If load 
is put on and the runner slowed down, the 100 
motion of the fluid is retarded, the turns are 
reduced, and the path is shortened. 

Owing to a number of causes affecting the 
performance, it is difficult to frame a precise 
rule which would be generally applicable, 105 
but it may be stated that within certain 
limits, and other conditions being the same, 
the torque is directly proportionate to the 
square of the velocity of the fluid relatively 
i to the runner and to the effective area of the 110 
disks and, inversely, to the distance separat- 
ing them. The machine will, generally, per- 
s form its maximum work when the effective 
speed of the runner is one-half of that of the 

- fluid; but to attain the highest economy, the 115 
• relative speed or slip, for any given perform- 

■ ance, should be as small as possible. This 
i. condition may be to any desired degree ap- 
proximated by increasing the active area o± 

; and reducing the space between the disks. 120 
i When apparatus of the kind described is 
i employed for the transmission of power cer- 
^ tain departures from similarity between 
i transmitter and receiver are necessary for _ 

[ securing the best results. It is evident that, 125 

- when transmitting power from one shaft to 

- another by such machines, any desired ratio 
a between the speeds of rotation may be ob- 

s tained by a proper selection of the diame- _ 
r ters of the. disks, or by suitably staging the 1 *° 
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transmitter, the receiver or both. But it 
may be pointed out that in one respect, at 
least, the two machines are essentially dif- 
ferent. In the pump, the radial or static 
5 pressure, due to centrifugal force, is added 
to the tangential or dynamic, thus increas- 
ing the effective head and assisting in the 
expulsion of the fluid. In the motor, on the 
contrary, the first named pressure, being op- 
10 posed to that of supply, reduces the effective 
head and the velocity of radial flow toward 
the center. Again, in the propelled machine 
a great torque is always desirable, this call- 
ing for an increased number of disks and 
15 smaller distance of separation, while in the 
propelling machine, for numerous economic 
reasons, the rotary effort should be the small- 
est and the speed the greatest practicable. 
Many other considerations, which will nat- 
20 urallv suggest themselves, may affect the de- 
sign and construction, but the preceding is 
thought to contain all necessary informa- 
tion in this regard. 

In order to bring out a distinctive feature. 
.25 assume, in the first place, that the motive 
medium is admitted to the disk chamber 
through a port, that is a channel which it 
traverses with nearly uniform velocity. In 
this case, the machine will operate as a 
SO rotary engine, the fluid continuously ex- 
panding on its tortuous path to the central 
outlet. The expansion takes place chiefly 
along the spiral path, for the spread in- 
ward is opposed by the centrifugal force 
35 due to the velocity of whirl and by the great 
resistance to radial exhaust. It is to be ob- 
served that the resistance to the passage of 
the fluid between the plates is, approxi- 
mately,’ proportionate to the square of the 
40 relative speed, which is maximum in the 
direction toward the center and equal to 
the full tangential velocity of the fluid. 
The path of least resistance, necessarily 
taken in obedience to a universal law of 
45 motion is, virtually, also that of least rela- 
tive velocity. Next, assume that the fluid 
is admitted to the disk chamber not through 
a port, but a diverging nozzle, a device con- 
verting wholly or in part, the expansive into 
80 velocity-energy. The 1 machine will then 
work rather like a turbine, absorbing the 
energy of kinetic momentum of the particles 
as they whirl, with continuously decreasing 
speed, to the exhaust. 

56 The above description of the operation, I 
may add, is suggested by experience and ob- 
servation, and is advanced merely for the 
purpose of explanation. The undeniable 
fact is that the machine does operate, both 
80 expansively and impulsively. When the ex- 
pansion in the nozzles is complete, or nearly 
so, the fluid pressure in the peripheral clear- 
ance space is small ; as the nozzle is made 
less divergent and its section enlarged, the 
66 pressure rises, finally approximating that of 


the supply. But the transition from purely 
impulsive to expansive action may not be 
continuous throughout, on account of criti- 
cal states and conditions and comparatively 
great variations of pressure may be caused 7C 
by small changes of nozzle velocity. 

In the preceding it has been assumed that 
the pressure of supply is constant or con- 
tinuous, but it will be understood that the 
operation will be, essentially the same if the 75 
pressure be fluctuating or intermittent, as 
that due to explosibns occurring in more or ' 
less rapid succession. 

A very desirable feature, characteristic of 
machines constructed and operated in ac- so 
cordance with this invention, is their capa- 
bility of reversal of rotation. Fig. 1, while 
illustrative of a special case, may be re- 
garded as typical in this respect. If the 
right hand valve be shut off and the fluid §5 
supplied through the second pipe, the runner 
is rotated in the direction of the dotted ar- 
row, the operation, and also the performance 
remaining the same as before, the central 
ring being bored to a circle with this purpose 90 
in view. The same result may be obtained 
in many other ways by specially designed 
valves, ports or nozzles for reversing the 
flow, the description of which is omitted 
here in the interest of simplicity and clear- 95 
ness. For the same reasons but one opera- 
tive port or nozzle is illustrated which might 
be adapted to a volute but dees not fit best 
a circular bore. It will be understood that 
a number of suitable iplets may be provided joo 
around the periphery jof the runner to im- 
prove the action and that the construction 
of the machine may be modified in many 
ways. 

Still another valuable and probably 105 
unique quality of such motors or prime mov- 
ers may be described. By proper construc- 
tion and observance of working conditions 
the centrifugal pressure, opposing the pas- 
sage of the fluid, may, as already indicated, no 
be made nearly equal to the pressure of sup- 
ply when the machine is running idle. If 
the inlet section be large, small changes in 
the speed of revolution will produce great 
differences in flow which are further en- 115 
hancecl by the concomitant variations in the 
length of the spiral path. A self-regulating 
machine is thus obtained bearing a striking 
resemblance to a direct-current electric mo- 
tor in this respect that, with great differences 120 
of impressed pressure in a wide open chan- 
nel the flow of the fluid through the same is 
prevented by virture of rotation. Since the 
centrifugal head increases as the square of 
the revolutions, or even more rapidly, and 125 
with modern high grade steel great periph- 
eral velocities are practicable, it is possible 
to attain that condition in a single stage 
machine, more readily if the runner be of 
large diameter. Obviously this problem is 130 





facilitated by compounding, as will be un- 
derstood by those skilled in the art. Irre- 
spective of its bearing on economy, this tend- 
ency which is, to a degree, common to 
5 motors of the above description, is of special 
advantage in the operation of large units, as 
it affords a safeguard against running away 
and destruction. Besides these, such a prime 
mover possesses many other advantages, both 
10 constructive and operative. It is simple, 
light and compact, subject to but little wear, 
cheap and exceptionally easy to manufac- 
ture as small clearances and accurate milling 
work are not essential to good performance. 
15 In operation it is reliable, there being no 
valves, sliding contacts or troublesome vanes. 
It is almost free of windage, largely inde- 
pendent of nozzle efficiency and suitable for 
high as well as for low fluid velocities and 
20 speeds of revolution. 

It will be understood that the principles 
of construction and operation above gener- 
ally set forth, are capable of embodiment in 
machines of the most widely different forms, 
25 and adapted for the greatest variety of pur- 
poses. In my present specification I have 
sought to describe and explain only the gen- 
eral and typical applications of the principle 
which I believe I am the first to realize and 
3Q turn to useful account- 

What I claim is : 

1. A machine adapted to be propelled by 
a fluid consisting in the combination with a 
casing having inlet and outlet ports at the 

35 peripheral and central portions, respectively, 
of a rotor having plane spaced surfaces be- 
tween which the, fluid may flow in natural 
spirals and by adhesive and viscous action 
impart its enerp-v of movement to the rotor, 
40 as described. 

2. A machine adapted to be propelled by 
a fluid, comprising a rotor composed of a 
plurality of plane spaced disks mounted on a 
shaft and open at or near the same, an in- 

45 closing casing with a peripheral inlet or in- 
lets, in the plane of the disks, and an outlet 
or outlets in its central portion, as described. 

- 3. A rotary engine adapted to be propelled 
by adhesive and viscous action of a continu- 
50 ously expanding fluid comprising in combi- 
nation a casing forming a chamber, an inlet 
or inlets tangential to the periphery of the 
same, and an outlet or outlets in its central 
portion, with a rotor composed of spaced 


disks mounted on a shaft, and open ator v 55 
near the same, as described.' • • .. ' 

4. A machine adapted to be propelled by 
fluid, consisting in the combination of a plu- 
rality of disks mounted on a shaft and open, 
at or near the same, and an inclosing casing 60 
with ports or passages of inlet and outlet; 
at the peripheral and central portions, re- 
spectively, the disks being spaced to. form 
passages through which the fluid may flow, 
under the combined influence Of radial and 65 
tangential forces, in a natural spiral path 
from the periphery toward the axis of . the 
disks, and impart its energy of movement to 
the same by its adhesive and viscous action 

Ahereon, as set forth. 70 

5. A machine adapted to be propelled by 
'a fluid comprising in combination a plural- 
ity of spaced disks rotatably mounted and 
having plane surfaces, an inclosing casing 
and ports or passages of inlet and outlet ad- 75 
jacent to the periphery and center of the 
disks, respectively, as set forth. 

6. A machine adapted to De. propelled by a 
fluid comprising in combination a. runner 
composed of a plurality of disks having 80 
plane surfaces and mounted at intervals on 

a central shaft, and formed with openings 
near their centers, and means for admitting 
the propelling fluid into the spaces between 
the disks at the periphery and discharging it 85 
at the center of the same, as set forth. 

7. A thermo-dynamic converter, compris- 

ing in combination a series of rotatably 
mounted spaced disks with plane surfaces, 
an inclosing casing, inlet ports at the pe- 90 
ripheral portion and outlet ports leading 
from the central portion of the same, as set 
forth. - „ • 

8. A thermo-dynamic converter, compris- 
ing in combination a series of rotatably .95 
mounted spaced disks with plane surfaces 
and having openings adjacent to their cen- 
tral portions, an inclosing casing, inlet ports 

in the peripheral portion, and outlet ports 
leading from the central portion of the same, 100 
as set forth. 

In testimony whereof I affix my signature 
in the presence of two subscribing witnesses. 

NIKOLA TESLA. 

Witnesses: 

M. Lawson Dyer, 

Wii. Bohleber. 
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20 on Hu / L U \ ln t ' lat d re hes principally 
f S ,1 ' ,Ua spectacle of a large mass 
of fiunl m motion and the display of seem- I 
ngh great {lower. Incidentally, it J e 3 s 1 
the realization pf beautiful and shdlrin’o- 
_hmvs through, illumination and the dispo* 
sition oi voluminous cascades which. mrL 
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dr ;ouimiwuon and the disoo 

over' 1 ina y V ? uinillous cascades which, more- 

wnvc i be a r PP m d t0 USefuI Purposes ill 
nays not practicable with the old and f» 

miliar devices. These objects are areom- 
„„ p fe le i? b -X tlle . displacement of a great vol- 
S° ume of fluid with a relatively smalfeSend 

nance f of ^ ln > th , e 1 production and mainte- 
mm i t veritable waterfall as distin- 
^iiibhed from a mere spout, jet or spray 
„ , dlie jmderivihg idea of the invention can 

4 "”ta “ 1 widely v.riS 

Plest fonm lnStance t5le sim- 

, pi6bt toxins, of which I am aware, are shown 

as embodiments of the principle involved 

in the accompanying drawing, Fimire 1 F 

« a lop p , m d m , 0ltica r feS'iy 

devhviF i' 311 1 iiv which I have 

dex ised for the purpose. Fig, 3 and Fig 4 

aemce ot much simpler construction 

K Ol PFT*? n rr V-v-v +1,,. Z» . j 
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; .... — w, oi.uij.uer construction. 

en, ‘e "ilSF 1 WW* 


grtacie „f hiitabiViteSSTT 

glass, porcelain, marble, cement or other 

eTis ; ;r »■ * ft 1 hi,b 2 »;? 

4 flai> ed out at. the top and rn-o 
5° ailed with openings -1 at the bottom Tn 
the .lull 2 is inserted a shaft 5 rotatably siin 

7 end a faction pulley or gear wheel 

» haeihi'V'KhTbly 0 !?,' *"* “ f>Ete ” d 


which is shown in this instance as the best 

kno^ n propelling* device* huf if will i 
dersfonrl th., 1 - ’ out it will be un- 

V moS 0 «d ie r means may.be employed. 

, niot T 10 suitably mounted so in 
tr ;r m n dirough wheel 11, bv frSihn or 

Jtef Cf, l ° Vf ^ « «5 " 

kainer-.mf A ^ C0 , vered witil removable 
..•in a ud_ receptacles 1 may he provbWl 

^■ith convenient connections, - ’ respectively 
ov cleaning and renewing the liquid It S 

SS 1 rr 8 ^ t0 ^ attach 8 

iiienr.i in tile drawing’. 

' • *?*> 3 X overflows i„ the 

101111 °i a circular cascade. 

in order to prevent the weltiim of the 

^ . 1, ft . 5 ’. th ' cmtml "i'A “ - 

3 T < At?„ i'f'f 10 ««r* ” !) »™ “nd,,it 

■% u iattel ls tunnel shaped for reasons 

| f <3 h 01 ' 0111 j. and also for -the 1 purpose Xe ! 

™,'S- irA"lFlTW* ynohSVnd 

ire, t vohZ/ S f ed ! d t0 kee P i}1 motion a 
j-,K.ax \ oj ume ox water ?> n d , 

?r°/l U fl d °* 1 ^ le .^server is very s\rfkin°^ " 

entro-v Stll j f lirlller economizing 

the . bol tom of receptacle 1 mat be 
h Fjo J “ s md,cat . e d by the dotted lines 12 

»i2rof The^E 86 ae veIoci(y 8t 

abwSrf 8n if eil ° f the re - snIte obtain- 
b t 4 11 small, apparatus, properly de 

’T le F/o> T J be Rtated that by applying 
only 1/25 of a horse-power to the slmft Sd 

h fr of eighteen mefi mme 
Fan one hundred gallons per minute may 

b ! P ^ peI f ed , th , e de Pth of the fluid passing 
oxti the flared mp of conduit 3, one foot iS 
diameter, being; nearly one-half inch. As 
the circulation is extremely rapid the total 

Sr 7 / 'i 1 ""’ re F™ii S 

sm,i i|. About one tenth of that delivered 
mmute will be, generally, sufficient. Such a 
cascade presents a singularly attractive ap 
penance and tins feature may be still fm- 
tner enhanced by artistic groujing of plants 

the who! ° b]e ? t - around ifc > in which 'case 
view P 6 ^ nt , n Y n . ce ma y hidden from 

cv. Paiticularly beautiful displays how 
ilbnninaSoi S 

be earned out m many ways. To 
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heighten the effect, a colored, opalescent or 
phosphorescent fluid may. be employed. 
Sterilizing, aromatic or radio-active liquids 
may also be used, when so desired. The 
5 usual fountains are objectionable in many 
places on account of the facility they afford 
for the breeding of insects. The apparatus 
described not only makes this, impossible 
but is a very efficient trap. Unlike the old 
10 devices in which only a very small,, volume 
of water is set in motion, such a waterfall is 
is highly effective in cooling the surround- 
ing atmosphere. To still improve this ac- 
tion the free end 13 of the rotating shaft 
15 may' be utilized to carry any kind of fan. 
The water may, of course, be artificially - 
cooled. 

The device described may be modified m 
many ways and also considerably simplified. 

20 For example, the propeller may be fixed di- 
rectly to the shaft of the motor and the 
latter supported conveniently from above 
when many of the parts illustrated in Fig. 1 
~ and Fig. 2 may be dispensed with. In fact, 

25 receptacle 1 itself may . be replaced by an 
independent tank or basin so that the entire 
apparatus will only consist of a funnel 
shaped conduit, motor , and. propeller as. a 
unit. Such a construction. is shown in Fig. 

30 3 and Fig. 4 in which 3 is a conical vessel 
provided with intake openings 4 and rest- 
ing on a substantial base. A motor 14, car- 
rying on a strong shaft. 5 a propeller 9, is 
fixed to supports 15 which extend from the 
35 inner side of conduit 3 and may be integral 
with the' same. Obviously, to insure per- 
fect working the weight of the moving parts 
and axial reaction of the propeller should 
be taken up or balanced as by a thrust bear- 
40 ing 16, or other means. 

Apparatus of this description is especially 
intended for use in open basins' or reservoirs 
in which it may be placed and put in action 
at short notice. When it is desired to pro- 
45 duce large and permanent waterfalls the 
conduit 3 may be formed by masonry • of 
appropriate archit ;tural design. 

The invention has. an unlimited field of 
use in private dwellings, hotels, theaters, 
50 concert halls, hospitals, aquaria and, par- 
ticularly, in squares, gardens and parks m 
which it may be carried out on a large scale 
' so as to afford a magnificent spectacle far | 
more captivating and stimulating to the 
55 public than the insignificant displays now 
in use. . 

I am well aware that artificial water falls 
have heretofore been exhibited and that foun- 
tains in which the same water is. circulated 
60 are old and well known. But in all such 
cases independent pumps of small volumet- 


ric capacity were used to raise the water to 
..an appreciable height which involved the 
expenditure of considerable energy, while 
the spectacle offered, to the eye was uninter- 65 
esting. In no instance, to my knowledge, 
has a great mass of fluid been propelled by 
the use of only such power as is required to 
lift it from its normal level through, a 
relatively short space to that from which 70 
it overflows and descends as a cascade, nor 
have devices especially adapted for the pur- 
pose been employed. 

What I claim is: . . 

1. An artificial fountain consisting of an 75 

unobstructed conduit having an elevated 
overflow and adapted to be set in a body . of 
water, and a propelling device for main- 
taining a rapid circulation of the water 
through the conduit. ... 80 

2. An artificial fountain comprising, m 

combination an unobstructed conduit having 
an elevated overflow and adapted to be set 
in a body of fluid, a propeller within the 
conduit for maintaining a rapid circulation 85 
of the fluid through the same, and a motor 
for driving the propeller. . 

3. The artificial fountain herein de- 

scribed, comprising in combination . a re- 
ceptacle, a central hollow conduit with an 90 
elevated overflow placed therein, a propeller 
within the conduit, and a motor for driving 
the propeller, so as to maintain a rapid cir- 
culation of fluid through the conduit. 

4. The artificial fountain, herein de- 95 

scribed, comprising in combination, a re- 
ceptacle, a conduit with elevated overflow 
set therein, a central hub extending up 
through the conduit, a rotary shaft extend- 
ing therethrough, and a propeller earned 100 
by” the shaft for maintaining a rapid circu- 
lation of fluid through the conduit. 

5 . An artificial fountain comprising in 

combination with an unobstructed passage 
from the normal to the elevated fluid levels, 105 
of a propeller for maintaining a rapid cir- 
culation of the fluid through such passage 
anpl producing thereby a cascade with the 
expenditure Of little energy. . . 

6. An artificial fountain comprising a 110 
funnel shaped conduit adapted to be set in 

a body of .fluid, and having openings near 
the lower end, and a propeller supported 
within the conduit and adapted when . m 
operation to maintain a rapid circulation 115 
of water through the same. 

In testimony whereof I affix my signature .. 
in the presence of two subscribing witnesses. 

• NIKOLA TESLA. 

Witnesses : 

M. Lawson Dyar, 

Wm. Bohueuer. 
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To all whom it may concern : 

Be it known that I, Nikola Tesla, a citi- 
zen of the United States, residing in the 
borough of Manhattan, in the city, county, 
5 and State of New York, have invented cer- 
tain new and useful Improvements in Appa- 
ratus- for Transmitting Electrical Energy, 
of which the following is a specification, ref- 
erence being had to the drawing accom- 
10 panying and forming a part of the same. 

In endeavoring to adapt currents or dis- 
charges of very high tension to various valu- 
able uses, as the distribution of energy 
through wires from central plants to distant 
16 places of consumption, or the transmission 
of powerful disturbances to great distances, 
through the natural or non-artificial media, 
I have encountered difficulties in confining 
considerable amounts of electricity to the 
20 conductors and preventing its leakage over 
their supports, or its escape into the ambient 
air, which always takes place when the elec- 
tric surface density reaches a certain value. 
The intensity of the effect of a transmit- 
26 ... ting circuit with a free or elevated terminal 
is proportionate to the quantity of electric- 
ity' displaced, whicli is determined by the 
product of the capacity of the circuit, the 
pressure, and the frequency of the currents 
30 employed. To produce an electrical move- 
ment of the required magnitude it is de- 
sirable to charge the terminal as highly as 
possible, for while a great quantity of elec- 
tricity may also be displaced by a large 
36 capacity charged to low pressure, there are 
disadvantages met with in many cases when 
the former is made too large. The chief of 
these are due to the fact that an increase of 
the capacity entails a lowering of the f re- 
40 quency of the impulses or discharges and a 
diminution of the energy of vibration. This 
will be understood when it is borne in mind, 
that a circuit with a large capacity behaves 
as' a slackspring, whereas one with a small 
45 capacity acts like a stiff spring, vibrating 
more vigorously. Therefore, in order to 
attain the highest possible frequency, which 
for certain purposes is advantageous and, 
apart from that, to develop the greatest 
50 energy in such a transmitting circuit, I em- 
ploy a terminal of relatively small capacity, 
which I charge to as high a pressure as prac- 
ticable. To accomplish this result I have 
found it imperative to so construct the ele- 
55 vated conductor, that its outer surface, on 
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which the electrical charge chiefly accumu- 
lates, has itself a large radius of curvature, 
or is composed of separate elements which, 
irrespective of their own radius of curva- 
ture, are arranged in close proximity to each 60 
other and so, that the outside ideal surface 
enveloping them is of a large radius. Evi- 
dently, the smaller the radius of curvature 
the greater, for a given electric displace- 
ment, will be the surface- density and, con- 65 
sequently, the lower the limiting pressure to 
which the terminal may be charged without 
electricity escaping into the air. Such a 
terminal I secure to an insulating support 
entering more or less into its interior, and I 70 
likewise connect the circuit to it inside or, 
generally, at points where the electric den- 
sity is small. This plan of constructing and 
supporting a highly charged conductor I 
have found to be of great practical impor- 75 
tance, and it may be usefully applied in many 
ways. 

Beferring to the accompanying drawing, 
the figure is a view in elevation and part 
section of an improved free terminal and 80 
circuit of large surface with supporting 
structure and generating apparatus. 

The terminal D consists of a suitably 
shaped metallic frame, in this case a ring of 
nearly circular cross section, which is cov- 85 
ered with half spherical metal plates P P, 
thus constituting a very large conducting 
surface, smooth on all places where the elec- 
tric charge principally accumulates. The 
frame is carried by a strong platform ex- 90 
pressly provided for safety appliances, in- 
struments of observation, etc., which in turn 
rests on insulating supports F F. These 
should penetrate far into the hollow space 
formed by the terminal, and' if the electric 96 
density at the points where they are bolted 
to the frame is still considerable, they may 
be specially protected by conducting hoods 
as H. 

A part of the improvements which form 100 
the subject of this specification, the trans- 
mitting circuit, in its general features, is 
identical with that described and claimed in 
my original Patents Nos. 645,576 and 649,621. 

The circuit comprises a coil A which is in 105 
close inductive relation with a primary C, 
and one end of which is connected to a 
ground-plate E, while its other end is led 
through a separate self-induction coil B and 
a metallic cylinder B' to the terminal D. Ill 



The connection to the latter , should always 
be made at, or near the center, in order to 
secure a symmetrical distribution of the cur- 
rent. as otherwise, when the frequency is 
5 very high and the flow of large volume, the 
performance of the apparatus might be im- 
paired. The primary C may be excited in 
any desired manner, from a suitable source 
of currents G, which may be an alternator 
10 or condenser, the important 'requirement 
' being , that the resonant condition is estab- 
lished, that is to say, that the terminal D is 
charged to the maximum pressure developed 
in the circuit, as • i have specified in my 
15 original patents before referred to. The ad- 
justments should be made with particular 
care when the transmitter is one of great 
power, not only on account of economy, but 
~~ also in order to avoid danger. I haveshown 
20 that it is practicable to produce in a resonat- 
ing circuit as E A B B / D immense electri- 
cal activities, measured by tens and even 
hundreds of thousands of horse-power, and 
in such a case, if the points of maximum 
25 pressure should be shifted below the ter- 
minal D, along coil B, a ball of fire might 
break out and destroy the support F or any- 
„ thing else in the way. For the better ap- 
preciation of the nature of this danger it 
30 should be stated, that the destructive action 
may take place with inconceivable viqlence. 
This will cease to be surprising when it is 
borne in mind, that the entire energy accu- 
mulated in the excited circuit, instead of re- 
35 quiring, as under normal working condi- 
tions, one quarter of the period or more for 
its transformation from static to kinetic 
form, may spend itself in an incomparably 
smaller interval of time, at a rate of many 
40 millions of horse power.. The accident is 
apt to occur when, the transmitting circuit 
being strongly excited, the impressed oscil- 
lations upon it are caused, in any manner 
more or less sudden, to be more rapid than 
45 the free oscillations. It is therefore, ad- 
visable to begin the adjustments with feeble 
and somewhat slower impressed oscillations, 
strengthening and quickening them grad- 
ually, until the apparatus has been brought 
50 under perfect . control. To increase the 
safety, I provide on a convenient place, pref- 
erably on terminal D, one or more elements 
or plates either of somewhat smaller radius 
of curvature or protruding more or less be- 
65 y 0nc i the others (in which case they may,be 
of larger radius of curvature) so that, should' 
the pressure rise to a value, beyond which it 
is not desired to go, the powerful discharge 
may dart out there and lose itself harmlessly 
60 in the air. Such a plate, performing a func- 
tion similar to that of a safety valve on a 
high, pressure reservoir, is indicated at Y. 

Still further extending the, principles 
underlving my invention, special reference 
65 is made to coil B and conductor B'. The 


latter is in the form of a cylinder with 
smooth or polished surface of a radius much 
larger than that of the half spherical ele- 
ments P P, and widens out at the bottom 
into a hood H, which should be slotted to 73 
avoid loss by eddy currents and the pur- 
pose of which will be clear from the fore-' 
going. The coil B is wound on a frame or 
drum D 1 of insulating material, with its 
turns close together. I have discovered that 7 5 
when so wound the effect of the small radius 
of curvature of the wire itself is overcome 
and the coil behaves as a conductor of large 
radius of curvature, corresponding to that 
of the drum. This feature is of consider- S3 
able practical importance and is applicable 
not only in this special instance, but gen- 
erally. For example, such plates at P P 
of terminal D, though preferably of large 
radius of curvature, need not be necessarily 85 
so, for provided only that the individual 
plqtes or elements of a. high potential con- 
ductor or terminal are arranged in prox- 
imity to each other and with their outer 
boundaries along an ideal symmetrical en- 90 
veloping surface of a large radius of curva- 
ture, the advantages of the invention will 
be more or less fully realized. The lower 
end of the coil B — which, if desired, may 
be extended up to the terminal D — should 95 
be somewhat below the uppermost turn of 
coil A. This, I find, lessens the tendency of 
the charge to break out from the wire con- 
necting. both and to pass along the sup- 
port F'. ... 100 

Having described my invention, I claim: 

T. As a means for producing great elec- 
trical activities a resonant circuit having 
its outer conducting boundaries, which are 
charged to a high potential, arranged in 10 5 
surfaces of large radii of curvature so as 
to prevent leakage of the oscillating charge, - 
substantially as set forth. 

2. In apparatus for the transmission of 
electrical energy a circuit connected to H° 
ground and to an elevated terminal and 
having its outer conducting boundaries, 
which are subject to high tension, arranged 

in surfaces of large radii of curvature sub- 
stantiallv as, and for the purpose described. H- 

3. In a plant for the transmission of elec- 
trical energy without wires, in combination 
with a primary or exciting circuit a second- 
ary connected to ground and to an elevated 
terminal and having its. outer conducting 120 
boundaries, which are charged to a high 
potential,; arranged in surfaces of large radii 

of curvature for thA purpose of "preventing 
leakage and lost of energy, substantially as _ 
set forth.. ", , . , 125 

4., As a means for transmitting electrical 
energy to a distance through the _ natural 
media a grounded resonant circuit, com- 
prising a part upon which oscillations are -. 
impressed and another for raising the ten- 
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sion, having its outer conducting boundaries 8. A 'wireless tra nsmi tter comprising in 30 
on which a high tension charge accumulates combination a source of oscillations as a 
arranged in surfaces of large radii of curva- condenser, a primary exciting circuit and a 
ture, substantially as described. secondary grounded and elevated conductor 

5 5. The means for producing excessive the outer conducting boundaries of which 

electric potentials consisting of a primary are in proximity to each other and arranged 35 
exciting circuit and a resonant secondary in surfaces of large radii of curvature, sub- 
having its outer conducting elements which stantially as described, 
are subject to high tension arranged in prox- 9. In apparatus for the transmission of 
10 imity to each other and in surfaces of large electrical energy without wires an elevated 
radii of curvature so as to prevent leakage conductor or antenna having its outer high 40 
of the charge and attendant lowering of po- potential conducting or capacity elements 
tential, substantially as described. arranged in proximity to each other and in 

6. A circuit comprising a part upon which surfaces of large radii of curvature so as to 
1® oscillations are impressed and another part overcome the effect of the small radius of 

for raising the tension by resonance, the curvature of the individual elements and 
latter part being supported on places of low leakage of the charge, as set forth. _ _ 
electric density and having its outermost . 10. A grounded resonant transmitting 
conducting boundaries arranged in surfaces circuit having its outer conducting bound- 
20 0 f large radii of curvature, as set forth. aries arranged in surfaces of large radii 

7 . In apparatus for the transmission of of curvature in combination with an ele- 
electrical energy without wires a grounded vated terminal of great surface supported 
circuit the outer conducting elements of at points of low electric density, substan- 
which have a great aggregate area and are tially as described. 

25 arranged in surfaces of large radii of curva- MKOLA TESLA. 

ture so as to permit the storing of , a high ... . 

charge at a small electric density and pre- Witnesses: _ 

vent loss through leakage, substantially as ^ M. Damson Dyek, - 

described. Bichakd Donovan. 
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To all whom it may concern: 

Be it known that I, Nikola Tesla, a citi- 
zen of the United States, residing at New 
York, in the county and State of New York, 
5 have invented certain new and useful Im- 
provements in Speed-Indicators, of which 
the following is a full, clear, and exact de- 
scription. 

In the provision of speed indicators, that 
10 give direct readings of rate of motion, — 
for example shaft speeds in terms of revolu- 
tions per minute or vehicle speeds in miles 
per hour — it is obviously important that the 
instrument be simple, inexpensive and du- 
15 rable, and that its indications be correct 
throughout a wide range of speed. Likewise 
it is very desirable that its operation shall 
be subject to little or no appreciable devia- 
tion from accuracy under normal or ex- 
20 pected extraneous changes, such as those of 
atmospheric density, temperatute, or mag- 
netic influence, in order that the structure 
may be free from any complications inci- 
dent to the employment of specific means 
25 compensating for such varying conditions. 

My present invention supplies a speed 
measuring appliance amply satisfying com- 
mercial demands as above stated, in a struc- 
ture wherein the adhesion and viscosity of 
30 a gaseous medium, preferably air, is utilized 
for torque-transmission between the driving 
and driven members. 

More particularly, my invention provides 
a rotatable primary and a mechanically re- 
35 sistant or biased pivoted secondary element, 
cooperating through an intervening fluid 
medium to produce, inherently, without the 
use of compensating instrumentalities, 
angular displacements of the secondary ele- 
40 ment in linear proportion to the rate of rota- 
tion of the primary, so that the reading 
scale may be uniformly graduated. This 
latter advantage is secured through the ap- 
plication of novel principles, discovered by 
45 me, which will be presently elucidated. 

In investigating the effects of fluids in 
motion upon rotative systems I have ob- 
served that under certain conditions to be 
hereafter defined, the drag or turning 
50 effort exerted by the fluid is exactly pro- 
portionate to its velocity relative to the 
system. This I have found to be true of 
gaseous and liquid media, with the distinc- 
tion however, that the limits within which 
56 the law holds good are narrower for the 
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latter, especially so when the specific gravity 
or the viscosity of the liquid is great. 

Having determined the conditions under 
which the law of proportionality of torque 
to speed (rather than to the square of the 60 
speed or to some higher exponential func- 
tion of the same) holds good, I have applied 
my discoveries in the production of new de- 
vices — essentially indicators of speed but 
having wider fields of use — which are, in 65 
many aspects, superior to other forms of 
speedometers. 

Specifically I have devised rate-of -motion 
indicators which comprise driving and 
driven members with confronting, closely- 70 
adjacent, noncontacting, smooth, annular 
surfaces of large area, coacting in the trans- 
mission of torque through the viscosity and 
adhesion of interposed thin films of air, — 
mechanical structures offering numerous 75 
constructive and operative advantages. 
Furthermore, by properly designing and co- 
ordinating the essential elements of such in- 
struments I have secured substantial linear 
proportionality between the deflections of 80 
the indicating or secondary element and the 
rate of rotation of the driving or primary 
member. 

The conditions more or less indispensable 
for this most perfect embodiment of my in- 86 
vention — that is to say, embodiment in a 
speed indicator approximating rigorous 
linear proportionality of deflection to speed — 
are : 

1. The arrangement should be such that *0 
the exchange of fluid acting on the system 
is effectively prevented or minimized. If 
new fluid were permitted to pass freely be- 
tween the elements there would be, as in a 
pump, with the rise and fall of velocity, *5 
corresponding changes of quantity and the 
torque would not vary directly as the speed, 
but as an exponential function of the same. 
Broadly speaking, such provision as is com- 
monlv made in hydraulic brakes for free cir- *0® 
culation of fluid with respect to the rotative 
system, with the attendant acceleration and 
retardation of the flow, will generally pro- 
duce a torque varying as the square of the 
speed, subject however, in practice, to in- 106 
fluences which may cause it to change ac- 
cording to still higher powers. For this 
reason confinement of the fluid intervening 
between the primary and secondary elements 
of the system so that such active, torque- 
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transmitting medium may remain resident, 
and not be constantly renewed, is vital to 
complete attainment of the desired linear 
proportionality. 

6 2. The spaces or channels inclosing the ac- 

tive medium should be as narrow as prac- 
ticable, although within limits this is rela- 
tive, the range of effective separation in- 
creasing with the diameter of the juxtaposed 
10 rotative surfaces. My observations have es- 
tablished that when the spacing is so wide 
as to accommodate local spiral circulation 
in the resident fluid between the confront- 
ing areas, marked departures from rigorous 
15 proportionality of torque to speed occur. 
Therefore in small instruments with pri- 
mary members of but few inches diameter, 
it is desirable that the channels should be as 
narrow as is mechanically feasible with due 
20 regard to the importance of maintaining the 
noncontacting relation of the rotative parts. 

3. The velocity of the fluid relative to the 
system should be as small as the circum- 
stances of the case will permit. When a gas 

25 such as air is the active medium, it may be 
100 feet per second or even more, but with 
liquids speeds of that order cannot be used 
without detriment. 

4. The bodies exposed to the action of the 
30 fluid should be symmetrically shaped and 

with smooth surfaces, devoid of comers or 
projections which give rise to destructive 
eddies that are particularly hurtful. 

5. The system should be so shaped and 
36 disposed that no part of the moving fluid ex- 
cept that contained in the spaces or channels 
can effect materially the torque. If this 
rule is not observed the accuracy of the in- 
strument may be impaired to an apprecia- 

40 ble degree, for even though torque trans- 
mission between the confronting surfaces 
is proportional, there may yet be a com- 
ponent of the rotary effort (through the 
fluid coacting with the external surfaces) 
46 proportional to an exponential function of 
the speed. Hence it is desirable that by a 
closely investing casing, or other means, the 
torque-transmitting effect of fluid outside of 
the channels between the rotative parts be 
50 minimized. 

6. In general the flow of the medium 
should be calm and entirely free from all 
turbulent action. As soon as there is a 
break of continuity the law above stated 

65 is violated and the indications of the device 
cease to be rigorously precise. 

These requirements can be readily ful- 
filled and the above discoveries applied to a 
great many valuable uses, as for indicating 
60 the speed of rotation or translation, respec- 
tively, of a shaft, or a vehicle, such as an au- 
tomobile, locomotive, boat or aerial vessel; 
for determining the velocity of a fluid in 
motion ; for measuring the quantity of flow 
65 in steam, air, gas, water or oil supply; for 


ascertaining the frequency of nyschanical 
and electrical impulses or oscillations; for 
determining physical constants; and for 
numerous other purposes of scientific and 
practical importance. 70 

The nature and object of the invention 
will be clearly understood from the succeed- 
ing description with reference to the accom- 
panying drawings in which: 

Figure 1 represents a vertical cross sec- 75 
tion of a speed indicator or hand tachom- 
eter embodying the above principles; Fig. 

2 is a horizontal view of the instrument dis- 
closing part of the scale, and Figs. 3 and 
4 are diagrammatic illustrations showing so 
modified constructions of the main parts in 
a similar device. 

Referring to Fig. 1, 1 is a pulley-shaped 
metal disk from three to four inches in di- 
ameter constituting the freely-rotatable pri- 85 
mary element. It is fastened to a drive- 
shaft 2 which is turned to fit a hole in the 
central hub 3 of the casting 4. A ball bear- 
ing 5 set in a recess of the former, serves 
to take up the thrust against the shoulder 90 
6 of the shaft and insures free running of 
the same. In close proximity to the disk 
1 is the thin shell 7 in the form of a cup, 
this being the secondary element of the sys- 
tem. It is made of stiff and light material, 95 
as hard aluminum, and is fixed to a spindle 
8, supported in nearly frictionless bearings 
or pivots 9 and 10. As. before remarked 
the spacing between the two elements, (1 
and 7), should best be as small as manufac- ICO 
turing conditions may make feasible. By 
way of example, a separation, — in an in- 
strument of the diameter suggested, — of say 
.015'' to .025" will be found effective for 
working purposes and also within a reason- 105 
able range of inexpensive mechanical attain- 
ment. Still smaller spacing is, however, 
theoretically desirable. One of the bear- 
ings aforesaid is screwed into the end of 
the shaft 2 and the other into a plug 11 in 110 
a slotted tubular extension 12 of a casting 
13. The running bearing in the shaft, 
though not of perceptible influence on the 
indications, may be replaced by a stationary 
support behind and close to shell 7, as at 8. 115 
A torsional spring 14 is provided, for bias- 
ing the pivoted element 7, having its ends 
held in collars 15 and 16, which can be 
clamped, as by the set screws shown, the one 
to the spindle 8 and the other to the plug 120 
11. The bearings 9 and 10 are capable of 
longitudinal adjustment and can be locked 
in any position by check nuts 17, and 18, 
but this refinement is generally unnecessary. 

The castings 4 and 13, in the construction 12 5 
specifically shown, when screwed together 
form a casing that closely invests the rota- 
tive system. This casing forms one avail- 
able means for preventing communication 
of torque from the primary element 1 to the 133 
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secondary member 7 through the medium cations will not be true to scale, even though 
contacting with the external surfaces of the instrument be prefect in other respects, 
both, to any extent sufficient for materially In order that the torque should vary rigor- 
modifymg the torque due to the films be- ously as the speed, the fluid particles in the 
6 tween the elements, but other means to this minute channels between the rotating and 
end may be substituted. The chamber in- pivoted members should move in circles and 
within the casting, should be air- not in spirals, as necessarily would be the 
tight for highest accuracy in order that the case in a device in which pumping action 
density of the contained, medium may re- could take place, and either by making 
10 ™ ain constant, although in the vast, major- both the primary and secondary elements 
lty of cases where air is used, as the active effectively-imperf orate to prevent central 
agent, the slight effects of ordinary changes admission of air, or otherwise so con- 
of temperature and density of the external structed and conditioned that air may not 
atmosphere can be ignored, as they are in freely pass from center to periphery be- 
15 a measure neutralized by the concommitant tween the elements of the moving svstem 
variations m the resilience of the torsional unchanging residence of a definite "body 
spring and as they do not seriously affect of, the active medium within the sys- 
the proportionality of deflections observed, tem is insured. Where pumping action,— 
However, when great precision is essential, that is to say, acceleration or retardation 
20 a seal 19 of suitable packing, paste or amaL of fluid movement other than circularly 
gam may be employed. Obviously the work- with the primary element,— takes place 
ing parts rnay be contained in a separate, the deflections increase more rapidly than 
perfectly tight reservoir filled with fluid the speed. It follows that centrifugal force, 
of any desired character, the rotating mem- which is the essential active principle in 
25 ber or disk 1 being driven by a magnet out- pumping, must be negligible to avoid corn- 
side. I his expedient has been adopted in pression of the air at the periphery which 
numerous instances and is quite familiar, might result in a sensibly increased torque 
Ihe casting 4 has a window or opening .20, To appreciate this, it should be borne in 
closed by a piece of transparent substance, mind that the resistance of a circular strip 
30 such as celluloid, for enabling the readings of the active area would, under such con- 
to be made on the scale which is engraved ditions, be proportionate to the fourth power 
upon or glued to the rim of the indication- of the diameter so that a slight compression 
controlling, element or shell 7T The shaft 2 and attendant increase of density of the 
is armed with a steel or rubber tip 21, and a medium in the peripheral portion would 
35 handle 22 of fiber or other material is fas- cause a noticeable departure from rigorous 
tened to the central hub of casting 13, com- proportionality. Experience has demon- 
pleting the hand tachometer. strated that when the space is very narrow, 

Fig. 2 in which like numbers designate as is indispensable for the fullest attain- 
corresponding parts is self-explanatory. ment of the desired proportionality, the cen- 
40 Attention may be called to the pointed in- trifugal effect of the active fluid, lie it gase- 
dex 23 placed jn the opening 20 and mark- ous or liquid, is so small as to be unobserv- 
mg, when the instrument is not in use, zero able. The inference is that the actions in the 
on the scale. The latter can be readily put narrow space between the rotative members 
in proper position by turning the collar 16 are capillary or molecular and wholly dif- 
45 to the desired angle. ferent in principle from those taking place 

As described the device is adapted for in a pumping device in which the fluid 
use in the manner of an ordinary hand masses are alternately retarded and accele- 
tachometer. In taking the revolutions of a rated. The scale, which, as will be apparent 
shaft, the tip 21 is placed firmly into the from the preceding, is uniform in an instru- 
50 central cavity of the former, as usual, with ment best embodying my invention, may 
the, result of entraining the disk 1 and bring- be so graduated that each degree corresponds 
ing it to full speed by friction. The active to a certain number of revolutions per unit 
medium, preferably air, in the narrow chan- of time, and for convenience, (in shaft-speed 
nels between the rotating and pivoted mem- indicators as herein shown), the constant 
55 bers, by yirture of its adhesion and vis- is made a round number, as 100. The es- 
cosity, is set in circular motion by the pri- tablishment of this relation through the ad- 
mary element, and, giving up the momentum justment of the torsional spring is facili- 
imparted to it on the light secondary shell 7, tated by varying the distance between the 
causes the latter to turn until the torque parts 1 and 7, thus modifying the torque 
60 exerted is balanced by the retractile force of and consequently the deflection, (the torque 
spring 14. Care should be taken to em- varying inversely as the distance) while al- 
ploy a spring the resistance of which in- ways keeping within the range throughout 
creases linearly with displacement, so that which linear proportionality is attainable, 
the deflections are exactly proportionate to In calibrating it is necessary to make but 
65 the torsional effect, as otherwise the indi- one observation comparative with some posi- 
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tive standard and to plot the balance of the 
scale accordingly. The conditions above set 
forth being realized, the reading will be ac- 
curately proportionate to the speed and the 
constant will be correct through the whole 
range contemplated in the design. Therein 
lies a very important advantage bearing 
on manufacture and introduction of devices 
of this character over those now in use 
10 which are based on- an empirical scale, tedi- 
ous to prepare, and unreliable. When de- 
sired, the instrument may be rendered dead 
beat through magnetic or mechanical damp- 
ing, but by making the torque very great, 
15 and the inertia of the secondary element 
very small, such objectionable complication 
may be avoided. With a given separation 
the turning effort is proportionate to the 
product of the velocity of rotation, the den- 
. 20 sity of the fluid and the aggregate area of 
the active surfaces, hence by increasing 
either of these factors the torsion can be 
augmented at will. It obviously follows that 
the pull exerted on a circular disk will be 
25 as the third power of the diameter and one 
way of attaining the object is to use a large 
plate. Other and better ways are illus- 
trated in Figs. 3 and 4 in which the rotating 
and pivoted elements are composed of inter- 
30 leaved disks or cylinders. The first ar- 
rangement permits an indefinite increase of 
the torque, the second commends itself 
through the facility of adjustment of the 
force by varying the active area. 

35 For many reasons it is decidedly advan- 
tageous to employ air as the agent in an in- 
strument intended for popular purposes, 
especially those involving rough use and in- 
expert handling, since thereby the cost of 
40 manufacture may be kept low, the need for 
ensealing minimized and susceptibility of 
the parts to easy disassembling and replace- 
ment attained. It is, therefore, desirable 
that the annular confronting surface of the 
45 elements, — whether of disk or cylindrical 
form, — be sufficiently extensive for securing 
ample torque to make the instrument ap- 
proximately dead beat and to minimize the 
percentage of error due to mechanical im- 
50 perfections. 

The foregoing description contains, I be- 
lieve, all the information necessary for en- 
abling an expert to carry my invention into 
successful practice. When using the indi- 
55 cator in the manner of an ordinary vehicle 
speedometer, as in an automobile, the shaft 
2 is rigidly or flexibly geared to the driving 
axle or other suitable part and readings are 
made in miles per hour, as is customary. As 
60 will be apparent many other valuable uses 
may be served, since the primary element 
may be connected in suitable electrical or 
mechanical manner with any rotating part, 
the speed of which may be translated 
65 through a linearly proportionate constant 


into the desired terms of time and quantity, 
and the reading scale may be calibrated in 
such terms. It will also be evident that by 
accurate workmanship, following the teach- 
ings of my invention, instruments at once 70 
simple, rugged, and scientifically accurate 
may be constructed for a very wide range of 
uses in either huge or tiny sizes ; and, since 
the commercial requirements of accuracy in 
many fields gives a reasonable range of 75 
permissive error, manufacturing considera- 
tions may lead to deviations from strict ob- 
servance of some of the conditions that I 
have indicated as best attaining a rigorous 
proportionality of reading. The provision go 
of simple mechanical elements, cooperating 
primarily only through the viscosity and 
adhesiveness of the air films intervening 
therebetween and substantially free from 
need for ensealing and from error caused by 85 
changes of extraneous conditions, especially 
temperature, affords striking commercial 
advantages unattainable in any form of 
speedometer of which I am aware. There- 
fore while I have described in detail for the 90 
purpose of full disclosure a specific and 
highly advantageous embodiment of my in- 
vention, it will be understood that wide 
variations in the mechanical development 
thereof may be made without departure 95 
from its spirit within the scope of the ap- 
pended claims. 

What I claim is: 

1. In combination, fixed supporting 
means, disconnected alined driving and 100 
driven shafts rotatably mounted in said sup- 
porting means, relatively thin spaced rigid 
pieces of material rigidly connected to and 
arranged coaxially about said driven shaft 
with broad surfaces opposite each other, and 105 
other relatively thin spaced rigid pieces of 
material rigidly connected to and arranged 
coaxially with the driving shaft, and being 
alternated with the first-mentioned pieces 
between them and having their broad sur- no 
faces adjacent to and spaced from the broad 
surfaces of said other pieces, said pieces all 
arranged in air, through which torque is 
frictionally transmitted from the second- 
mentioned pieces to those first-mentioned.. 115 

2. In combination, in a speedometer, dis- 
connected alined driving and driven shafts, 
a fixed support, said shafts being mounted 
in said support, a coiled spring having one 
end secured to said fixed support and the 120 
other end secured to said driven shaft, rela- 
tively thin spaced rigid pieces of material 
rigidly connected to and arranged coaxially 
about said driven shaft with their broad 

•surfaces opposite each other, other rela- 125 
lively thin spaced rigid pieces of material 
rigidly connected to and arranged coaxially 
with the driving shaft, and being alternated 
between said first-mentioned pieces and 
spaced therefrom, and an air body filling 130 
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the spaces between stud pieces and consti- 
tuting the torque-transmitting friction 
medium therebetween. 

3. In combination, in a speedometer, dis- 
5 connected alined driving and driven shafts, 
a frame having bearings for said shafts, a 
coiled spring whose inner end is secured to 
said driven shaft and having its outer end 
secured to said frame, spaced rigid pieces of 
10 material rigidly connected to and arranged 
about said driven shaft, and other spaced 
rigid pieces of material rigidly connected to 
and arranged about said driving shaft, the 
former pieces being alternated between the 
15 latter pieces in spaced relation with their 
broad surfaces in close juxtaposition, and 
with the interspaces between said spaced 
pieces forming a convoluted air-containing 
channel therebetween open to the surround- 
20 ing air. 

1. In combination, disconnected alined 
driving and driven shafts, a fixed support, 
bearings therefor in said support, a coiled 
spring having one end secured to the driven 
25 shaft and its other end secured to said fixed 
support, a cup-shaped body secured to one 
end of said driving shaft coaxially, spaced 
rigid relatively thin plates secured to said 
body in parallel relation to each other, an- 
30 other cup-shaped body secured coaxially to 
said driven shaft and inclosing said plates 
at their outer edges in spaced relation there- 
to, other spaced rigid relatively thin plates 
secured to the second-mentioned body and 
35 extending between the first-mentioned plates 
in spaced relation thereto, and an air body 
filling the spaces between said pieces fric- 
tionally to transmit torque from the driving 
structure to the driven structure. 

40 5. The combination with means fpr sup- 

port and driving and driven shafts rotata- 
bly supported thereby, of means to trans- 
mit torque from the driving shaft to the 
driven shaft comprising opposed material- 
45 pieces respectively connected with the driv- 
ing shaft and the driven shaft and arranged 
to present toward each other relatively-ex- 
tensive, non-contacting, closely-adjacent sur- 
faces, and a gaseous medium in which said 
60 pieces work, said gaseous medium serving 
frictionally to connect the said opposed ma- 
terial-pieces for transmission of torque from 
the driving shaft to the driven shaft. 

6. In combination, driving and driven ele- 
66 ments suitably supported and having con- 
fronted annuli always presenting to each 
other relatively-extensive, non-contacting, 
closely-adjacent surfaces, said surfaces dis- 
posed in a gaseous friction medium, where- 

•0 by the driving member, by its rotation, in- 
duces rotary motion of the driven member 
through the dtag of the gaseous medium in- 
tervening between said annuli. 

7. In combination, driving and driven ele- 
66 ments having in opposed, closely adjacent, 


non-contacting relation, relatively extensive 
friction surfaces, and an interposed gaseous 
body, through which the driving member 
frictionally drags the driven element. 

8. In a speedometer, the combination with 70 
supporting means, separately-rotatable driv- 
ing and driven shafts mounted therein, bias- 
ing means for the driven shaft, and means 

to indicate rotary displacement of the biased 
shaft in terms of speed, of pieces rotatively 75 
carried by said respective shafts, having 
relatively-extensive, non-contacting, closely- 
adjacent surfaces arranged to confront each 
other, and a gaseous medium intervening be- 
tween said confronting surfaces to coact so 
therewith frictionally to transmit torque 
from the driving shaft to the biased driven 
shaft. 

9. In a speedometer, the combination of 

a primary element rotatable at varying 85 
speeds, having a plurality of spaced annuli, 
a biased secondary element, arranged for 
separate rotary movement and adapted and 
arranged to indicate speed variations by the 
extent of its displacement, said secondary 90 
element having a plurality of spaced, thin, 
light annuli, the annuli of said two elements 
interleaved in non-contacting, closely-adja- 
cent relation always to present toward each 
other extensive friction surfaces, and an 95 
air body, through the films of which, inter- 
vening between said annuli, rotation of the 
primary element may induce speed-indicat- 
ing displacement of the secondary element. 

10. A speedometer wherein a primary, 100 
variable-speed element, and a biased, speed- 
indication-controlling secondary element, 
that are suitably supported for separate 
movement, have opposed extensive friction 
surfaces in non-contacting juxtaposition for 105 
frictional communication of power from the 
primary element to the secondary element- 
through a gaseous medium that intervenes 
between said friction surfaces. 

11 . An air drag speedometer, wherein a no 

primary, variable- speed element and a 
biased speed-indication-controlling second- 
ary element, that are suitably mounted for 
separate rotary movement in an air-contain- 
ing casing, have opposed, extensive fric- ns 
tion-surfaces in non-contacting juxtaposi- 
tion, for frictional communication of torque 
from the primary element to the secondary 
element through the medium of the casing- 
contained air. 120 

12. In a speedometer, the combination of 
an air containing casing, a primary element 
and a secondary element mounted in said 
casing for separate movement, said elements 
having extensive surfaces exposed toward 125 
each other in closely contiguous but non- 
contacting relation for frictional communi- 
cation of power to one from the other 
through the intervening air, means resili- 
ency to resist displacement of the second- 130 
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ary element, and means to indicate displace- 
ment of the secondary element in terms of 
speed. 

13. In combination, in a speedometer, 
6 disconnected shafts respectively carrying 

driving and driven elements that have an- 
nuli affording continuous extensive fric- 
tion surfaces in always confronting non- 
contacting closely - spaced relation, the 
10 driven element being light and biased by a 
light spring, for ready response to torque 
transmitted frictionally by air, and the air 
film-spaces between the elements constitut- 
ing an open tortuous channel; and an air 
15 containing casing inclosing the driving and 
driven elements, its contained air body form- 
ing the sole effective means of torque trans- 
mission between the elements. 

14. In a speedometer, the combination of 
20 rotatable driving and driven elements hav- 
ing in opposed, closely-adjacent non-con- 
tacting relation, relatively extensive friction 
surfaces, means to bias the driven element, 
means to indicate rotary displacement of 

25 said driven element in terms of speed, a cas- 
ing inclosing said elements and containing 
air, said contained air body extending in 
films between the friction surfaces, and 
forming the sole effective means of torque 
30 transmission between the driving and 
driven elements. 

15. In combination, driving and driven 
elements having in opposed non-contacting 
relation relatively extensive friction sur- 

35 faces so closely adjacent that through an in- 
terposed gaseous body the driving member 
frictionally drags the driven member with 
a torque linearly proportionate to the speed 
of the former. 

40 16. A rate indicator wherein a freely-ro- 

tatable primary and a biased, indication- 
controlling secondary member, suitably sup- 
ported for separate movement, have op- 
posed, non-contacting surfaces in such close 
45 proximity that through an intervening vis- 
cous fluid medium torque is transmitted to 
the secondary member in linear proportion 
to the speed of the primary. 

17. A rate indicator wherein a freely ro- 
50 tatable primary and a biased, indication- 
controlling secondary element, suitably sup- 
ported for separate movement are opera- 
tively linked through an intervening vis- 
cous and adhesive air body, said elements 

55 having opposed, extensive non-contacting 
surfaces so closely adjacent that the torque 
transmitted to the secondary element 
through said air body is substantially in 
linear proportion to the speed of the pri- 
60 mary element. 

18. In a speed indicator the combination 
of two rotatively movable driving and 
driven members having opposed non-con- 
tacting extensive surfaces confining between 

65 them a practically constant body of torque- 


transmitting fluid medium, said surfaces be- 
ing so closely proximate that the torque 
transmitted from the driving to the driven 
member is substantially proportional to the 
rate of rotation of the former. o 

19. A speed indicator comprising, in 
combination, a rotatable body, a second an- 
gularly movable body, means to resist dis- 
placement of the latter proportionately to 
the torque applied thereto, and a fluid me- 75 
dium interposed between them, said bodies 
having opposed annular surfaces in such 
close proximity that pumping of the me- 
dium therebetween is prevented and the de- 
flections of the second body are made pro- go 
portionate to the speed of the other. 

20. A speed indicator, comprising, in 

combination, a rotatable, variable speed pri- 
mary element, and a light, pivoted, tor- 
sionally-resisted, indication-controlling sec- gg 
ondary element, suitably mounted for sepa- 
rate movement and operatively linked with 
the former through an interposed gaseous 
medium, said elements having opposed, an- 
nular, non-contacting surfaces so extensive 90 
and closely proximate that the whirling me- 
dium exerts a strong and steady turning 
effort upon the secondary element, substan- 
tially, in linear proportion to the speed of 
the primary. 95 

21. The combination, in a rate indicator, 
of a freely rotatable primary and a tor- 
sionally-resisted indication controlling sec- 
ondary member mounted for separate move- 
ment, with their opposed non - contacting io# 
symmetrical surfaces confining therebe- 
tween a resident fluid body and arranged in 
such close proximity that the fluid, en- 
trained in circles by the rotating primary 
exerts a torque on the secondary member 10s 
in substantially linear proportion to the 
speed of the former. 

22. In combination, in a speed-indicator, . 
a rotatable primary element, a biased sec- 
ondary element, a fluid body between and n* 
around them, said elements having opposed 
non-contacting extensive surfaces in such 
close proximity that the resident fluid body 
therebetween transmits torque to the second- 
ary in substantially linear proportion to the m 
speed of the primary element, and means 
for minimizing the rotary effort transmitted 
through the fluid around the elements. 

23. A rate indicator comprising a struc- 
ture confining a substantially unchanging 12# 
body of fluid and including an extensive 
annular surface of a freely rotatable mem- 
ber, arranged to impart circular motion to 
the fluid, and a confronting annular sur- 
face of an indication-controlling angularly- 121 
displaceable member, arranged to take up 
momentum of the fluid, said surfaces be- 
ing so closely proximate that the torque 
transmitted through the fluid is .propor- 
tional to the speed of the rotatable member. 134 


1 , 200,359 


■7 


24 . A speed indicator comprising two ele- 
ments mounted for separate movement in a 
fluid medium, one of the elements being 
freely rotatable at varying speeds, and the 
5 other pivoted and. biased against angular 
displacement, said elements having opposed 
non-contacting extensive symmetrical sur- 
faces in such close proximity that torque is 
transmitted through the intervening fluid 
10 body in Substantially linear proportion to 
the speed of the primary element, and a 
member surrounding said elements and 
minimizing the flow of the fluid along the 
exterior surfaces of said secondary element. 
15 25. In a device of the character described, 

the combination of a rotatable primary ele- 
ment, a spring-biased secondary element, a 
casing surrounding the same and a fluid 
body filling the casing, said elements having 
20 opposed non-contacting annular surfaces in 
such close proximity that the rotary effort 
exerted through the fluid body on the sec- 
ondary element is proportionate to the 
speed of the primary element, some parts of 
25 said casing being so closely proximate to said 
elements as to minimize torque-transmitting 
flow of the fluid along the exterior surfaces 
of the secondary element. 

26. An air drag speedometer wherein a 
30 rotatable primary variable-speed element 

and a biased pivoted secondary element, 
mounted for separate movement in an air- 
containing casing, have opposed extensive 
smooth annular surfaces in such close juxta- 
35 position that torque is transmitted through 
the air intervening between said surfaces in 
substantially linear proportion to the speed 
of the rotatable primary element. 

27. A speed indicator comprising a closed 
40 fluid-filled casing, primary and secondary 

elements mounted therein, the one for rota- 
tion and the other for torsionally resisted 
angular displacement, said elements having 
opposed non-contacting extensive annular 
45 surfaces forming therebetween a smooth in- 
tervening channel wherein confined fluid 
may move in circles under the influence of 
the primary member, and between them and 
the interior surfaces of the casing surround- 
60 ing channels wherein fluid contiguous to the 
secondary element may receive circular 
movement from the primary element, said 
surfaces being so closely proximate that 
torque transmission through the fluid is 
65 linearly proportionate to the speed of the 
primary element. 

28 . The combination, in a speed indicator, 
of a closed casing, a fluid body and two ro- 
tatively-movable members therein, means 

60 for rotating one of the members, means 
for resisting displacement of the other, and 
means controlled by the last named member 


for reading its displacement in terms of 
speed, said two members having opposed, 
non-contacting imperforate annular surfaces 65 
in such close proximity as to confine there- 
between a film of fluid through which torque 
is transmitted to the resistant member in 
linear proportionality to the speed of the 
rotatable member. ' 70 

29. The combination with a closed fluid 
containing casing, of a plurality of sym- 
metrical bQdies with smooth surfaces rota- 
tably mounted therein, means for tor- 
sionally restraining some of said bodies, and 75 
means for rotating the others, said bodies 
being placed with their surfaces in such close 
proximity to each other and to the walls of 
the casing that the rotating bodies will cause 
an even and undisturbed circular motion of 80 
the fluid and transmit torque to the torsion- 
ally restrained bodies in proportion to the 
speed of the others. 

30. In a speed measuring instrument, the 

combination of driving and driven members 85 
having in opposed closely adjacent non-con- 
tacting relation relatively extensive smooth 
friction surfaces, and an interposed gaseous 
body through which the driving member 
frictionally drags the driven member. 90 

31. A tachometer comprising, in combi- 
nation, a rotatably mounted shaft, a smooth 
annular body fixed thereto, a similar pivoted 
body, a torsion spring for the latter, indi- 
cating means movable with said pivoted 95 
body, and an air-containing casing, said 
bodies having their annular surfaces m such 
close, non-contacting proximity that the in- 
tervening air transmits torque to the pivoted 
body in substantially linear proportion to 100 
the speed of the rotatable body. 

32. A tachometer comprising, in combi- 
nation, a rotatably mounted shaft, a primary 
element carried thereby, a pivoted secondary 
element, a torsion spring therefor permit- 105 
ting its angular displacement substantially 

in proportion to the torque, indicating 
means operated by the pivoted element and 
graduated with substantial uniformity, and 
a fluid-containing casing closely investing 110 
part of said rotative system, the opposed 
surfaces of the elements being so closely 
proximate to each other and to part of the 
casing that the fluid - transmitted torque 
causing deflections of the pivoted body is 115 
substantially proportionate to the speed of 
the primary element. 

In testimony whereof I affix my signature 
in the presence of two subscribing witnesses. 

NIKOLA TESLA. 

Witnesses: 

M. Lawson Dyer, 

Thomas J. Byrne. 
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To all whom, it may concern: 

Be it known that I, Nikola Tesla, a citi- 
zen of the United States, residing at New 
York, in the county and State of New York, 
5 have invented certain new and useful Im- 
provements in Lightning - Protectors, of 
which the following is a full, clear, and ex- 
act description. 

The object of the present invention is to 
10 provide lightning protectors of a novel and 
improved design strictly in conformity with 
the true character of the phenomena, more 
efficient in action, and far more dependable 
in safe-guarding life and property, than 
15 those heretofore employed. 

To an understanding of the nature of my 
invention and its basic distinction^ from the 
lightning rods of common use, it is nec- 
essary briefly to explain the principles upon 
20 which my protector is designed as contrast- 
ed with those underlying the now-prevail- 
ing type of lightning rod. 

Since the introduction of the lightning 
rod by Benjamin Franklin in the latter 
25 part of the eighteenth century, its adoption 
as a means of protection against destructive 
atmospheric discharges has been practically 
universal. Its efficacy, to a certain degree, 
has been unquestionably established through 
30 statistical records but there is generally 
prevalent, nevertheless, a singular theoreti- 
cal fallacy as to its operation, and. its con- 
struction is radically defective in one -fea- 
ture, namely its typical pointed terminal. 
35 In my lightning protector I avoid points, 
and use an entirely different type of ter- 
minal. 

According to the prevailing opinion, the 
virtue of the Franklin type of lightning rod 
40 is largely based on the property of points or 
sharp edges to give off electricity into the 
air. As shown by Coulomb, the quantity of 
electricity per unit area, designated by him 
“electrical density” increases as the radius 
45 of curvature of the surface is reduced. Sub- 
sequentlv it was proved, by mathematical 
aiialvsisj that the accumulated charge cre- 
ated an outward normal force equal to 2ic 
t imes the square - of the density, and experi- 
50 ment has demonstrated that when the latter 
exceeds approximately 20 C. G. S. units, a 
streamer or corona is formed.. From these 
observations and deductions it is obvious 
that such mav happen at a comparatively 
55 low pressure if the conductor is of extremely 
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small radius, or pointed, and it is pursuant 
to a misapplication of these, and other, 
truths that the commercial lightning rod of 
today is made very slender and pointed. My 
invention, on the contrary, while taking 
cognizance of these truths, correctly applies 
them in the provision of a lightning pro- 
tector that distinctively affords an elevated 
terminal having its outer conducting bourn 
daries arranged on surfaces of large radii 
of curvature on two dimensions. The prin- 
ciples which underlie my invention and cor- 
rect application of which dictate the form 
and manner of installation of my protector, 
I will now explain in contrast with- the con- 
ventional pointed lightning rod. 

In permitting leakage into the air, the 
needle-shaped lightning-rod is popularly 
believed to perform two functions: one to 
drain the ground of its negative electricity, 
the other to neutralize the positive of the 
clouds. To some degree, it does both. But 
a systematic study of electrical disturbances 
in the earth has made it palpably _evident 
that the action of Franklin’s conductor, as 
commonly interpreted, is chiefly illusionary. 
Actual measurement proves the quantity of 
electricity escaping even from many points, 
to be entirely insignificant when compared 
with that induced within a considerable ter- 
restrial area, and of no moment whatever in 
the process of dissipation. But it is true 
that the negatively charged air in the vi- 
cinity of the rod, rendered conductive 
through the influence of the same, facilitates, 
the passage of the bolt. Therefore it in- 
creases the probability of a lighting- dis- 
charge in its vicinity. The fundamental 
facts underlying this type of lightning-rod 
are: First, it attracts lightning, so that it 
will be struck oftener than would be the 
building if it- were not present; second, it 
renders harmless most, but not all, of the 
discharges which it receives; third, by ren- 
dering the air conductive, and for other 
reasons, it is sometimes the cause of damage 
to neighboring objects; and fourth, on the 
whole, its power of preventing injury pre- 
dominates, more or less, over the hazards it 
invites. , 

My protector, by contrast, is founded on 
principles diametrically opposite. Its ter- 
minal has a large surface. It secures a very 
low density and preserves the insulating 
qualities of the ambieht medium, thereby 
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minimizing leakage, and in thus acting as a 
quasi-repellant to increase enormously the 
safety factor. 

For the best- and most economical installa- 
5 tion of protective devices according to my 
invention, those factors and phenomena that 
dictate size, number of protectors and phys- 
ical qualities of the apparatus must be 
grasped by the installing engineer, and pre- 
10 liminarily, for full understanding of the 
principles of my invention, these should be 
briefly explained. 

Economical installation, of bourse, de- 
mands that the protective capability of any 
15 given equipment be not needlessly greater 
than is required to meet the maximum ex- 
pectancies under the conditions surrounding 
the particular building to be protected, and 
these depend, partially, as I shall show, 
20 upon the character of the landscape proxi- 
mate to the building site. 

In the drawings,, Figures 1 to 4 inclusive, 
are diagrams requisite to illustration of the 
facts and conditions relevant to the deter- 
26 mination of specific installations of my in- 
vention, and Figs. 5 to 8 illustrate construc- 
tion and application of the protectors. ■ Spe- 
cifically: 

Fig. 1 is a .landscape suited for purpose 
30 of explanation ; Figs. 2, 3 a nd 4 arp, theoreti- 
cal diagrams; Figs. 5 and 6 illustrate forms 
of improved protectors ; and Figs. 7 and 8 
show buildings equipped with the same. 

In Fig. 1, 1 represents Lord Kelvin’s “re- 
35 duced” area of the region, which is virtually 
part of the extended unruffled ocean-surface. 
(See “ Papers on Electrostatics and Magnet- 
ism,” by Sir William Thomson) . Under or- 
dinary weather conditions, when the sky is 
40 clear, the total amount of electricity dis- 
tributed over the land is nearly the same as 
that which would be contained within its 
horizontal projection. But in times of 
storm, owing to the inductive action of the 
45 clouds, an immense charge may be accu- 
mulated in the locality, the density being 
greatest at the most elevated portions of 
the ground. Assuming this, under the con- 
ditions existing at any moment, let another 
50 spherical surface 2, concentric with the 
earth, be drawn— which may be called “elec- 
trical niveau” — such that the quantities 
stored over and under it are equal. In other 
words, their algebraic sum, taken relatively 
65 to the imaginary surf ace, in the positive and 
negative sense, is nil. Objects above the 
“niveau” are exposed to ever so much more 
risk than those below. Thus, a building at; 

. 3, on a site of excessive density, is apt to.be 
60 hit sooner or later, while one in a depression 
4, where the charge per unit area is very 
small, is almost entirely safe. It follows 
that the one building 3 requires more ex- 
tensive equipment than does the other. In 
65 both instances, however, the probability of . 


being struck is decreased by the presence of 
my protector, whereas it would be increased 
by the presence of the Franklin rod, for rea- 
sons that I will now explain. 

An understanding of but part of the 70 
truths relative to electrical discharges, and 
their misapplication due to the want of 
fuller appreciation has doubtless been re- 
sponsible for the Franklin . lightning rod . 
taking its conventional pointed form, but 75 
theoretical considerations, and the important 
discoveries that have been made in the, 
course of investigations with a wireless 
transmitter of great activity by which arcs 
- of a volume and tension comparable to those 80 
occurring in nature were obtained (“Prob- 
lems of Increasing Human Energy” Century 
Magazine June 1900 and Patents 645,576, 
649,621, 787,412 and 1,119,732) at once estab- 
lish the fallacy of the hitherto prevailing 85 
notion on which the Franklin type of rod 
is based, show the distinctive novelty of my 
lightning protector, and guide the construc- 
tor in the use of my invention. 

In Fig. 2, 5 is a small sphere in contact 90 
with a large one, 6, partly shown. It can 
be proved by the theory of electric images 
that Avhen the two bodies are charged the 
mean density on the small one will be only 

2 / 95 

^-= 1.64498 

times greater than that on the other, (See 
“ Electricity and Magnetism” by Clerk 
Maxwell). In Fig. 3, the two spheres 7 and 100 
8 are placed some distance apart and con- 
nected through a thin wire 9. This system 
having been excited as before, the density on 
the small sphere is likely to be many times 
that on the large one. Since both are at 105 
the same potential it follows directly that 
the densities on them will be inversely as 
their radii of curvature. If the density of 
7 be designated as d and the radius r, then 
the charge q—4:%r 2 d, the potential p=i %rd HO 
and the outward force, normal to the sur- 
face, f==2izd 2 . As before stated, when d 
surpasses 20 C. G. S. units, the force / be- 
comes sufficiently intense to break down the 
dielectric and a streamer or corona appears. 115 
In this case p—80%r. Hence, with a sphere 
of one centimeter radius disruption would 
take place at a potential p=80u=251.328 
E. S. units, or 75,398.4 volts. In reality, the 
discharge occurs at a lower pressure as a 120 
cbnsequence of uneven distribution on the 
small sphere, the density being greatest on 
the side turned away from the large one. 

In this respect the behavior of a pointed 
conductor is just the reverse. Theoretically, 125 
it might erroneously be inferred from the 
preceding, that sharp projections would per- 
mit electricity to escape at the lowest po- 
tentials, but this does not follow. The rea- 
son will be clear from an inspection Of Fig. 130 
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4, in which such a needle-shaped conductor 

10, is illustrated, a minute portion of its 
tapering end being marked 11. Were this 
portion removed from the large part 10 and 

5 electrically connected with the same through 
an infinitely thin wire, the charge would be 
given off readily. But the presence of 10 
has the effect of reducing the capacity of 

11, so that a much higher pressure is re- 
10 quired to raise the density to the critical 

value. The larger the body, the more pro- 
nounced is this influence, which is also de- 
pendent on configuration, and is maximum 
for a sphere. When the same is of con- 
15 siderable size it takes a much greater elec- 
tromotive force than under ordinary circum- 
stances to produce streamers from the point. 
To explain this apparent anomaly attention 
is called to Fig. 3. If the radii of the two 
20 spheres, 7 and 8, be designated r and E re- 
spectively, their charges q and and the 
distance between their centers D, the po- 
tential at 7, due to Q is But 7, owing to 
25 

the metallic connection 9, is at the potential 

Q _g 

R~r 

30 When D is comparable to E, the medium 
surrounding the small sphere will ordinarily 
be at a potential not much different from 
that of the latter and millions of volts may 
have to be applied before streamers issue, 
35 even from sharp protruding edges. It is 
important to bear this in mind, for the 
earth is but a vast conducting globe. It 
follows that a pointed lightning-rod must 
be run far above ground in order to operate 
40 at all, and from the foregoing it will be ap- 
parent that the pointing of the end, for sup- 
posed emissive effect, is in part neutralized 
by the increasing size below the extreme end, 
and the larger the rod, for reduction of elec- 
45 trode resistance, the more pronounced is this 
counter-influence. For these reasons it is 
important to bear in mind that sufficient 
thickness Of the rod for very low electrode- 
resistance is rather incompatible with the 
50 high emissive capability sought in the nee- 
dle-like Franklin-rod, but, as hereinafter 
set forth, it is wholly desirable in the use 
of my invention, wherein the terminal con- 
struction is intended for suppression of 
55 charge-emission rather than to foster it. 

The notion that Franklin’s device would 
be effective in dissipating terrestrial charges 
may be traced to early experiments with 
static frictional machines, when a needle 
60 was found capable of quickly draining an 
insulated electrified body. But the inappli- 
cability of this fact to the conditions of 
lightning protection will be evident from 
examination of the simple theoretical prin- 
65 ciples involved, which at the same time sub- 


stantiate the desirability of establishing 
protection by avoiding such drainage. The 
density at the pointed end / should be in- 
versely as the radius of curvature of the 
surface, but such a condition is unrealizable. 70 
Suppose Fig. 4 to represent a conductor of 
radius 100 times that of the needle; then, 
although its surface per unit length is 
greater in the same radio, the capacity is 
only double. Thus, while twice the quan- 76 
tity of electricity is stored, the density on 
the rod is but one-fiftieth of that on the nee- 
dle, from which it follows that the latter 
is far more efficient. But the emissive power 
of any such conductor is circumscribed. 80 
Imagine that the “pointed” (in reality blunt 
or rounded) end be continuously reduced in 
size so as to approximate the ideal more and 
more. During the process of reduction* the 
density will be increasing as the radius of 85 
curvature gets smaller, but in a proportion 
distinctly less than linear; on the other 
hand, the area of the extreme end, that is, 
the section through which the' charge passes 
out into the air, will be diminishing as the 90 
square of the radius. This relation alone 
•imposes a definite limit to the performance 
of a pointed conductor, and it should be 
noticed that the electrode _ resistance would 
be augmented at the same time. Further^ 95 
more, the efficacy of the rod is much im- 
paired through potential due to the charge 
of the ground, as has been indicated with 
reference to Fig. 3. Practical estimates of 
the electrical quantities concerned in natural 100 
disturbances snow, moreover, how absolutely 
impossible are the functions attributed to 
the pointed lightning conductor. A single 
cloud may contain 2X10 12 C. G. S. units, or 
more, inducing in the earth an equivalent 105 
amount, which a number of lightning rods 
could not neutralize in maiiy years. Par- 
ticularly to instance conditions that may 
have to be met, reference is made to the 
Electrical World of March 5, 1904, wherein 110 
it appears that upon one occasion approxi- 
mately 12,000 strokes occurred within two 
hours within a radius of less than 50 kilo- 
meters from the place of observation. 

But although the pointed lightning-rod 115 
is quite ineffective in the one respect noted, 
it has the property of attracting lightning 
to a high degree, firstly on account of its 
shape and secondly because it ionizes and 
renders conductive the surrounding air. 120 
This has been unquestionably established in 
long continued tests with the wireless trans- 
mitter above-mentioned, and in this feature 
lies the chief disadvantage of the Franklin 
type of apparatus. 125 

All of the foregoing serves to show that 
since it is utterly impracticable to effect an 
equalization of charges emissively through 
pointed lightning-rods under the conditions 
presented by the vast forces of nature great 130 



improvement lies in the -attainment of— a 
minimized probability of lightning stroke 
to the area to be protected coupled with 
adequate conductivity to render harmless 
5 those strokes that may, notwithstanding, 
occur. 

Furthermore, a correct Application of the 
truths that have thus been explained with 
reference to the familiar pointed type of 
10 lightning-rod not only substantiates . the 
theoretical propriety of the form in which I 
develop my improved lightning protector, 
but will lead the installing engineer properly 
to take cognizance of those conditions due 
15 to location of the building, with respect to 
surrounding earth formations and other 
buildings, probabilities of maximum poten- 
tial-differences and charge-densities to be ex- 
pected under the prevailing atmospheric 
20 conditions of the site, and desirable electrode 
resistance and capacities of the protectors 
installed. - ■ ' 

The improved protector, as above stated, 
behaves in a manner just opposite to the 
25 Franklin type and is incomparably safer for 
this reason. The result is secured by the use 
of a* terminal or conducting surface of large 
radius of curvature and sufficient area to 
make the density very small and thereby 
30 prevent the leakage of the charge and the 
ionization of the air. The device may be 
greatly varied in size and shape but it is es- 
sential that all its outer conducting elements 
should be disposed along an ideal enveloping 
35 surface of large radius and that they should 
have a considerable total area. 

In Fig. 5, Fig. 6, Fig. 7 and Fig. 8, differ, 
ent kinds of such terminals and arrange- 
ments of same are illustrated. In Fig. 5, 12 
40 is a cast or spun metal shell of ellipsoidal 
outlines, having on its under side a sleeve 
with a bushing 13 of porcelain or other in- 
sulating material, adapted to be slipped 
tightly on a rod 14, which may be an ordi- 
45 nary lightning conductor. Fig. 6 shows a 
terminal 15 made up of rounded or flat 
metal bars radiating from a central hub, 
which is supported directly on a similar rod 
and in electrical contact with the same. The 
50 special object of this type is to reduce the 
wind resistance, but it is essential that the 
bars have a sufficient area to insure small 
density, and also that they are close enough 
to make the aggregate capacity nearly equal 
55 to that of a continuous shell of the same out- 
side dimensions. In Fig. 7 a cupola-shaped 
ancj earthed roof is carried by a chimney, 
serving in this way the twofold practical 
purpose of hood arid protector. Any kind 
GO of metal may be used in its construction but 
it is indispensable that its puter surface 
should be free of sharp edges and projec- 
tions from which streamers might emanate. 
In like manner mufflers, funnels and vents 
65 may be transformed into effective lightning 


protectors if equipped with suitable devices 
or designed in conformity with this inven- 
tion. Still another modification is illustrated 
in Fig. 8 in which, instead of one, four 
grounded bars are provided with as many 7 0 
spun shells or attachments 18, with the ob- 
vious object of reducing the risk. 

From the foregoing it will be clear that in 
all cases the terminal prevents leakage of 
electricity and attendant ionization of the 75. 
air. It is immaterial to this end whether it 
is insulated or not. Should it be struck the 
current will pass readily to the ground either 
directly or, as in Fig. 5, through a small air- 
gap between 12 and 14. But such an acci- 80 
dent is rendered extremely improbable ow- 
ing to the fact that there are everywhere 
points and projections on which the terres- 
trial charge attains a high density and where 
the air is ionized. Thus the action of the im- 85 
proved protector is equivalent to a repellant 
force. This being so, it is not necessary to 
support it at a great height, but the ground 
connection should be made with the usual 
care and the conductor leading to\it must be 90 
of as small a self-induction and resistance as 
practicable. 

I claim as my invention: 

1. A lightning protector consisting of an 
elevated terminal, having its outer conduct- 95 
ing boundaries arranged on surfaces of large 
radii of curvature in both dimensions, and a 
grounded conductor of small self-induction, 

as set forth. 

2. A lightning, protector composed of a too 
metallic shell of large radius of curvature, 
and a grounded conductor of small self-in- 
duction, as described, 

3. Apparatus for protection against at- 
mospheric discharges comprising an earth 105 
connection of small resistance, a conductor 

of small self-induction and a terminal car- 
ried by the same and having a large radius 
of curvature in two dimensions as, and for 
the purpose set forth. 110 

4. In apparatus for protection against at- 
mospheric discharges an insulated metallic 
shell of large radius of curvature supported 
by a grounded conductor and separated from 
the same through a small air-gap as, and for 1 1 5 
the purpose described. 

5. A lightning protector comprising, in 
combination, an elevated terminal of large 
area and radius of curvature in two dimen- 
sions, and a grounded conductor of small 120 
self-induction, as set forth. 

6. In apparatus for protection against 
lightning discharges, the combination of an 
elevated metallic roof of large area and 
radius of curvature in two dimensions, and 125 
a grounded conductor of small self-induc- 
tion and resistance, as described. 

7. As an article of manufacture a me- 
tallic shell of large radius of curvature pro- 
vided with a sleeve adapted for attachment 130 
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to a lightning rod as, and for the purpose 
set forth. 

8. A lightning protector comprising an 
ellipsoidal metallic shell and a grounded 

5 conductor of small self-induction, as set 
forth. 

9. In apparatus for protection against at- 


mospheric discharges a cupola-shaped me- 
tallic terminal of smooth outer surface, in 
combination with a grounded conductor of 10 
small self-induction and resistance, as de- 
scribed. 

In testimony whereof I affix my signature. 

NIKOLA TESLA. 
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SPEED-INDICATOR. 

Specification. of letters Patent. Patented Aug. 6, 
Application filed December 18, 1918. Serial No. 137,891. 


Toall whom it may concern: _ 

Be it known that I, Nikola Tesla, a citi- 
zen of the United States, residing at New . 
York, in the county and State of New York, 

5 have invented certain new and useful Im- 
provements in Speed-Indicators, of which 
the following is a full, clear, and exact de- 
scription. 

Among the desiderata of speedometer con- 
10 struction are these: that the torque exerted 
upon the. secondary, or indication-giving, 
element shall be linearly proportional to the 
speed of the primary member rather than 
to the square of the speed (as instanced in 
15 centrifugal speedometers) ; . that the tor- 
. sional effect at low speeds shall be strong 
and steady so that particular delicacy of 
construction may not be necessary and that 
minute causes of theoretical errors (such as 
20 bearing-friction, spring-inequalities and the 
like) may be negligible in effect; that the 
torque may be substantially unaffected by 
changed of extraneous conditions, as of tem- 
perature, atmospheric density and magnetic 
25 influence; that the instrument be inherently 
dead-beat and relatively insensible to me- 
chanical vibration ; and that ruggedness, 
simplicity and economy, for attendant dura- 
bility, manufacturing facility and low cost, 
30 be attained. My present speedometer real- 
izes these advantages and provides, also, an 
appliance that is suitable for great, as well 
as very small, velocities, exact in its read- 
ings, uniformly graduated as to scale, and 
35 unaffected by changes of temperature or 
pressure within as well as 'without. 

- - In my Patent No. 1,209,359, dated Decem- 

" ber l9, 1916, I have described a new_ type 
of speed measuring instrument wherein the 
40 adhesion and viscosity of a gaseous medium, 
preferably air, is utilized for torque-trans- 
mission from a primary driving to a second- 
ary pivoted and torsionally restrained mem- 
- ber under conditions such that_ the rotary 
45 effort exerted upon the latter is linearly pro- 
portional'to the rate of rotation^ of the for- 
mer. The principles of that jnyention find 
place in my present construction. Such “air 
drag”" speedometers have been found capable 
60 of meeting satisfactorily the commercial re- 
quirements for both large and small instru- 


ments respectively adapted to measure rela- 
tively high and low speeds, but nevertheless 
it is’ true that although such instruments, 
when .built for high-speed indication, may 65 
be of sturdy construction, they must, when 
designed for low-speed measurement, be 
built with great ^precision and delicacy. 

This because the inertia of. the secondary 
element must be kept extremely small for 60 
desirable promptness of response to very 
slow starting speeds and consequent feeble- 
ness of the turning effort. In some in- 
stances,. therefore, it is highly desirable to 
employ a transmitting medium" giving a 65 
much greater torque than air with concomi- 
tant extension of the lop -range of accurate 
speed reading, quickness of response, prac- 
ticable decrease of size of parts and lessen- 
ing of sensitiveness to disturbances such as 70 
vibration of the instrument as a whole. 

All of the stated objects I accomplish by 
employing as the torque-transmitting me- 
dium between the driving and drive'll ele- 
ments a body of suitable liquid, (e. g., mer- 76 
cury) under conditions (as set forth in my 
prior application referred to) proper to 
secure linear proportionality of deflections, 
and, further, by making provision automati- 
cally to compensate for the changes in the 80 
viscosity of the liquid that.accompany varia- 
tions of temperature'. The latter equipment 
is; unnecessary in my air-drag speedometer, 

"hut mercury and other liquids of relatively 
great, density that might be employed for 86 
my present purposes have not the quality 
- of approximate self-compensation for tem- 
perature changes- that inheres in air, owing 
to the fact that the viscosity of such a liquid 
decreases rapidly as its temperature rises, 90 
and so to a successful “mercury-drag in- 
strument temperature compensation , is req- 

itisrfo.' : 

' The underlying ideas of this invention 
can be carried out in various ways and are 95 
capable of many valuable uses, but fop pur- 
poses of disclosure, ^specific reference to a 
form of speed indicator designed for use on 
an automobile is adequate. 

As in the structure described m nay stated 100 
prior application, , I provide driving and 
driven members; Witli confronting, closely- 


adjacent, non-contacting, smooth, annular 
xnction surfaces, co-acting for transmission 
of torque through, the viscosity and adhesion 
of interposed thin films of a suitable me- 
§ dram— m this case mercury — under condi- 
tions to prevent free exchange of fluid actino- 
ion tfie system, to prevent its local circula^ 
tion and eddying, to maintain its flow calm 
and non-turbulent, and to secure as low ve- 
10 locity of the medium with respect to the 
system as the circumstances of the case may 
make desirable. These conditions all aid in 
the attainment of rigorous linear propor- 
.. tionality of - deflection of the secondary to 

ls> the speed of rotation of the primary element 
under given temperature conditions. Addi- 
tionally, by suitable construction I make it' 
possible to obtain a nearly perfect compen- 
sation for temperature changes so that the 
20 deflections may be rigorously proportionate 
to speed within limits of temperature varia- 
tion wider than I believe likely to occur in 
the practical use of the instrument. I at- 
tain this compensatory result by providing 
25 thermo-responsive means to vary the effec- 
tive area of the secondary element upon 
which the medipm acts in approximately 
- inverse proportion to temperature-effected 
changes of viscosity 0 f the medium, and as 
SO a preferred specific means to this end, I 
■ dispose a, body of the liquid beyond, but 
communicating with, the active portion of 
the liquid medium and of such quantity 
that, m effectively the same measure as vis- 
35 cosity and, consequently, the torque is di- 
minished or increased with temperature 
changes, the active liquid-contacting area of 
the secondary member is enlarged or reduced 
' „ £wmg to the expansion or contraction of the 
4Q fluid. 

In the drawing Figure 1 is a top view of 
a speedometer ; r 

Fig. - 2 is a central vertical section there- 
through; 

<35 Fig. 3 shows a spring adjusting arrange- 
. ment; and , 6 

Fig. 4 and Fig. 5 are diagrams explana- 
tory of the compensating principle. 

In Fig. 4 the primary or driving member 
60 is a cup 10 carried by a freely rotatable ver- 
tical shaft 11. Within it the cylinder- 
formed secondary meihber 12 is mounted on 
a spindle 13, ]ournalea in jewels 14 and 15 
of negligible friction, for pivotal displace- 
ment agaipst the restraint of a spiral spring 
16, connected at its ends respectively to 
fixed support 17 and spindle-collar 18, so 
that by pivotal displacement of the second- 
ar y . cylinder against the resisting spring 
SO tension, the torsional effort exerted on the 
secondary member may be measured. The 
spring is such that its displacements are 
linearly proportionate to the force applied. 
The lower portion 19, of the cup-chamber is 


a reservoir filled with the liquid, 20, as mer- 0 | 
cury, and the liquid normally extends part 
way up the very narrow interspace. 21 be- 
tween the two elements to contact with less 
than the whole of their confronting friction 
surfaces. With mercury as the medium, in 79 
an instrument with a secondary cup of one 
mcb dimeter I find an interspace-width of 
0.05 mch to be satisfactory. 

It will now be seen that when shaft 11 is 
rotated the mercury in the cup is entrained 75 
and in turn produces a drag upon the 
pivoted member 12, the torsional effort being 
directly proportionate to the active area, 
viscosity of the fluid and the speed of rota- 
tion and, inversely, to the width of the inter- 80 
space 21 or distance between, the rotated and 
pivoted surfaces. If v be coefficient of vis- 
cosity, A the active area, s the speed and d 
the distance between the juxtaposed rotating 
and pivoted surfaces, all of the quantities 85 
being expressed in proper units, then the 
twisting force 

dynes. 


t 

When, through changes in the external eon-' 
ditions or work performed on the fluid, the 
temperature of the same is raised, two ef- 
fects, separate and distinct, are produced. 
In the first place, the viscosity is diminished t 
according to a certain law, reducing corre- 
spondmglv the torque, on the 1 other hdnd, 
the fluid expands thereby enlarging the 
areas of the active, or liquid - contracting, 
surfaces of the elements with an attendant i 
increase of rotary effort. Obviously, then, if 
it is possible so to relate these actions that 
they mutually annul each other upon any 
, change of temperature, a complete compen- 
sation may be obtained. This result, I i, 
■have ascertained, can be almost perfectly 
realized with a liquid, as mercury, by prop- 
erly proportioning the volume of the cham- 

o b r?2 n l a ™ d ’ •°f com P e nsating, component 
20 of the liquid and the component 20 a of ]; 
the liquid m the interspace 21. With a view 
to simplifying this explanation, be it sup- 
posed that the force F is wholly due to the 
liquid component 20 a (the drag exerted on 
the bottom face of cylinder 12 being assumed u 
to be negligible and the bearings to be fric- : 
tionless) . It will be evident that under these 
conditions the active area will increase as 
-tixe volume of the fluid. Perfect compensa- 
tion would require that upon a rise of tern- ig 
perature, the active area, and therefore the 
torsional effort, be augmented in the same 
ratio as viscosity is diminished. In other 
words, the percentage of decrease of vis- 

c V vld ? d by tha ! of increase of area-iai 
® h ° u1 ^. be the same for all temperatures. 
Attention is called to the table below show- 
ing that, with mercury as the medium, .the 
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value of this fraction at ordinary tempera- 
tures is about, or not far from, 20. 


10 


15 


20 


Tempera- 
ture C. 

Volume 
of fluid. 

Viscosity 
of fluid. 

Percentage 
of increase 
of V. 

Percentage 
of decrease 

of V. 

Value of 
ratio. 

T 

V 

V 

a 

6 

b_ 

a 

-20 

0.996364 

0.018406 

-0.3636 

-8.2718 

22.75 

-15 

0.997273 

0.018038 

-0.2727 

—6. 1029 

22.38), 

—10 

0.998182 

0.017681 

-0.1818 

-4.0074 

22.04 

- 5 

0.999091 

0.017335 

-0.0909 

-1.9722 

21.70 

0 

1.000000 

0.017000 

0 

0 

21.35 

5 

1.000909 

0.016663 

0.0909 

1.9107 

21.02 > 

10 

1.001818 

0.016361 

0. 1818 

3.7603 

20.68 

15 

1.002727 

0.016057 

0.2727 

5.5505 

20.35 

20 

1.003636 

0.015762 

0.3636 

7.2706 

20.00 

25 

1.004546 

0,015477 

0.4546 

8.9564 

19.70 

30 

1.005455 

0.015202 

0,5455 

10.5750 

. 19.38 

35 

1.006365 

0.014937 

0.6365 

12. 1410 

19.07 

40 

1.007275 

0.014680 

0.7275 

13.6470 

18.75 

45 

1.008185 

0.014433 

0.8185 

15. 1031 

18. 45 

50 

1.009095 

0.014194 

0.9095 

16.5073 

is. la 


70 


75 


25 


35 


This means to say that if the total volume 
of the liquid is twenty times that contained 
in the interspace between the elements, the 
two opposite effects, one increasing and the 
other reducing, the torque, will approxi- 
mately balance. This fact is borne out by 
practical tests and measurements, which 
have demonstrated that by constructing for 
this volumetric ratio deflections very closely 
30 proportionate to the speed are obtained 
through a! range of temperature variations 
far greater than ordinarily occurring. For 
commercial purposes it is quite sufficient to 
employ a ratio of approximately the stated 
value as the error involved in a small de- 
parture therefrom is inconsiderable. When 
necessary or desirable, greater precision can 
be obtained by taking into account four sec- 
ondary effects, due to expansion or contrac- 
40 tion of the walls, which slightly modify the 
torque; first, changes in the volume of the 
reservoir; second, in the distance between 
the opposed surf aces ; third, in active area 
and, fourth, in velocity. . Increase in the 
45 former two tend to diminish, the latter to 
augment, the viscous drag. A satisfactory 
ratio in a cylindrical type of instrument 
has been found to be about 24. 

Fig. 5 illustrates a different arrangement, 
60 exemplifying tfye same principle of employ- 
ing a reservoir-contained liquid body as the 
thermo-responsive means to compensate for 
viscosity changes of the active liquid. In 
this case a spindlercarried disk 12' serves as 
a secondary element, while the primary 
member consists of a hollow shell 10' with 
annular surfaces 23 confronting the disk 
surfaces and encompassed by an annular 
chamber 20', so that under rotation the mer- 
cury body fills the chamber and occupies 
peripheral portions of the interspaces 21 
between the flat confronting surfaces. It 
is hardly necessary to remark that since 
there are two such interspaces 21, the cal- 
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culation of capacity of the reservoir or 
chamber 20', beside considering the form of 
the device, must take account of the active 
mercury body in both interspaces. 

In Figs. 1 to 3 a complete commercial in- 
strument embodying my invention is shown. 
Specifically, 25 is a tube threaded at 26 and 
carrying at the top a casing head 27 the 
whole forming a housing for inclosure of the 
moving parts. The driving shaft 28 carries 
a cylindrical cup 29 in the bottom of which 
is screwed a, plug 30, turned down as 31 for 
the purpose of providing the reservoir 32. 

The cup 29 is closed, at its upper end by a 
tight . fitting cover 33, haying an upwardly 
extending shank 34, carrying a pinion 35 to 
'drive suitable wheelwork 36 of the odometer 
contained in the lower part of the head 27. 

This structure, providing the primary ele- 
ment, is rotatable in ball-bearings 37 and 38 
fixed in tube 25 and adjustable by means of 
nuts 39. 

The secondary element is made of a very , 
thin metal cup 40, inverted and secured to 
slender spindle 41 mounted in jeweled bear- 
ings 42 and 43, respectively carried in a 
cavity, of plug 30 and by a frame arm 43'. 

A running bearing 42 can usually be em- 
ployed without detriment, but a fixed bear- 
ing may be used if desired. The weight of 
the secondary member with its movable at- 
tachments should be so determined that the 
upward thrust against jewel 43 is very 
slight. The torsional twist of secondary cup 
40 is resisted by a spiral spring 44 lodged 
in a turned recess of .a frame plate 45, hav- 
ing one of its ends connected to collar 46 
fast on the spindle 41 and the other to a 
split ring 47 spring-gripping, the wall of 
the recess in plate 45. By inserting pincers 
in holes 48 (Fig. 5) and contracting the ring 106 
it is freed sufficiently for adjustment to 
bring the spindle-carried indicator 49 to 
point to zero of the graduated scale 50 that, 
if all of the principles of my invention are 
best embodied, may be made uniformly 11® 
graduated. The scale is carried on plate 
45 and, together with the support 43', is 
held in place by a rim 53 that suitably car- 
ries the glass cover. 52. The odometer may 
have any suitable number of indicating ele- 
ments of different orders suitably geared, 
the two hands 54 and 55 sweeping over 
graduated dials 56 and 57, typifying any 
suitable construction. 

It will be apparent that the high torque 12® 
at low speed developed through the mer- 
curial transmitting medium makes the in- 
strument very effective as one for use on 
automobiles, and while it is true that with 
a heavy fluid, as mercury, the range of ve- 126 
locity of the medium throughout which pro- 
portionality of torque to speed, under the 
described conditions, is rigorously linear 
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falls beloftr the range available where air is 
the medium, a construction presenting the 
friction surfaces of the elements in a cylin- 
der-form as -suggested in Figs. 2 and 4 per- 
, 6 mits of the use of a suitably constructed de- 
vice with a small-diameter secondary to 
measure very high speeds without imparting 
to the medium a linear velocity beyond its 
stated range. For the successful use of 
1 ® mercury in the present described instrument 
(or other rotary devices) it is important 
that the mercury be pure, the surfaces con- 
tacting therewith smooth, clean and non- 
granular (preferably nickel-plated or made 
18 of non-corrosive, high grade steel) to mini- 
mize abrasion and keep the mercury clean, 
and that the linear velocity of the mercury 
be kept low, preferably below six feet per 
second, in order that it may not break up into 
2® minute droplets or apparently-powdered 
form. 

What I claim is : 

1. In combination, driving and driven ele- 
ments, having opposed, closely-adjacent, 

28 non-contacting friction surfaces ; a liquid 
body interposed between active areas thereof 
through which the driving element fric- 
tionally. drags the driven one and thermo- 
responsive means for varying the active 
80 area of the secondary in approximately in- 
verse proportion to the thermo-effected va- 
riations in viscosity of the liquid. 

2. In a temperature-compensating speed 
indicator, the combination of variable speed 

86 primary and movement-restrained secondary 
elements that are suitably supported for 
separate movement and have opposed fric- 
tion surfaces in close but non-contacting 
juxtaposition; an interposed liquid body 
4® contacting normally with active areas of 
said surfaces less than the whole thereof, 
and thermo-responsive means for varying 
the liquid-contacting areas of said elements 
approximately inversely to the thermo- 
46 effected variations of liquid viscosity. 

3. In a temperature-compensating speed 
. indicator, the combination of variable speed 
primary and movement-restrained secondary 
elements that are suitably supported for 

6® separate movement and have opposed closely- 
adjacent non-contacting friction surfaces; 
an interposed liquid body and thermo-re- 


sponsive means for varying the active areas 
of said surfaces in predetermined propor- 
tion to thermally-effected changes of liquid SB 
viscosity. v 

. 4. In a temperature-compensating speed 
indicator, the combination; of variable speed 
primary and movement-restrained secondary 
elements that are suitably supported for 6® 
separate movement and have opposed 
closely-adjacent non-contacting friction sur- 
faces ; a liquid body partially filling the in- 
terspace between said surfaces, and thermo- 
responsive means for varying the diquid 65 
quantity within in said interspace in pre- 
determined inverse ratio to thermo-effected 
changes of liquid viscosity. ' 

5. The combination with driving and 
driven elements having opposed, closely- 7® 
adjacent,, non-contacting friction surfaces 
and an interposed liquid body contacting 
with active portions thereof, of a compen- 
sating liquid body communication with the 
said interposed or active one, and propor- 70 
tioned to vary the effective contact area of 
the active liquid approximately inversely 

to its temperature-effected viscosity changes. 

6. The combination with freely movable 
driving and movement-resisted driven ele- i® 
ments, haying friction surfaces in opposed, 
closely-adjacent non-contacting relation, of 
means, providing a reservoir, communicat- 
ing with the . interspace between said ele- 
ments, and a liquid body having a reservoir- SB 
filling component and an . active torque- 
transmitting component that normally, 
partly occupies said interspace, these com- 
ponents proportioned ! volumetrically for 
temperature-effected change of the contact 0® 
area of the . active component in approxi- 
mately inverse ratio to the attendant 
changes of liquid viscosity. 

7. In a temperature-compensating speed 
indicator, the combination of a freely rota- @0 
table cylindrical cup ; a cylinder-formed 
member in the upper portion thereof, 
pivoted and spring-restrained ; and a body : 
of mercury filling the reservoir-portion of 
the cup below the pivoted member and ex- a®® 
tending partially in the narrow interspace 
between the cup and cylinder. 

In testimony whereof I affix my signature. ■ 

• ^•SP-ir-nT'^'V-TT A . 
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To all whom it may concern: 

Be it known that I, Nikola Tesla, a citi- 
zen of the United States, residing at New 
York, in the county and State of New York, 
5 have invented certain new and useful Im- 
provements. in Ships’ Logs, of which the 
following is a full, clear, and exact descrip- 
tion. 

My invention provides a ship’s log of 
10 novel and advantageous construction and 
operation, designed to give instantaneous 
rate-readings, as in knots, or miles per hour. 
The customary log is trailed astern, twisting 
the flexible connector that drives a revolu- 
15 tion-counter on the vessel, and many dis- 
advantages of such arrangement are obvious. 

In my instrument I combine very advan- 
tageously a propeller rotatable proportion- 
ately to vessel-speed and a speed indicator 
20 driven by it and reading directly in the de- 
sired terms, preferably upon a substantially 
uniformly-graduated scale. 

In the drawings, Figure 1 diagrams the 
log in use ; 

25 Fig. 2 shows it in vertical section; 

Fig. 3 illustrates speed-indicator parts 
with the casing broken away ; 

Fig. 4 is a section on line 4 — 4 of Fig. 3; 

Fig. 5 is a section on line 5 — 5 of Fig. 2. 
30 Fig. 6 shows in section a turbine form of 
propeller, and 

Fig. 7 is a section on line 7 — 7 of Fig. 6. 

To the vessel 10, preferably near its bow, 
is suitably affixed a tube or barrel, 11, with 
85 a threaded plug 12 closing its lower end, 
where the tube preferably dips below the 
level of the boat’s keel. At the top — near 
the deck or other point of observation — the 
speed-indicator 13 is mounted, its casing 14, 
40 that carries all of the moving parts being 
detachably secured, as by screws 15, to the 
top-flange 16 of . the barrel. A boss 17 on 
the underside of casing 14 supports the ball 
bearing 18 for the primary element of the 
45 indicator and a seal 19 for its flexible drive- 
shaft 20 that connects preferably through a 
slip-joint squared union, 21, to a propeller- 
driven part. The propeller may be of com- 
mon form as shown in Fig. 2, at 22, with its 
60 shaft 23 horizontally mounted in the bracket 
24 spanning the tubular passage 25 of a 
housing 26 that fits neatly in the barrel and 
is held in register with ports 27 and 28 by 
guide-ribs 29. Such a propeller drives the 
55 shaft 20 through bevel gears 30. 


More advantageously in some respects, 
however, a turbine propeller of simple con- 
struction may be employed, as shown in 
Figs. 6 and 7. The rotor in this instance 
has a vertical shaft 23' and the wheel 22' 60 
is formed of thin, parallel, closely-spaced 
disks each having a central opening. The 
wheel is arranged in a cylindrical housing 
26' that has inlet nozzles 31 and outlet ports 
32 so disposed that the water enters the in- 65 
terspaces between the disks tangentially to 
rotate the wheel and finds escape through 
the ports 32 that communicate with the cen- 
tral orifices of the disks. This type of 
construction has many advantages due to its 70 
reliability and efficiency, but preferably it 
should be constructed to permit the disks 
and casing to be readily cleaned, casing 26' 
being made in two horizontal sections bolted 
together as at 33, each section having a de- 75 
tachable head 34. 

A flexible and longitudinally elastic 
sleeve, 35, of coiled strip metal is fastened 
at opposite ends by threaded caps 36 and 
37 to the boss 17 and to a threaded part on 80 
the propeller casing, so that the propeller 
mechanism is supported from the indicator 
casing for removal therewith. 

By suitably constructing the submerged 
parts of bronze, enameling them, or other- 85 
wise making them substantially immune to 
corrosion, adequate durability is attained, 
and the facility of removal for cleaningj 
oiling, repairs, etc., makes the under-water 
parts easy to maintain in good order. The 90 
pliant shaft, slip-connected at one end and 
its stout protective sleeve, strong yet flexible 
and extensible frees the bearings from strain 
and makes the connection uniformly effi- 
cient under changes of conditions as to 95 
temperature, etc. 

. The speed indicator 13 preferably pro- 
vides as its primary element 41 a multiple- 
walled cup,' fast on shaft 20, and as a 
secondary, or indication-giving, member a 100 
lightly-constructed pivoted, multiple-walled 
inverted cup structure 42, with the annular 
walls interleaved in closely adjacent non- 
contacting relation for transmission of turn- 
ing effort from the one to the other through 105 
intervening films of the casing-contained 
fluid medium, as air, in approximately linear 

S roportion to the speed of the primary. 

pecifically the secondary cups are de- 
pendent from an arm 43 projecting from 110 
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spindle 44, having jewel bearings in yoke 
45 carried by bridge-piece, 46, that spans 
the casing 14, and the dial 47, calibrated 
according to a suitable constant to read in 
5 knots, or miles per hour or other units of 
rate, is borne by the cup-structure below a 
fixed hand 48 visible through the sealed 
cover-glass 49. A coiled spring 50, con- 
nected at its ends respectively to the pivoted 
10 secondary element and to a fixed support, re- 
sists the pivotal displacement of the indi- 
cation-giving member. The light secondary 
element, quickly and accurately responsive 
approximately directly proportionately to 
15 the speed of the propeller-driven primary 
member, and little affected by tremors, tem- 
perature changes and other extraneous in- 
fluences, gives adequately accurate readings 
in the desired terms, showing instantaneously 
20 changes of the vessel’s speed. 

What I claim is : ' 

1. In ship’s log, a barrel having water 
flow openings near its bottom, a speed-in- 
dicator detachably secured to one end of the 
25 barrel, a flexible shaft for the speed-indi- 
cator, a propeller connected to the shaft- 
end, a housing for the propeller, registering 
with the water-flow openings, and a sleeve 
surrounding the shaft uniting the housing 
30 and casing, for extraction of the propeller- 
parts when the speed-indicator is removed 
from the barrel. 

. 2. In a ship’s log, a barrel, a speed in- 
dicator having a casing secured detachably 
35 to the upper or observation end of the barrel, 


a propeller having a housing and adapted 
to pass through the barrel, a flexible shaft 
slip-fitted to connect the propeller and speed 
indicator, and a flexible sleeve connecting 
the propeller-housing and indicator-casing. 40 

3. In a ship’s log, the combination of a 
barrel having waterflow openings near its 
bottom, a speed indicator having a casing 
detachably secured to one end of the barrel, 

a shaft for said speed indicator extending 45 
centrally through the barrel, a propeller for 
the shaft end, a housing for the propeller, 
said housing being smaller than the barrel, 
and a sleeve surrounding the shaft uniting 
said housing and said indicator casing for 50 
effecting extraction of the propeller parts 
when the speed indicator is removed from 
the barrel. 

4. In a ship’s log, a barrel, a speed indi- 
cator having a casing secured detachably to 55 
the upper end, of the barrel, a propeller hav- 
ing a housing and adapted to pass through 
the barrel, there being registering open- 
ings near the bottom of the barrel and in 
said housing for water-flow to the propeller, 60 
a flexible shaft connecting said propeller and 
speed indicator and making axially slidable 
connection with one thereof, and a flexible 
and axially expansible sleeve connecting the 
propeller housing and the indicator casing 65 
for extraction of the propeller parts when 
the speed indicator is removed from the 
barrel. 

In testimony whereof I affix my signature. 

NIKOLA TESLA. 
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To aU wham it may concern: • 

Be it known that I, Nikola Tesla, a citi- 
zen of. the United States, residing at New 
York, in the county and State of New York, 
6 have invented certain new and useful Im- 
provements in Valvular Conduits, of which 
the following is a full, clear, and exact de- 
scription. 

In most of the machinery universally em- 
10 ployed for the development, transmission 
and transformation of mechanical energy, 
fluid impulses are made to pass, more or 
less freely, through suitable channels or con- 
duits in one direction while their return is 
15 effectively _ checked or entirely prevented. 
This function is generally performed by de- 
vices designated as valves, comprising care- 
fully fitted members the precise relative 
movements of which are essential to the effi- 
20 cient and reliable operation of the appa- 
ratus. The necessity of, and absolute de- 
pendence on these, 'limits the machine in 
many respects, detracting from its practical 
value and adding greatly to its cost of man- 
26 ufacture and maintenance. As a rule the 
valve is a delicate contrivance, very liable 
to wear and get out of order and thereby 
imperil _ ponderous, complex and costly 
mechanism and, moreover, it fails to meet 
80 the requirements when the impulses are ex- 
tremely sudden or rapid in succession and 
the fluid is highly heated or corrosive. 

Though these and other correlated facts 
were known to the very earliest pioneers in 
85 the science and art of mechanics, no remedy 
has as yet been found or proposed to date 
so far as I am aware, and I believe that I 
am the first to discover or invent any means, 

• which permit the performance of the above 
40 function without the use of moving parts, 
and which it is the object of this application 
to describe. . -v 

Briefly- expressed, the advance I have 
achieved consists i n the employment of a 
46 peculiar channel or conduit charactized by 
valvular action. 

The invention can be embodied in many 
constructions greatly varied in detail, but 
for the explanation of the underlying prin- 
50 ciple.it may be broadly stated that the in- 
terior of the conduit is provided with en- 
largements, recesses, projections, baffles or 
buckets which, while offering virtually no 
resistance to the passage of the fluid in one 


direction, other than surface friction, con- 
stitute an almost impassable barrier to its 
flow m the opposite sense by reason of the 
^^re or less sudden expansions, contractions, 
deflections, reversals of direction, stops and 
starts and _ attendant * rapidly succeeding 60 
transformations of the pressure and velocity 
energies. , 

For the full and complete disclosure of 
“the device and of its mode of action refer- 
ence is made to the accompanying drawings 65 
m which — 

Figure 1 is a horizontal projection of such 
a valvular conduit with the top plate re- 
moved. 

. Fig. 2 is side view of the same in eleva- 70 
tion. 

Fig- 3 is a diagram illustrative of the ap- 
plication of the device to a fluid propelling, 
machine such as, a reciprocating pump or 
compressor ,.jpid 75 

Fig. 4 is a plan showing the manner in 
which the invention is, "or may be used, to 
operate a fluid propelled rotary engine or 
turbine. , 

Referring to Fig. 1, l is a casihg of metal 80 
or other suitable material which may be 
cast, milled or pressed from sheet in the 
desired form. From its side-walls extend al- 
ternatively projections terminating in buck- 
ets 2 which, to facilitate manufacture are 86 
congruent and spaced at equal distances, but 
need not be. In addition to these there are 
independent partitions 3 which are deemed 
of advantage and the purpose of which will 
be made clear. Nipples 4 and 5, one at each 90 
end, are. provided for pipe connection. The 
bottom is solid and the upper or open side 
is closed , by a fitting plate 6 as shown in 
Fig. 2. When desired any number of such 
pieces may be joined in series, thus making 05 
up a valvular, conduit of such length as the 
circumstances may require. 

In elucidation of the mode of operation 
let it be assumed that the, medium under 
pressure be admitted at 5. Evidently, its 100 
approximate path will be as indicated by 
the dotted line 7, which is nearly straight, 
that is to say, if the. channel be of adequate 
cross-section, the fluid will encounter a very 
small resistance and pass through freely 105 
and undisturbed, at least to a degree. Not 
so if the entrance be at the opposite end 4. 

In this case the flow will not be smooth 



and continuous, but intermittent, the fluid 
being quickly deflected and reversed in di- 
rection, set m whirling motion, brought to 
rest and again accelerated, these processes 
5 following one another in rapid succession. 
The partitions 3 serve to direct the stream 
upon the buckets and to intensify the ac- 
tions "causing violent surges and eddies 
which interfere very materially with the 
10 flow through the conduit. It wiil be readily 
observed that the resistance offered to the 
passage of the medium will be considerable 
even if it be under constant pressure, but 
the impediments will be of full effect only 
15 when it is supplied in pulses and, more es- 
pecially, when the same are extremely sud- 
den and of high frequency. In order to 
bring the fluid masses to rest and to high 
velocity in short intervals of time energy 
20 must be furnished at a rate which is unat- 
tainable, the result being that the impulse 
cannot penetrate very far before it sub- 
sides and gives rise to movement in the 
opposite direction. The device not . only 
25 acts as a hinderment to the bodily return 
of particles but also, in a' measure, as a 
check to the propagation of a disturbance 
through the medium. Its efficacy is chiefly 
determined; first, by the magnitude of the 
30 ratio of the two resistances offered to dis- 
turbed and to undisturbed flow, respectively, 
in the directions from 4 to 5 and from 5 to 
4, in each individual element of the con- 
duit ; second, by the number of complete 
35 cycles of action taking place in a given 
length of the valvular channel and, third, 
by the character of the impulses themselves. 
A fair idea may be gained from simple 
theoretical considerations, 

40 ■ Examining more closely the mode of op- 
eration it will be seen that, in passing from 
one to the next bucket in the direction of 
disturbed flow, the fluid undergoes two 
complete reversals or deflections through 180 
45 degrees while it suffers only two small de- 
viations from about 10 to 20 degrees when 
moving in the opposite sense. In each case 
the loss of head will be proportionate to a 
hydraulic coefficient dependent on the angle 
50 of deflection from which it follows that, 
for the same velocity, the ratio of the two 
resistances will be as that of the two coeffi- 
cients. The theoretical value of this ratio 
may be 200 or more, but must be taken as 
55 appreciably less although the surface frie- 
' tion too is greater in the direction of dis- 
turbed flow. In order to keep it as large 
' as possible, sharp bonds should be avoided, 
for these will add to both resistances and re- 
60 duce the efficiency. Whenever practicable, 
the piece should be straight; the next best 
is the circular form. 

That the peculiar function of such a con- 
duit is enhanced by increasing the number 
65 of buckets or elements and, consequently, 


cyclic processes in a given length is an 
obvious conclusion,. but there is no direct 
proportionality because the successive ac- 
tions diminish in intensity. Definite limits, 
however, are set constructively and other- 70 
wise to the number of elements per unit 
length of the channel, and the most economi- 
cal design can only be evolved through long 
experience. 

Quite apart from any mechanical features 75 
of the device the character of the impulses 
has a decided influence on its performance 
and the best results' will be secured, when 
there are produced at 4, sudden variations 
of pressure in relatively long intervals, 80 
while a constant pressure is maintained at 
5. Such is the case in one of its most valu- 
able industrial applications which will be 
specifically described. 

In order to conduce to a better under- 85 
standing, reference may first be made to Fig. 

3 which illustrates another special use and 
in which 8 is a piston fixed to a shaft 9 and 
fitting freely in a cylinder 10. The latter is 
closed at both ends by flanged heads 11 and 90 
12 having sleeves or stuffing boxes 13 and 14 
for the shaft. Connection between the two 
compartments, 15 and 16, of the cylinder is 
established through a valvular conduit and 
each of the heads is similarly equipped. 95 
For the sake of simplicity these devices are 
dtegrammatically shown, the solid arrows 
indicating the direction of undisturbed flow. 

An extension of the shaft 9 carries a second 
piston 17 accurately ground to and sliding 100 
easily in a cylinder 18 closed at the ends by 
plates and sleeves as usual. Both piston 
and cylinder are provided with inlet and 
outlet ports marked, respectively, 19 and 20. 
This arrangement is familiar, being repre- 105 
sentative of a prime mover of my invention, 
termed “mechanical oscillator”, with which 
it is practicable to vibrate a system of con- 
siderable weight many thousand times per 
minute. 110 

Suppose now that such rapid oscillations 
are imparted by this or Other means to the 
piston 8. Bearing in mind the proceeding, 
the operation of the apparatus will be un- 
derstood at a glance. While moving in the 115 
direction of the solid arrow, from 12 to 11, 
the piston 8 will compress the air or other 
medium in the compartment 16 and expel it 
from the same, the devices in the piston and 
head 11 acting, respectively, as closed and 120 
open valves. During the movement of the 
piston in the opposite direction, from 11 to 
12, the medium which has meanwhile filled 
the chamber 15 will be transferred to com- 
partment 16, egress being prevented by the 125 
device in head 12 and that in the pistbn al- 
lowing free passage. These processes will 
be repeated in very quick succession. If the 
nipples 4 and 5 are put in communication 
with independent reservoirs, the oscilla- 130 
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tionti of the piston 8 will result in a compres- these is, normally, open, to the atmosphere 
sion of the air at 4 and rarefaction of the while the other connects to a source of fuel 
same at 5. Obviously, the valvular chan- supply as a gas main 28. The bottom of 
nels being turned the other way, as indi- the combustion chamber terminates m a suit- 
6 cated by dotted lines in the lower part of able nozzle 29 which consists of separate To 
the fi<mre, the opposite will take place. The piece of heat resisting material. To regulate 
devices in the piston have been shown merely the influx of the explosion constituents and 
by way of suggestion and can be dispensed secure the proper mixture the air and gas 
with. ' Each of the chambers 15 and 16 be- conduits are equipped, respectively, with 
10 in connected to two conduits as illustrated, valves 30 and 31. 1 he exhaust openings 75 

the vibrations of a solid piston as 8 will 32 of the rotor should be in communication 
have the same effect and the machine will with a ventilator, preferably carried on the 
then be a double acting pump or compressor, same shaft and of any suitable construction. 

It is likewise unessential that the medium Its use, however, while advantageous, is not 
15 should be admitted to the cylinder through indispensable the suction produced by the 80 
such devices for in certain instances ports, turbine rotor itself being, m some cases, at 
alternately closed and opened by the piston, least, sufficient to insure proper working, 
may serve the purpose. As a matter of This detail is omitted from the drawing as, 
course, this novel method of propelling fluids unessential to the understanding. 

20 can lie extended to multistage working in But a few words will be needed to make 85 
which case a number of pistons will be em- clear the mode of operation. The air valve 30 
ployed, preferably on the same shaft and of being open and: sparicing established across 
different diameters in conformity with well terminals 27, the gas is turned on slowly un- 
established principles of mechanical design, til the mixture in the chamber 24 reaches the 
25 In this way any desired ratio of compres- critical state and is ignited. Both the con- 90 
sion or degree of rarefaction may be at- duits behaving, with respect to efflux, _ as 
tained. closed valves, the products of combustion 

Fi°v 4 exemplifies a particularly valuable rush out through the nozzle 29 acquiring still 
application of the invention to which refer- greater velocity by expansion and, unpart- 
30 ence has been made above. The drawing mg their momentum to the rotor 21, start it 95 
shows in vertical cross section a turbine from rest. Upon the subsidence of the ex- 
which may be of any type but is in this in- plosion the pressure in the chamber sinks 
stance one invented and described by me and below the atmospheric owing to the pump- 
supposed to be familiar to engineers. Suffice ing action of the rotor or ventilator and new 
35 it to state that the rotor 21 of the same is com- air and gas is permitted to enter, cleaning 100 
posed of flat plates which are set in motion the cavity and channels' and making up a 
through the adhesive and viscous action of fresh mixture which is detonated as before, 
the working fluid, entering the system tan- and so on, the successive impulses of the ■ 
gentially at the periphery and leaving it at working fluid producing an almost con- 
40 the center. Such a machine is a- thermo- . tmuous rotary effort. .After -a short lapse of 105 
dynamic transformer of an activity .surpass- time the chamber becomes heated to such a 
ing by far that of any other prime mover, degree that the ignition device may be shut 
it being demonstrated in practice that each off without disturbing the established regime, 
single disk of the rotor is capable of per- This manner of starting the turbine involves 
45 forming as much work as a whole bucket- the employment of an unduly large combus- 110 
wheel. Besides, a number of other advan- tion chamber which is not commendable from 
tages, equally important, make it especially the economic point of view, for not only does 
adapted for operation as an internal combus- it entail increased heat losses but the ex- 
tion motor. This may be done in many plosions cannot be made to follow one an- 
60 ways, but the simplest and. most direct plan other with such rapidity as would be desir- 115 
of ’which I am aware is the one illustrated able to insure the best valvular action, 
here. Referring again to the drawing, the When the chamber is small an auxiliary 
upper part of the turbine casing 22 has bolt- means for starting, as compressed air, may 
ed to it a separate casting 23, the, central be resorted to and a very quick succession 
65 cavity 24 of which forms the combustion of explosions can then lie obtained. The 120 
chamber. To prevent injury through exces- frequency will be the greater the stronger 
sive heating a jacket 25 may be used, or else the suction, and may, under certain condi- 
water injected, and when these means are tions, reach hundreds and even thousands 
objectionable recourse may be. had to air per second. It scarcely need be stated that 
60 cooling, this all the more readily as very instead of one several explosion chambers 125 
high temperatures are practicable.’ The top may be used for cooling purposes and also 
of casting 23 is closed by a. plate 26 with a to increase the, number of active pulses and 
sparking or hot wire plug 27 and in its sides the output of the machine, 
are screwed two valvular conduits communi- Apparatus as illustrated in Fig. 4 pre- 
65 eating with the central chamber 24. One of sents the advantages of extreme simplicity, 130 
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cheapness and reliability, there being no 
"-compressor, buckets or troublesome valve 
mechanism. It also permits, with the addi- 
tion of certain well-known accessories, the 
6 use of any kind of fuel and thus meets the 
pressing necessity of a self-contained, pow- 
erful, light and compact internal combus- 
tion motor for general work. When the at- 
tainment of the highest efficiency is the chief 
10 object, as in machines of large size, the ex- 
plosive constituents will be supplied under 
high pressure and provision made for main- 
taining a vacuum at the exhaust. Such ar- 
rangements are .quite familiar and lend 
15 themselves so easily to this improvement that 
an enlargement on this subject is deemed 
unnecessary. 

The foregoing description will readily 
suggest to experts modifications both as 
20 regards construction and application of the 
device and T do not wish to limit myself in 
these respects. The. broad underlying idea 
of the invention is to permit the free pas- 
sage of a fluid through a channel in the di- 
25 recti on of the flow and to prevent its return 
through friction and mass resistance, thus 
enabling the performance of valve functions 
without any moving parts and thereby ex- 
tending the scope and usefulness of an im- 
30 mense variety of mechanical appliances. 

I do not claim the methods of and appara- 
tus for the propulsion of fluids and thermo- 
dynamic transformation of energy _ herein 
disclosed, as these will be made subjects of 
35 separate applications. 

I am aware that asymmetrical conduits 
have been constructed and their use pro- 
posed in connection with engines, but these 
have no similarity either in their construe-' 
40 tion or manner of employment with my 
valvular conduit. They were incapable of 
acting as valves proper, for the fluid was 
merely arrested in pockets and deflected 
through 90°, this result haying at best only 
45 25% of the efficiency attained in the con- 
struction herein described. In the conduit 
I have designed the fluid, as stated above, 
is deflected in each cycle through 300°, and 
a co-efficient approximating 200 can be ob- 
50 tained so that the device acts as a slightly 
leaking valve, and for that reason the term 
“valvular” has been given to it in contrast 
to asymmetrical conduits, as heretofore pro- 
posed, which were not valvular in action, 
65 but merely asymmetrical as to resistance. 

Furthermore, the conduits heretofore con- 
structed were intended to be used in connec- 
tion with slowly reciprocating machines, in 
which case enormous conduit-length would 
60 be necessary, all this rendering them devoid 
of practical value. By the use of an effective 
valvular conduit, as herein described, and 
the employment of pulses of very high fre- 
quency, I am able to condense my appa- 
65 ratus and secure such perfect action as to 


dispense successfully with valves in numer- 
ous forms' of reciprocating and rotary en- 
gines. 

The high efficiency of the device,, irre- 
spective of the character of the pulses, is 70 
due to two causes: first, rapid reversal of 
direction of flow and ; second, great relative 
velocity of the colliding fluid columns. As 
will be readily seen each bucket causes a 
deviation through an angle of 180°, and an- 75 
other change of 180° occurs in each of the 
spaces between two adjacent buckets. That 
is to say, from the time the fluid enters or 
leaves one of the recesses to its passage; into, 
or exit from, the one following a complete go 
cycle, or deflection through 300°, is effected. 
Observe no,w that the velocity is but slightly 
reduced in the reversal so that the incom- 
ing and deflected fluid columns meet with a 
relative speed, twice that of the flow, and 85 
the energy of their impact is four times 
greater than with a deflection of only 90°, 
as might be obtained with pockets such as 
have been employed in asymmetrical con- 
duits for various purposes; The fact is, yo 
however, that in these such deflection is not 
secured, the pockets remaining filled with 
comparatively quiescent fluid and the latter 
following a winding path of least resist- 
ance between the obstacles interposed. In 95 
such conduits the action cannot be charac- 
terized as “valvular” because some of the 
fluid can pass almost unimpeded in a direc- 
tion opposite to the normal flow. In my 
construction, as above indicated, the resist- 100 
unco in the reverse may be 200 times that in 
the normal direction. Owing to this a com- 
paratively very small number of buckets or 
elements is required for checking the fluid. 

To give a concrete idea, suppose that the 105 
leak from the first element is represented 

by the fraction then after the wth bucket 

is traversed, only a quantity will es- 110 

cape and it is evident that X need not be a 
large number to secure a nearly perfect 
valvular action. 

What I claim is: 

1. A valvular conduit having interior 115 
walls of such conformation as to permit the 
■free passage of fluid through it in the direc- 
tion of flow but to subject it to rapid re- 
versals of direction when impelled in the 
opposite sense and thereby to prevent its 120 
return by friction and mass resistance. 

2. A valvular conduit composed of a 
closed passageway having recesses in its 
walls so formed as to permit a fluid to puss 
freely through it in the direction of (low, 125 
but to subject it to rapid reversals of direc- 
tion when impelled in an opposite sense, and 
thereby interpose friction and mass resist- 
ance to the return passage of the same. 

3. A valvular conduit composed of a tube 130 
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or passageway with rigid interior walls 
formed with a series of recesses or pockets 
with surfaces that reverse a fluid tending 
to flow in one direction therein and thereby 
5 check or prevent flow of the fluid in that 

direction. , . 

4. A valvular conduit with rigid interior 
walls of such character as to offer substan- 
tially no obstacle to the passage through it 

10 of fluid impulses in one direction, but to 
subject the fluid to rapid reversals of direc- 
tion and thereby oppose and check impulses 
in the opposite sense. _ . 

5. A valvular conduit with rigid interior 
15 walls formed to permit fluid impulses under 

pressure to pass freely through it in one 
direction, but to subject them to rapid re- 


versals of direction through 360° and there- 
by check their progress when impelled in 
the opposite sense. . . ... . 20 

i . A valvular conduit with rigid interior 
walls which permit fluid impulses to flow 
through it freely in one direction, formed at 
a plurality of points to reverse such fluid 
impulses when impelled in the opposite di- 25 
rection and check their flow. 

7. A valvular conduit with rigid interior 
walls having pockets or recesses, and trans-. 
versely inclined intermediate baffles to per- 
mit the free passage of fluid impulses in one 30 
direction but to deflect and cheek them when 
impelled in the opposite direction. 

In testimony whereof I affix my signature. 

NIKOLA TESLA. 
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To all whom it may : concern: 

Be it known that I, Nikola Tesla, a 
citizen of the United States, residing at 
New York, in the county and State of New 
6 York, have invented certain new and use- 
ful Improvements in Flow-Meters, of which 
the following is a full, clear, and exact de- 
scription, 

My invention relates to meters for meas- 
10 urement of velocity or quantity of fluid 
flow. Its chief object is to provide a novel 
structure, simple, inexpensive and efficient, 
directly applicable to a conduit through 
which the fluid flows, and arranged to give 
15 instantaneous readings in terms of velocity, 
or quantity. . 

In the drawings I have shown a single 
embodiment of my invention in desirable 
form, and therein — 

20 Figure 1 is a central, vertical section 
showing the device in use; 

Fig. 2 is a plan detail of the indicating 
instrument with parts in section ; 

Fig. 3 is a horizontal section on line 3—3 
25 of Fig. 1, and 

Fig. 4 is an enlarged section on line 4 — 4 
of Fig. 1. 

Assuming that the flow of liquid 10 
through a main 11 is to be measured as in 
30 gallons per hour, or feet per second, the 
main is tapped as at 12 and into the threaded 
orifice is screwed the body-casting of the 
flow-meter 13. This casting has a threaded 
waist 14, centrally apertured to receive the 
35 bedring bushing 15, the upper portion of 
the casting being formed as a shell 16 for 
incasing the indicating mechanism, and its 
lower portion prolonged as a tube 17, ter- 
minating in a head 18 to receive the flow- 
40 driven element. The latter, I prefer, shall 
be a turbine of the type commonly identified 
bv nv 7 name. Illustrating simply its essen- 
tial elements, the rotor, 19, is made up 
of centrally apertured parallel disks 20, 
45 closely spaced and mounted on a shaft, _ 21, 
extending through a shell 22 confined with- 
in the head 18 above the plug 23 that closes 
the bottom of the head and carries. an ad- 
justable step-bearing screw -24. Inlet noz- 
50 z les 25, in the wall of head 18, direct the 
liquid to the disks tangentially to set the 
latter in rotation and the water finds es- 
cape through the outlet passages 26 oi the 
shell 22 and ports 27 of the head 18. Pref- 
55 erably the length of . tube 17 should be such 


as to dispose the turbine rotor approxi- 
mately at the center of the main, and .of 
course the turbine will rotate at a rate lin- 
early proportional to the velocity of the 
fluid at that point, according to a practi- 60 
cally- determined constant. 

Turbine shaft 21 connects with shaft 30 
of the indicator, that preferably is of mini- 
mal diameter for the work to be done and 
that passes through the long bushing 15 for 65 
direct connection with the indicator 31. The 
primary element, 32, of this indicator, di- 
rectly. mounted on said shaft 30, preferably 
comprises a cup having multiple vertical 
walls 33 in concentric arrangement, these be- 70 
ing interleaved with inverted cup walls 34 
of a secondary element 35, that is pivoted 
and torsionally restrained and that bears a 
movable element of the reading scale. 
Specifically, the secondary element may have 7 5 
its inverted cup walls made of very thin 
aluminum mounted on arm 36, affixed to the 
spindle 37 that runs in jewel bearings car- 
ried by a yoke 38, supported on a bridge 
piece 39 spanning the casing 16. A coiled 80 
spring 40, at one end. fast to the spindle 37 
and its other end adjustably secured in 
split stud 41, on bracket 38, resists displace- 
ment of the secondary element which carries 
on its top a reading scale 43 r graduated in 85 
terms of gallons per hour, feet per minute, 
or other units of measurement. This dial 
moves below the stationary pointer 44 that 
is visible through the sight-glass 45, carried 
by the cover cap 46 and tightly sealed. By 90 
constructing the indicator in accordance 
with principles fully explained in my Pat- 
ent No. 1,209,359 the primary element, act- 
ing through the viscous or adhesive prop- 
erties of air or other fluid medium filling 95 
the casing, is caused to displace the scale- 
bearing member against the tension . of its 
spring substantially in linear proportion to 
the speed of rotation of the primary ele- 
ment, and by observing the conditions req- 100 
uisite to make, the torque bear a rigorously 
linear proportion to the speed, and making 
the spring to permit deflections proportion- 
ate directly to the turning effort, the scale 
may be graduated uniformly without the 196 
employment of any compensating mecha- 
nism to this end. 

The pressure or density of the gaseous 
fluid medium in the casing 60 should not be 
subject to change under varying conditions U© 
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of pressure within the main, or the readings 
might be seriously inaccurate ; nor, obvi- 
ously, should escape of the liquid from the 
main into the indicator casing be permitted. 

5 To seal the running bearing of shaft 30 
adequately to withstand very considerable 
pressures, I make what I term a “mercury- 
lock” by the following provision : the shaft 
30 is made of fine steel of great and uniform 
10 density and the bushing 15 is preferably of 
hard copper, these having diameters leaving 
a clearance of only a few thousandths of an 
inch, — much too small for the capillary ad- 
mission of mercury. These surfaces are 
15 treated for amalgamation with mercury. 
The bearing-portion of the shaft 30 is thinly 
copper plated, and then both bearing sur- 
faces are coated, in a quickening solution, 
with mercury, after which the mercury- 
20 filmed parts are assembled. In this yvay, as 
sought graphically and exaggeratedly to be 
represented in Fig. 4, the mercury body 50 
is introduced into the very narrow clearance, 
and although it is a unitary seal in its re- 
25 sistance to the passage of air or water, it 
may practically be regarded as forming two 
mirror-surfaced films between the bushing 
15 and the copper plating 51 on shaft 30. 
I have found such a mercury lock makes a 
30 very effective and enduring seal while per- 
mitting adequately free rotation of the 
shaft. ■ 

The combination of turbine rotor and air 
drag indicating mechanism as above de- 
86 scribed is especially advantageous in that 
the small turbine, developing a high shaft 
speed under even rather slow fluid flow, in- 
sures that the speeds of the primary ele- 
ment will be ample to result in high torque, 
40 so that the indicator may be of relatively 
rugged construction. Furthermore, the 
practical insensibility of the air drag in- 
strument to temperature changes, without 


-special compensating mechanism, makes a 
very simple construction available for many 45 
and variant uses. And since linear relation- 
ships exist between the rate of liquid flow, 
turbine-rotation and indicator-displacement, 
accurate marking of the scale in uniform 
graduations depends only upon the estab- 50 
lishment of certain easily-ascertainable con- 
stants for any given conditions. 

What I claim is : 

1.. A flow-meter comprising a body hav- 
ing a pipe engaging portion, a lower head 55 
of smaller diameter and an upper casing, a 
vertical shaft extending through said body, 
a disk-turbine in said head directly connect- 
ed with said shaft, said head having inlet 
and outlet openings to the turbine disks, GO 
and indicating means comprising a rota- 
table primary element directly connected 
with said vertical shaft and a torsionally- 
restrained secondary element displaceable 
by the first and equipped to show its dis- 65 
placement in desired terms. 

2. In a device of the character described, 
the combination of a body fitting having an 
intermediate part for pipe engagement, a 
lower head, and an upper shell, a shaft pass- 70 
ing vertically from said shell to said head, a 
pressure-resisting seal for said shaft adja- 
cent said pipe engaging portion of the body, 
an indicator in said shell comprising a rota- 
table primary member having a vertical axis 75 
and directly connected with the upper end 
of said shaft, a torsionally-restrained sec- 
ondary element displaceable by the first, said 
secondary element associated with a scale for 
showing its deflections in desired terms, and 80 
a horizontal disk-turbine rotor in said heath 
said rotor directly connected with the bot- 
tom of said shaft, said head having inlet 
and outlet openings to the rotor disk. " 

In testimony whereof I affix my signature. 85 

NIKOLA 'TESLA. 
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TocMwhomitmm/ concern: tion in it's broader aspects to matters of de- 55 

Be it known that I, Nikola Tesla, a citi- tail, 
zen of the United States, residing at New 5 represents diagrammatically a two-phase 
York, in the county and State of New York, generator, typifying the machine controlling 
5 have invented certain new and useful Im- the frequency to be measured, and having 
provements in Frequency Meters, of which suitable connection by wires 6 with the syn- 60 
the following is a full, clear, and exact de- chronous-motor element of! the frequency 
scription. meter, indicated as a whole by 7. The motor, 

In many instances in practice it is, very 8, will of course have field poles and arma- 
10 desirable and important to ascertain the fre- ture bars appropriate to the character of the 
quency of periodic currents or electric oscil- current supplied from the generator 5, the 65 
lations and therefrom the speed of rotation motor being of the split-phase, two-phase, 
or reciprocation of the generating or con- or other type, as needed. A frame 10, hav- 
trolling apparatus. ing lugs 11, or other means of support, pro- 

15 The devices commonly used at present for vides a cup-formed shell 12 with a top wall 
this purpose and designated “frequency me- 13 furnished with a central bearing tube 14 70 
ters” generally consist of reeds or bars tuned and with suitable supporting means, as 15, 
to respond to impulses of definite periods, for the stationary field structure 16. A cap 17, 
or a direct current dynamo coupled to the screw threaded at 18, and suitably packed, 

20 alternating. generator or frequency controller hermetically seals one side of the motor cas- 
and connected with an instrument, of volt- j n g into which the connecting wires are led 7 5 
meter construction, graduated to indicate through any suitable sealing and insulating 
the instantaneous frequency of the current, bushings 19. 

Both of these forms are objectionable from p 0 r accuracy and promptness of response 
25 many points "of view, being subject to vari- to frequency- variations, the armature struc- 
ous limitations of practical availability and ture 21, as a whole, with its attachments 80 
to disturbing influences, all so well known to should be of very light weight and so 
experts as to dispense with the necessity of equipped that its work is minimized. Hence 
enlarging upon them on this occasion. it is important both that the construction of 

30 My invention has for its object to provide the armature element be designed with ref- 
a frequency meter of great accuracy, struc- erence to smallness and consequent lightness 85 
tural simplicity, wide range of use, and low G f parts, and that its frequency-indicating 
cost, all adequate to meet the pressing de- equipment be of a character imposing the 
mand for a commercial and scientifically sat- lightest load on the armature. Specifically, 

35 isfactory instrument of improved form. the armature laminae 22 are carried on a 
In the drawings, wherein I have illus- light disk 23, fixed to the vertical shaft 24, 90 
trated a single embodiment of my invention that is supported by ball bearings 25 and 26, 
for purposes of disclosure, — in tube 14, and, above the wall 13, carries 

Fig. 1 is a central vertical section through the driving member of the indicator device 
40 the frequency meter, with diagrammatic ex- 28. This appliance comprises, as its pri- 
tension to indicate an available manner of mary element, 29, a non-magnetic disk 30, 95 
connecting it to a two-phase generator; of brass, say, having annular spaced, con- 
Fig. 2 is an end view ; centric walls 31, and as its secondary ele- 

Fig. 3 is a side elevation with the cover in ment, 32, a pivoted part including very 
45 section, and Fig. 4 is a side elevation of the light, annular walls 33 interleaved with the 
instrument from its reading side. walls 31 and affording extensive smooth fric- 100 

It will be understood that the specific con- tion surfaces, very closely adjacent to, but 
struction of instruments embodying my in- no,t contacting with, the kindred surfaces of 
vention may be modified in many ways ac- the primary member so that through the 
50 cording to the demands of the electrical or thin films of fluid, preferably air, interven- 
mechanical environment in which it is to be ing between them, torque may be transmit- 105 
used, and while I shall describe in detail a ted from the primary to the secondary ele- 
specific construction, illustrated in the draw- ment in substantially linear proportion to 
ing, it is without intent to limit my inven- the speed of the primary. Posts 35, mounted 
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in the top wall of the frame, support a 
bridge piece 36 that carries a bearing yoke 
37, affording upper and lower jewel bear- 
ings 38 and 39, the former contained in a 
5 bushing 40 threaded for adjustment in the 
yoke and set by a nut 41, such bearings re- 
ceiving the spindle 42 from which extends, 
rigidly, the arm 43 carrying the annular 
walls of the secondary element. A spiral 
10 spring 44, fixed at one end to the shaft 42 
and at its other end clamped adjustably in 
the split stud 45 on bracket 37, permits ro- 
tary displacement of the secondary element, 
substantially in linear proportion to the 
15 force applied. A scale 48, printed on or 
otherwise affixed to the outermost wall of 
the secondary element, is graduated in units 
of frequency and its indication point is de- 
termined by a fixed pointer 49 that is fixed 
20 at the edge of a transparent sealed window 
50 of the casing shell 51 of cup formation, 
that is secured m sealed relation to the wall 
13 as by packed screws 52 engaging bosses 
53 on the bridge piece 36 so to complete the 
25 hermetic enclosure of the chamber contain- 
ing the indicating elements. Such herihetic 
closure is not necessary in many instances 
but may be desirable. 

In my copending application Serial No. 
30 841,726 filed May 29th, 1914, Patent No. 
1,209,359 I have set forth in detail certain 
laws the observance of which results in at- 
tainment of rigorous proportionality of de- 
flections to speed in an “air drag” instru- 
35 ment, and all of such conditions may be ob- 
served to advantage in constructing the in- 
dication-giving element of the frequency 
meter. 

It will be noted that an instrument as 
40 herein _ described has many structural and 
operative advantages. The translating in- 
strument, giving the frequency - reading, 
when constructed for use of air as the trans- 
mitting medium, may be of size to give am- 
45 pie torque, but if desired the ensealed mech- 
anism may be operated in air or other, pref- 
erably inert, gases of more than atmospheric 
density for increase of the torque. The air 
drag instrument is substantially unaffected 
50 in accuracy by temperature changes, with- 
out special compensating mechanism, and is 
therefore practically insensible to the heat- 
ing effect of the subjacent motor, and the 
double-chamber construction segregating the 
55 motor and translating device prevents the 
latter from being affected by air-currents 
engendered by the motor-operation. Fur- 
thermore, the indicator structure may be 
made immune to magnetic influence and 
60 eddy currents, however intense, by making 
its secondary element of appropriate non- 
shrinkable, insulating material, as com- 
pressed fiber, although in many instances 
the partition 13, acting as a shield for the 
65 indicator obviates the necessity for such pro- 


vision. The small size, low cost and ease of 
maintenance, due to the simplicity of the 
construction are especially desirable. 

What I claim is: 

1. In a frequency meter, the combination 70 
of a synchronous motor, and a speed-respon- 
sive device, having a primary element con- 
nected to the armature shaft, and a pivoted 
torsionally-restrained secondary element, de- 
flectable in substantially linear proportion 75 
to the speed of the primary and calibrated 

in terms of electrical frequency. 

2. In a frequency meter, the combination 
of a synchronous motor and a speed-respon- 
sive device, said motor having an armature 80 
of light construction and saif speed-respon- 
sive device comprising a primary element 
carried in rotation by said armature, and a 
torsionally - restrained secondary element, 
these elements having extensive confront- 85 
ing, closely adjacent friction surfaces, co- 
operating through interposed films of a fluid 
medium for displacement of said secondary 
element in substantially linear proportion to 
the speed of rotation of the primary element. 90 

3. In a frequency meter, the combination 
of a synchronous motor and a speed-respon- 
sive device, the former having an armature 
of light construction and the latter compris- 
ing a primary element, carried in rotation 95 
by said armature, and a torsionally-re- 
strained secondary element, these elements 
having extensive confronting, closely adja- 
cent friction surfaces, cooperating through 
interposed films of air for displacement of 100 
said secondary element in substantially 
linear proportion to the speed of rotation of 
the primary element, said secondary bearing 

a scale calibrated in terms of frequency. 

4. A frequency meter comprising, in com- 105 
bination, a synchronous induction motor, 
having a shell carrying the field, and a rota- 
table armature within the chamber of said 
shell having its shaft extended through said 
shell; and a speed-responsive device, com- 110 
prising a closed casing, a non-magnetic pri- 
mary element mounted upon said armature 
shaft, a separately mounted secondary ele- 
ment pivoted and torsionally restrained, 
said elements having opposed, closely adja- 115 
cent non-contacting surfaces, co-operating 
through interposed films of a fluid medium 
through which torque is transmitted to the 
secondary in approximately linear propor- 
tion to the speed of the primary member, 120 
and a visible scale uniformly graduated in 
terms of frequency carried by the Second- 
ary member. 

5. A frequency meter comprising a sealed, 
air-containing casing divided into two com- 125 
partments, a shaft extending into both com- 
partments, a synchronous motor in one com- 
partment adapted to drive said shaft and an 
indicating device in the other, said device 
having a primary rotatable element con- 130 
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nected with the shaft, a separately mounted, 
indication-controlling element and a spring 
restraining the latter, said elements having 
extensive, confronting, closely adjacent, non- 
5 contacting surfaces cooperating through the 
interposed air films for displacement of the 
secondary, at all ordinary temperatures, ap- 
proximately in linear proportion to the 
speed of the primary element. 

10 6. In a frequency meter, the combination 

of a synchronous motor having an arma- 
ture of light construction, a speed-respon- 
sive device comprising a primary element 
carried in rotation by the said armature 
15 and a torsionally-restrained secondary ele- 
ment, said elements having extensive con- 
fronting closely adjacent friction surfaces 
cooperating through interposed films of air 
for displacement of said secondary element 
20 in substantially linear proportion to the 
speed of rotation of the primary element, 
and a wall interposed between the armature 
of the motor and the speed-responsive device 
for shielding the latter from air disturb- 
25 ance caused by rotation of the former. 

7. A frequency meter comprising a casing 
divided into two compartments, a shaft ex- 
tending into both thereof, a synchronous 
motor in one compartment adapted to drive 
30 said shaft and a speed-responsive device in 
the other having a primary element con- 
nected for rotation with said shaft, a sepa- 
rately mounted, torsionally-restrained indi- 
cating element, said elements having exten- 
35 sive confronting, closely adjacent, non-con- 
tacting surfaces cooperating through inter- 


S 

posed gaseous films for displacement of the 
secondary, approximately in linear propor- 
tion to the speed of the primary element. 

8. In a frequency meter, the combination 40 
of a synchronous motor and a speed-respon- 
sive device, said motor having a light arma- 
ture and a shaft, and said speed responsive 
device comprising a primary element of non- 
magnetic material carried by the armature 45 
shaft and a torsionally-restrained secondary 
element, these elements having extensive, 
confronting, closely adjacent, non-contact- 
ing surfaces cooperating through interposed 
films of a fluid medium for displacement of 50 
the secondary element in approximately 
linear proportion to the speed of the pri- 
mary element, and a containing structure 
ensealing the speed responsive device. 

9. In a frequency meter, the combination 56 
of a synchronous motor having an armature 

of light construction, a speed-responsive de- 
vice comprising a primary element carried 
in rotation by the said armature and a tor- 
sionally-restrained secondary element, said 60 
elements having extensive confronting, 
closely adjacent friction surfaces cooperat- 
ing through interposed films of air for dis- 
placement of said secondary element in sub- 
stantially linear proportion to the speed of 65 
rotation of the primary element, and means 
interposed between the armature of the 
motor and the speed-responsive device for 
shielding the latter from air disturbance 
caused by rotation of the former. 70 

In testimony whereof I affix my signature. 

NIKOLA TESLA. 
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The utility of the aeroplane as a means of 
transport is materially lessened and its com- 
mercial introduction greatly hampered ow- 
ing, to the inherent inability of the mecha- 
5 nism to readily rise and alight, which is an 
unavoidable consequence of the fact that the 
required lifting force can only be produced 
by a more or less rapid trarislatory move- 
ment of the planes or foils. , In actual ex- 
10 perience the minimum speed for ascension 
and landing is a considerable fraction of that 
in full flight, and the principles of design 
do not admit of a very great advance in 
this respect without sacrifice of some de- 
!5 sirable feature. For this reason planes of 
very large area, high lift wing-sections, de- 
flectors of the slip-stream of the propeller, 
or analogous means, which might be helpful’ 
in these operations^ do not afford the remedv 
■20 sought. This indispensable high velocity, 
imperilling life and property, makes it neces- 
sary to equip the machine with special 
appliances and provide suitable facilities at 
the terminals of the route, all of which en- 
25 tail numerous drawbacks and difficulties of 
a serious nature. So imperative has it be- 
come to devise some . plan of doing away 
with these limitations of the aeroplane that 
the consensus of expert opinion charac- 
rfU tenzes the problem as one of the most press- 
ing and important and its practical solution 
is eagerly awaited by those engaged in the 
development of the art, as well as the gen- 
eral public. 

Many attempts have been made to this 
end, mostly based on the, use of independ- 
ent devices, for the express purpose of facili- 
tating and insuring the start -and finish of 
it ? 6 aerla ^ journey, but the operativeness of 
40 the arrangements proposed is not conclu- 
sively _ demonstrated and, besides, they are 
objectionable, constructively or otherwise to 
such an extent that builders of commercial 
apparatus have so far not considered them 
of sufficient value to dep irt from present 
practice. ^ 

More recently, professional attention has 
been turned to the helicopter which is devoid 
.of planes as distinct organs of support and, 
oo presumably, enables' both vertical and hori- 
zontal propulsion to be satisfactorily accom- 
plished through; the instrumentality of the 
propeller alone. However, although this 
idea is quite old . and not a few experts have 
oo endeavored to carry it out in various ways, 


). 499,519, and in Great Britain April 1, 1921. 

no success has as yet been achieved. Evi- 
dently, this is due to the inadequacy of the 
engines employed and, perhaps, also to cer- 
tuin heretofore unsuspected characteristics 
or the device and. fallacies in the accepted oo 
theory of its operation, an elucidation of 
which is deemed necessary for the clear 
.understanding of the subject. 

The prospects of a flying machine of this 
kind appear at first attractive, primarily be- °5 
cause it makes possible the carrying of great - 
loads with a relatively small expenditure of 
energy. This follows directly from the 
fundamental laws of fluid propulsion, laid 
down by W. T. M. Kankine more than fifty 70 
years ago, in conformity with which the 
thrust is equal to the integral sum of the 
products of the masses and velocities of the 
projected air particles; symbolically ex- 
pressed, 75 

T=2 (mv). 

On the other hand, the kinetic energy of the 
air set in motion is 

_ /I \ 80 

E = 2 V 

From these equations it is evident that a 
great thrust can be obtained with a compara- 
tively small amount of power simply by in- 85 
creasing the aggregate mass of the particles 
and . reducing their velocities. Taking a 
special case for illustration, if the thrust 
under given conditions be ten pounds per 
horse-power, then a hundredfold increase of 90 
the mass of air, accompanied, by a reduction 
of its effective velocity to one-tenth, would 
produce a force of one hundred pounds per 
horsepower. But the seemingly great gain 
thus secured is of little significance in avia- 95 
tipn, for the reason that a high speed of 
travel. is generally an essential requirement 
which can not be fulfilled except by 
propelling the air at high velocity, and 
that obviously implies a relatively small 100 
thrust. ' 

Another quality commonly attributed tc 
the helicopter is _ great stability, this being, 
apparently, a logical inference judging from 
the location of the centers of gravity and 105 
pressure. It will be found, though, that con- 
trary to this prevailing opinion the device, 
while moving in any direction other than up 
or down, is in ah equilibrium easily dis- 
turbed and has, moreover, a pronounced 110 
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tendency to oscillate. It is true, of course, 
that when the axis of the propeller is verti- 
cal and the ambient air quiescent the ma- 
chine is stable to a degree, but if it is tilted 
5 even slightly, or if the medium becomes 
agitated, such is no longer the case. 

In explanation of this and other peculi- 
arities, assume the helicopter poised" in still 
air at a certain height, the axial thrust T 
10 juste quailing the weight, and let the axis of 
the propeller be inclined to form an angle a 
with the horizontal. The change to the new 
position will have a twofold effect: The ver- 
tical thrust will be diminished to 

15 T t =T sin a, 

and at the same time there will be produced a 
horizontal thrust' 


£ 0 , . 


T h =T COS a. 


Under the action of the unbalanced force of 
gravity the machine will now fall along a 
curve to a level below and if the inclination 
of the propeller as well as its speed of rota- 
25 tion remain unaltered during the descent, 
the forces T, T t and T b will continuously 
increase in proportion to the density of the 
air until the vertical component T v of the 
axial thrust T becomes equal to the gravita- 
30 tional attraction. The extent of the drop 
will be governed by the inclination of the 
propeller axis and for a given angle it will 
be, theoretically, the same no matter at what 
altitude the events take place. To get an 
55 idea of its magnitude suppose the elevations 
of the upper and lower strata measured from 
Sea level be h 1 and A 2 , respectively, d^ and 
d 2 the corresponding air densities and H= 
26700 *eet the height of the “ uniform atmos- 
40 -phere,” then as a consequence of Boyle’s law 
the relation will exist 

h,-i, IIlOR*- 

45 It is. evident that 


must be equal to 




-“S! i «*««« MV vuwtM *rJ — 

; Tsin a sip a «i 

in order that the vertical component of the 
5° axial thrust in the lower stratum should 
just support the weight. -Hence 

A,-ft,=H log.-4- • 

* - ’sm a 

55 Taking, in a special case, the angle a=60°, 
then 


1 


sin a 0*866 


-1*1647 


00 


and 


Ai - ft, = 26700 X log. i* 1547 = 3840 feet. 

In reality the drop will be much greater 
for the machine, updn reaching the, lower 
layer with a high velocity relative to the 


medium, will be urged further down along 
the curved path and the kinetic energy, in 
the vertical sense, possessed by the moving 
mass must be annihilated before the fall is 
arrested in a still denser air stratum. At 70 
this point the upward thrust will be far in 
excess of the opposed pull of the weight and 
the apparatus will rise with first increasing 
and then diminishing speed to a height which 
may approximate the original. From there 75 
it will again fall and so on, these operations -. 
being repeated during the forward flight, 
the up and down excursions from the main 
horizontal line gradually diminishing in 
magnitude. After a lapse of time, deter- 80 
mined by' numerous influences, the excur- 
sions should cease altogether and the path 
described become rectilinear. But this is 
next to impossible as can be readily shown 
by pointing out another curious feature of 
the helicopter. . 

In the foregoing the axis of the propeller 
Was: supposed to move always parallel to 
itself, which result might be accomplished 
by the use of an adjustable aileron. In this 00 
.connection it may be pointed out, however, 
that such a device will not act in the manner 
of a rudder, coming into full play at inter- 
vals only and performing its/functions eco- 
nomically, but will steadily absorb energy, 05 
thus occasioning a considerable waste of 
motive power and adding another to the 
many disadvantages of the helicopter. 

Let now the machine be“ possessed of a . 
certain degree of freedom, as will be the case ’ 00 
1 normally, and observe in the first place that 
the blades of . the propeller themselves con- 
stitute planes developing a reaction thrust, 
the pressure on the lower leading blade being 
greater than that exerted on the higher one l® 6 
owing to the compression of the air by the 
body of the machine and increased density 
in that region. This thrust, tending to 
diminish the angle «, will obviously vary 
during one revolution, being minium in a 110 
position when the line of symmetry of the 
two propeller blades and that of flight are 
in a vertical plane and minimum at right 
angles to it; Nevertheless, when the hori- r 
zontal speed is great it may be considerable 115 
and sufficient to quickly overcome the inertia 
and gyrbscopic resistances all the more read- 
ily as the upper blade, which is situated in a 
region where the conditions are more nearly 
normal, operates to the same effect. More- 120 
over, this disturbing effect partakes of the 
regenerative, quality, the force increasing as 
the angle diminishes up. to a maximum for 
a— 45 °. As the axis i's tilted more and __ 
more, the vertical sustaining effort of the pro- 120 
peller will cbrrespondingly diminish and the 
machine will fall with a rapidly increasing 
velocity* finally exceeding the horizontal 
when the reaction of the blades will be 
directed upward so as to increase the angle 
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a and thereby cause the machine to ' soar 
higher. Thus periodic oscillations, accom- 
panied by ascents and descents, will be set up 
which may ivell be magnified to an extent 
5 such as to bring about a complete overturn 
and plunge to earth. 

It is held by some experts that the heli- 
copter, because of its smaller body "resist- 
ance, would be capable of a higher speed 
10 than the aerophane. But this is an er- 
roneous conclusion, contrary to the laws of 
propulsion. It must be borne in mind that 
in the former type, the motive power being 
■ sa me,. a greater mass of' air. must 1 " be set 
15 hi motion with a velocity smaller than in 
the latter, consequently it must be inferior 
' in speed. But even if the air were pro- 
pelled in the direction of the axis of the 
screw with the same speed V in both of 
them, while the aeroplane can approximate 
• the same, the helicopter could never ex- 
ceed the horizontal- component V cos a. 
To be explicit j imagine that the air eur- 
os ren ^ fl° w i n g with the velocity V along the 
85 propeller axis inclined to form an angle a 
with the horizontal, be .replaced by two 
streams one vertical and the other’ hori- 
zontal of velocities . respectively equal to V 
fin « and Y cos a, it will be evident that a 
u helicopter in its forward flight could only.’ 
approximate and never equal the speed Y 
cos a of the horizontal air current no matter 
how much the resistance be reduced for, 
according to. a fundamental law of propul- 
35 sion, the thrust would be nil at that velo- 
city The highest efficiency should be ob- 
tained with the machine proceeding at the 
rate % V cos a but the most economical 
utilization of power would be effected when 
40 a=45° in which case the speeds of both the 
horizontal and. vertical streams will be 
0.7 Y. From this it may be inferred that, 
theoretically, the best performance mi (flit 
an S j Cur ®d in propelling the helicopter for- 
ward with a speed more or less approxi- 
mating 0.35 Y but the results attained in 
practice will be necessarily much inferior 
because -without special provisions such 
bo aS ,f re herein set forth the device, as pointed 
out above, would plunge down and shoot 
up m succession, at the same time executing 
smaller oscillations,, which motions will 
retard its flight and consume a considerable 
_ portion of the motive energy all the more 
so as the losses incident to the controlling 
means will be correspondingly increased. 

^Another very serious defect of this kind 
of flying machine, from the practical point 


, 0 9 * v ? ew, » IS . found in its inability of support- 
mg itself in the air in, case of failure of the 
motor, the projected area of the propeller 
blades being inadequate for reducing the 
speed of the fall sufficiently to avoid disas- 
ter, a nd this is an almost fatal impediment 
0 to its commercial use. 


From the preceding facts, which are 
ignored in the technical publications on the 
subject, it will be clear that the successful 
solution of the problem is in a different 
direction. 70 

. % invention meets the present necessity 
m a simple manner without radical depar- 
ture m construction' and sacrifice of valfi- 
ab'le features, "incidentally securing advan- 
tages which should prove very beneficial 75 
m the further development of the art. 
Broadly expressed, it consists in a novel 
method of transporting bodies through the 
air according to which the machine is raised 
and lowered solely by the propeller and so 
sustained in lateral flight by planes. To 
accomplish this a light and powerful prime- 
mover is necessary and as particularly, suited 
for the purpose I employ, preferably, a 
turbine of the kind described in my U. S. 85 
Patent No. 1,061,206, of May 6, 1913, which 
hot only fulfills these requirements, but is 
especially adapted to operation at high tem- 
perature. I also make arrangements 
whereby the flying machine may be, auto- *° 
matically or at will of the operator, caused 
to function either as a helicopter or an 
aeroplane. 

Full knowledge of. these improvements 
will be readily gained by reference to the 95 
accompanying drawings in which Fig. 1 il- 
lustrates the machine in the starting or land- 
ing position and Fig. 2, in horizontal flight. 

Fig. 3 is a plan view of the-same with the 
upper plane partly broken away. loo 

. The structure is composed of two planes or 
™ds 1, 1 rigidly joined. Their length and 
distance apart may be such as to form a near- 
square for the sake of smallness and com- 
pactness. With the same object the tail is 105 
omitted or, if used, it is retractable. The mo- 
tors 2, 2 in this case turbines of the kind de- 
scribed in' my patent before referred to, and 
other parts of the motive apparatus are 
. placed with due regard to the centers of grav- *10 
ity and pressure and the usual controlling 
means are provided. In addition to these 
any of the known stabilizing devices may be 
embodied in the machine. At rest the planes 
are vertical, or nearly so, and likewise the 115 
shaft driving the propeller 3, which is con- 
structed bf a strength, size and pitch that 
will enable it to raise the entire weight with 
the motors ru nnin g at an even greater rate 
than when propelling the -machine hori- 120 
zontally. Power is transmitted to the shaft 
from the turbines through suitable gears. 

The seats 4, 4, 4 for the operator 
and passengers are suspended on trunnions 
5, 5 on which they can turn through 123 
an angle of about 90°, springs and cush- 
ions (not shown) being employed to in- 
sure and limit their motion through this 
angle. The usual devices for lateral and di- - 
rectional control, 6, 6 7, 7 and 8, 8 are pro- 130 
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vided with mechanical connections enabling 
the operator to actuate the devices by hand 
or foot from his seat in any position. -At the 
start, sufficient / power being turned on by 
5 suitable means, also within his reach, the 
machine rises vertically in the air to. the 
desired height when it is gradually tilted 
by manipulating the elevator devices and 
proceeds like ,an' aeroplane, the load being 
10 transferred from the propeller to the foils 
as the angle of inclination diminishes and 
th§ speed m horizontal direction increases. 
From the foregoing it will be understood 
that, simultaneously with the 'tilting of the 
15 machine, the operator will ' increase the 
thrust of the propeller in order to compense 
for the reduction of sustaining force which 
follows inevitably from the diminution of 
angle a and before the Reaction of the 
20 planes can come into full effect. He will 
thus prevent a downward plunge .and the 
production of dangerous oscillations which 
have been dwelt upon above, and by suitable 
manipulation of the apparatus and gtadual 
25 cutting down of the power developed by 
the prime mover, as forward velocity is gained 
and the' planes take up the load, he may 
cause the machine to advance horizontally 
along a sensibly straight line, a? condition 
30 essential to the attainment of the best prac- 
tical results. In descending, the forward 
speed is reduced and the machine righted 
again, acting as a helicopter with the pro- 
peller supporting all the load. Obviously, 
3 ; > as the device is slowed down and righted 
causing the planes to lose part or all of their 
sustaining efforts, jthe operator will apply 
more power to the 'propeller increasing 
thereby the thrust to the required magnitude 
4° and in all such operations of starting and 
loading as well as tilting' for regulating the 
" height, meeting the air Conditions or for other 
purposes, it will: be his object to modify 
Qie propeller thrust in about the.same meas- 
45 ure as the varying reaction of. the planes 
may . demand in order that the lifting force 
be sensibly constant. Evidently also, when- 
ever necessary or desirable, power far in 
excess of that normally required may be 
applied during the flight and' the machine 
propelled at a greatly increased speed. The 
type of turbine used is a motor of great 
lightness and activity and lends itself excep- 
tionally to. this kind of work for which qr- 
dinary aviation motors are unsuited. Xt is 
capable of carrying a. great overload and 
running without danger , at excessive- speed 
•. so that during the starting and l anding oper- 
ations the necessary power can -be developed 
,°® by the motors even though less efficiently 
than under their normal working conditions. 
Special . means J of control may 1 be provided,- 
if necessary, for increasing the power supply 
in these (Operations. Owing to its extreme 
" simplicity the motive apparatus is very reli- 


able in operation, but should the power give 
out accidentally, landing can still be easily 
effected by volplaning. For this purpose, 
in addition to wheels 9, 9 and 10, 10 wheels 
11, 11 are employed, the latter being mount- 70 
ed on the forward end under the lower plane 
and, so that when the machine rests on level 
ground the propeller shaft will have the 
desired inclination which is deemed best 
for rising in the manner. of an' aeroplane. 75 
Such an aeroplane constructed and operated 
as described, unites the advantages of both 
types and seems to meet best the require- 
ments of a . small, compact, exceedingly 
speedy and yet very safe machine; for com- 80 
mercial use. Especially good practical re- 
sults are obtainable by the use nf my turbine 
which can he depended upon to develop the 
necessary energy for lifting, even if it should _ 
be considerably greater than that consumed 83 
in flight under normal conditions. , This end 
can be conveniently attained by temporarily 
supplying more of the working fluid to. the 
rotor and driving it faster, or running it at 
about the same speed and increasing the ef- 
fort by adjustment of the pitch of the pro- 
peller, or other means known in the art. 

The latter should be designed to 'work most 
economically during the flight, as its effi- 

- ciency.in the starting and landing operations 
is of relatively small importance. Instead 
of a single large screw as described a number 
of smaller ones may be used, in which case 
gearing -can be dispensed with. The biplane 
seems to be best suited for the chief purpose 1UM 

contemplated hut the invention is: applicable 

: .to monoplanes and other types. 

To sum up, the helicopter type of flying r .- 
machine, especially with large inclination , 
angle of the propeller axis to the horizontal, 10 ° 
at which it is generally expected to operate, 
is quite unsuitable for speedy aerial trans- 
port; it is incapable of proceeding horizon- 
. tally along a straight line under the prevail- . 
irig air conditions; it is subject to dangerous 110 
plunges and oscillations and, what is most 

- important from the commercial and practi- 
cal point of view, it is almost certainly 
doomed to destruction in case the motive 
power gives out. These drawbacks and de- 115 
fects are overcome by the methods and ap- 
paratus I have described through which a 
novel type of flying machine may be realized 
possessing all the advantages of the helicon- 
ter being at the same time, safe and capable 

of a speed equal to or even greatly exceeding 
that of the present aeroplane. 

- To my knowledge various forms of aero- 
planes have been proposed with the object 
of attaining .similar results but .a careful 
study shows that .none of them is capable 
of the actions as those here contemplated for 
want of proper methods of operation as well 
as suitable- apparatus. " • 

- 1 do not claim herein the apparatus by 
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5 


means of which this method. is or may be 
carried out either in the special form illus- 
trated or in modifications of the same, as 
this is the subject of a separate application. 

6 What I desire to secure by Letters Patent 
is • 

1. The hereinbefore described method of 
aeroplane transportation .which consist^, in 
developing by the propelling device, a yerti- 

10 cal thrust in excess of the normal, .causing 
thereby the machine to rise in an approxi- 
mately vertical direction, tilting it and si- 
multaneously increasing the power of the 
motor and thereby the propeller thrust, then 
15 gradually reducing the power and thrust as 
forward speed is gained and the planes, fake 
up the load, thus maintaining the lifting 
force sensibly constant during flight, tilting 
the machine back to its original position and 
20 at the same time, increasing the power of the 
motor and thrust of the propeller and effect- 
ing a landing under the restraining action 
of the same. 

2. The method of operating a helicopter 
25 which consists in varying the power of the 

motor and thereby the thrust of the propel- 


ler according to the changes of inclination 
of its axis, so as to maintain the lifting force 
sensibly constant during the forward flight. 

3. The above described method of trans- 30 
porting from place to place a heavier than 
air flying machine, which consists in apply- 
ing power to the propeller while its axis is 

in a vertical position sufficient to cause the 
machine to rise, tilting it and at the same 35 
time applying more power to increase the 
thrust, then gradually diminishing the pow- 
er as the load is transferred from the pro- 
peller to the planes, tilting back the machine 
and so controlling the applied power as to 40 
effect a slow descent upon the landing place 
under the restraining action of the propeller. 

4. In the transport of bodies by aeroplane, 
the method of controlling the propeller 
thrust and reaction of the planes by varying 45 
the power of the motor correspondingly 
with the inclination of the machine so as to 
maintain the lifting force sensibly constant 
during the forward flight. 

In testimony whereof I hereto affix my 60 
signature. 

NIKOLA TESLA. 
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Application filed October 

This application is a continuation in part 
of my application Serial No. 499,518, filed 
September 9, 1921, and is made pursuant 
to the rules of the Patent Office, its purpose 
6 being to describe and claim apparatus which 
I have invented for carrying into practice 
the method therein disclosed. 

The invention consists of a new type of 
flying machine, designated “helicopter- 
10 plane”, which may be raised and lowered 
vertically and driven horizontally by the 
same propelling devices and comprises: a 
prime mover of improved design and an 
airscrew, both especially adapted for the 
1® purpose, means for tilting the machine in 
the air, arrangements for controlling its 
operation in any position, a novel landing 
gear and other constructive details, all of 
which will be hereinafter fully described. 

20 The utility of the aeroplane as a means 
of transport is materially lessened and its 
commercial introduction greatly hampered 
owing to the inherent inability of the mech- 
anism to readily rise and alight, which is an 
25 unavoidable consequence of the fact that the 
required lifting force can only be produced 
by a more or less rapid" translatory move- 
ment of the planes or foils. This indis- 
pensable high velocity, imperilling life and 
30 property, makes it necessary to equip the 
machine with special appliances and provide 
suitable facilities at the terminals of the 
route, all of which entail numerous draw- 
backs and difficulties of a serious nature. 

3j More recently, professional attention has 
been turned to the helicopter which is devoid 
of planes as distinct organs of support and, 
presumably, enables both vertical and hori- 
zontal propulsion to be satisfactorily accom- 
40 plished through the instrumentality of the 
propeller alone. 

The prospects of such a flying machine 
appear at first attractive, primarily because 
it makes. possible the carrying of great 
43 weight with a relatively small expenditure 
of energy. This follows directly from the 
fundamental laws of fluid propulsion, laid 
down by W. T. M. Eapkine more than fifty 
vears ago, m conformity with which the 
so thrust is equal to the integral sum of the 
products of the masses and velocities of the 
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projected air particles; symbolically ex- 
pressed, 

T=2(mv). m 

On the other hand., the kinetic energy of 
the air set in motion is 

*-<Y> 

x ' go 

From these equations it is evident that a 
great thrust can be obtained with a com- 
paratively small amount of power simply by 
increasing ‘the aggregate mass of the parti- 
cles and reducing their velocities. But the M 
seemingly great gain thus secured is of small 
value in aviation for the reason that a high 
speed of travel is generally an essential re- 
quirement which cannot be fulfilled except 
by propelling the air at high velocity, and 70 
that obviously, implies a relatively small 
thrust. 

Another quality commonly attributed to 
the helicopter is. great stability, this being 
apparently a logical inference judging from 7* 
the location of the centers of gravity and 
pressure. It will be found, though, that 
contrary to this prevailing opinion the de- 
vice, while moving in any direction other 
than up or down, has an equilibrium easily so 
disturbed and has, moreover, a pronounced 
tendency to oscillate. 

In explanation of these and other pecu- 
liarities, assume the helicopter poised in still 
air, at a certain height, the axial thrust T 85 
just equalling the. weight, and let the axis of 
the propeller be inclined to form an angle 
a with the horizontal. The chance to the 
new position will have a two-fold effect: 
the vertical thrust will be diminished to oo 

T t =T sina 

and at the same time there will be produced 
a horizontal thrust 

T h =T cosa M 

Under the action of the unbalanced force 
of gravity, the machine will now fall along 
a curve to a level below and if the inclination 
of the propeller as well as its speed of ro- 
tation remain unaltered during the descent, 100 
the forces T, T v and Th will continuously 
increase in proportion to the density of the 
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air until the vertical component T v of the 
axial thrust T becomes equal to the gravi- 
tational attraction. The extent of the drop 
will be governed by the inclination of the 
5 propeller axis and for a given angle it will 
be, theoretically, the same no matter at what 
altitude the events take place. To get an 
idea of its magnitude suppose the elevations 
of the upper and lower strata measured 
10 from sea level he h. and /irrespectively, d, 
and d„ the corresponding air densities and 
II =26.700 feet the height of the “uniform 
atmosphere,” then as a consequence of 
Hoyle’s Law the relation will exist 


16 


do 


Tp — ^2 = H log e jr 


It is obvious that 


ssO 


T_ 

T v 


= - must be equal to w 

T sm a sm a ” a-i 


25 


in order that the vertical component of the 
axial thrust in the. lower stratum should 
just support the weight. Hence 


Hi— ^ 2 =H logc 


1 

sin a 


Taking, in a special case, the angle a— 60 
30 degrees, then 

-J — = nia = 1 - 1547 > and 

sm a 0.866 

h 1 -h s = 26,700 X logo 1.1547=3,840 feet. 

35 In reality the drop will be much greater 
for the machine, upon reaching the lower 
layer with a high velocity relative to the 
medium, will be urged further down along 
the. curved path and the kinetic energy, m 
40 the vertical sense, possessed by the moving 
mass must be annihilated before the fall is 
arrested in a still denser air stratum. At 
this point the upward thrust will be far in 
excess of the opposed pull of the . weight 
45 and the apparatus will rise with first increas- 
ing and then diminishing speed to a height 
which may approximate the original. From 
there it will again fall and so on, these 
operations being repeated during the for- 
50 ward flight, the up and down excursions 
from the main horizontal line gradually 
diminishing in magnitude. After a lapse 
of time, determined by numerous influences, 
these deviations should become insignificant 
65 and the path described nearly rectilinear. 
But this is next to impossible as can be 
readily shown by pointing out another cu- 
rious feature of the helicopter. 

In the foregoing the axis of the propeller 
60 was supposed to move always parallel to 
itself, which result might be accomplished 
by the use of an adjustable aileron. In 
this connection it may be pointed out, how- 
ever, that such a device will not act in the 
65 manner of a rudder, coming into full play 


at intervals only and performing, its func- 
tions economically, but will steadily absorb 
energy, this occasioning a considerable waste 
of motive power and adding another to the 
many disadvantages of the helicopter. 70 

Let now the machine be possessed of a 
certain degree of freedom,, as will be the 
case normally, and observe in the. first place 
that the blades of the propeller themselves 
constitute planes developing a reaction 75 
thrust, the pressure on the lower leading 
blade being greater than that exerted on the 
higher one owing to the compression of the 
air by the body of the machine and in- 
creased density in' that region. This thrust 80 
tending to diminish the angle a, will vary 
during one revolution, being maximum in 
a position when the line of symmetry of the 
two propeller blades and that of flight arc 
in the same vertical plane and minimum 85 
when the former is at right angles to it. 
Nevertheless, if the horizontal speed is great, 
it may be considerable and sufficient to quick- 
ly overcome the inertia and gyroscopic re- 
sistances all the more readily as the upper do 
blade operates to the same effect. Moreover, 
this intermittent action partakes of the re- 
generative quality, the force increasing as 
the angle diminishes up to a maximum for 
a =45 degrees, and may also give rise to t)5 
disturbing resonant vibrations in the struc- 
ture. As its axis is tilted more and more, 
the vertical sustaining effort of the propel- 
ler correspondingly diminishes and the ma- 
chine will fall with a rapidly increasing loo 
velocity, which may finally exceed the hori- 
zontal, when the reaction of the blades is 
directed upward so as to increase the angle 
« and thereby cause the machine to soar 
higher. Thus periodic oscillations, accom- jos 
panied by ascents and descents, will be set 
up which may well be magnified to an ex- 
tent such as to bring about a complete over- 
turn and plunge to earth. 

It is held by some experts that the hell- no 
copter, because of its smaller body resistance, 
would be capable of a higher speed than . die 
aeroplane. This is an erroneous conclusion, 
contrary to the laws of propulsion. It must 
be borne in mind that in the former type, 115 
the motive power being the same, a greater 
mass of air must be set in motion with a 
velocity smaller than in . the latter, conse- 
quently it must be inferior in speed. But 
■ even if the air were propelled in the direc- 120 
tion of the axis of the screw with the same 
speed V in both of them, while the aeroplane 
approximates the same, the helicopter can 
never exceed the horizontal component V 
cos a which, under the theoretically most 125 
economical conditions of operation, would 
only be 0.7Y, and this would be true no mat- 
ter how much its resistance is reduced. 

Another very serious defect of this kind 
of flying machine, from the practical point iso 
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of view, is found in its inability of support- 
ing itself in the air in case of failure of the 
motor, the projected area of the propeller 
blades being inadequate for reducing the 
6 speed of the fall sufficiently to avoid dis- 
aster, and this is an almost fatal impediment 
to its commercial use. 

From the preceding facts, which are ig- 
nored in the technical publications on the 
10 subject, it will be clear that the successful 
solution of the problem is in a different di- 
rection. 

In an application of even date, referred to 
above, I have disclosed an invention which 
15 meets the present necessity in a simple man- 
ner and, briefly stated, consists in a novel 
• method of transporting bodies through the 
air according to which the machine is raised 
and lowered solely by the propeller and sus- 
20 tained in lateral flight by planes. 

My present application is based on new 
and useful features and combinations of ap- 
paratus which I have devised for carrying 
this method into practice. 

25 Full knowledge of these improvements 
will be readily gained by reference to the 
accompanying drawings in which 
Fig. 1 illustrates the machine in the start- 
ing or landing position and 
30 Fig. 2 in horizontal flight; 

Fig. 3 is a plan view of the same with the 
upper plane partly broken away and 
Fig. 4 and Fig. 5 sectional views of con- 
structive details. 

35 The structure is composed of two planes or 
foils 1, 1 rigidly joined. Their length and 
distance apart may be such as to form a 
near-square for the sake of smallness and 
compactness. With the same object the tail 
40 is omitted or, if used, it is retractable. In 
order to raise the machine vertically a very 
light and powerful prime mover is necessary 
and as particularly suited for the purpose, 
I employ, preferably, a turbine described 
45 in my tJ. S. Patent 1,061,206 of May 6, 
1913, which not only fulfills these require- 
, ments but lends itself especially to opera- 
tion at very high temperatures. Two such 
turbines, designated 2, 2 together with other 
60 parts and accessories of the power plant, are 
bolted to the frame, being pk ed with due 
regard to the centers of gravity and pressure. 
The usual controlling means are provided 
and, in addition to these, any of the known 
65 stabilizing devices may be embodied in the 
machine. At rest the planes are vertical, or 
nearly so, and likewise the shaft driving the 
propeller 3, which is of a strength, size and 
pitch such as will enable it to lift the entire 
60 weight vertically and withstand safely the 
stresses. Power is transmitted to the shaft 
from the turbines through gearing which 
may be of the single reduction type as illus- 
trated, the turbines rotating in the same 
65 direction ar 1 neutralizing the gyroscopic 


momentyof the screw. If, instead of one, 
two propellers are used, either coaxially or 
otherwise disposed, the motors should re- 
volve in opposite directions. The Seats 4, 4, 

4 for the operator and passengers are sus- 70 
pended on trunnions 5, 5 on which they can 
turn through an angle of about 90 degrees, 
springs and cushions (not shown) being em- 
ployed to insure and limit their motion 
through this angle. The ordinary devices 75 
for lateral and directional control 6, 6, 7, 7 
and 8, 8 are provided with mechanical con- 
nections enabling the aviator to actuate them 
by hand or foot from his seat in any posi- 
tion. 80 

Stated in a few words, the operation is as 
follows : At the start, sufficient power is 
turned on by suitable means, also within 
reach, and the machine rises vertically in 
the air to the desired height when it is grad- 85 
ually tilted through manipulation of the ele- 
vator devices and then proceeds more and 
more like an aeroplane, the sustaining force 
of the -propeller being replaced by vertical 
reaction of the foils as the angle of incli- oo 
nation diminishes and horizontal velocity in : 
creases. In descending, the forward speed 
is reduced and the machine righted again, 
acting as a helicopter with the propeller 
supporting all the load. The turbine used 95 
is of great lightness and activity exception- 
ally qualified to perform such work for 
which the present aviation motors are un- 
suited. It is capable of carrying an extra- 
ordinarily great overload and running at 100 
excessive speed, and during the starting, 
landing and other relatively short opera- 
tions, not only can the necessary power be 
easily developed, but this can be accom- 
plished without incurring a serious loss of 105 
efficiency. Owing to its extreme simplicity 
the motive apparatus is very reliable, but 
should the power give out accidentally, land- 
ing can still be effected by volplaning. For 
this purpose, in addition to wheels 9, 9 and no 
10, 10, wheels 11, 11 are employed, the latter 
being mounted on' the forward end under 
the lower plane and so that when the ma- 
chine rests on level ground, the propeller 
shaft will have the desired inclination which H5 
is deemed best for rising in the manner of an 
aeroplane. Such a “ helicopter-plane,” con- 
structed and operated as described, unites 
the advantages of both types and seems to 
meet well the requirements of a small, com- l-o 
pact, very speedy and safe craft for commer- 
cial use. 

The abnormal power requirements are 
met by supplying more of the working fluid 
to the motors and driving them faster, or 1-5 
running them at about the same speed and 
increasing the thrust by adjustment of the 
pitch of the propeller. On account of sim- 
plicity and much greater range it is pref- 
erable to resort to the first method, in which 130 
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case the screw should be designed to work 
most economically in horizontal flight, as 
its efficiency in the starting and landing op- 
erations is of comparatively small im- 
5 portance. Instead of a single large pro- 
peller, as described, a number of small ones 
can be used, when the turbine units may be 
connected advantageously in stages and 
the gearing dispensed with. The biplane 
10 seems to be particularly well suited for the 
chief purpose contemplated, but the inven- 
tion is equally well applicable to monoplanes 
and other types. 

In order to secure the best results I have 
16 found it indispensable to depart, in some 
respects, from the usual design of my tur- 
bines and embody in them certain construc- 
tive; features and means for varying the 
power developed from the minimum neces- 
20 sary in horizontal flight to an amount ex- 
ceeding by far their rated performance, as 
may be required in the operations of ascent 
and descent, or spurts of speed, or in com- 
batting the fury of the elements. Further- 
25 ( more, I so proportion and coordinate the 
fluid pressure generator supplying the pri- 
mary energy, the propelling and the con- 
trolling means, that for any attitude or 
working condition of the machine ‘the re- 
30 quisite thrust may be almost instantly pro- 
duced and accurately adjusted. 

The understanding of these improvements 
will be facilitated by reference to Fig. 4. and 
Fig. 5. Tn the first named the turbines 
36 are intended to operate as rotary engines, 
expanding the gases in the rotor as well 
as the inlet nozzle or port 12, the depth of 
which can be varied by shifting a block 13, 
fitting freely in a milled channel of the cas- 
40 ing, through the medium of lever 14 con- 
trolled by the aviator. s The orifice for the 
passage of the elastic fluid is straight or 
slightly converging, so that a much smaller 
velocity is obtained than with an expanding 
45 nozzle, this enabling the best relation be- 
tween the peripheral speed of the rotor and 
that of the fluid to be readily attained. The 
performance of such an engine at constant 
pressure of supply is, within wide limits, 
50 proportionate to the quantity of the work- 
ing medium passed through the inlet port 
and it is practicable to carry, for indefinite 
intervals of time, an exceedingly great over- 
load, by which I mean up to three or even 
55 four times the normal. Exceptional 
strength and ruggedness of the motors being 
imperative in view of centrifugal stresses 
and critical speed, their weight need not be 
appreciably increased as would be the case 
60 in other forms of prime movers in -which, 
as a rule, the weight is in nearly direct pro- 
portion to the power developed. To accom- 
plish my purpose I further provide com- 
mensurately larger inlet and outlet open- 
65 ,ings. No serious disadvantage is thereby 


incurred because windage arid other losses 
are virtually absent and most of the rotary 
effort is due to the peripheral parts of the., 
discs. As shown, in the figure, block 13 is 
in the position corresponding to minimum 70 
effort, the section of the inlet channel being 
about one-fifth of the whole which is ob- 
tained when the block is pulled in its ex- 
treme position indicated by the dotted line. 
Owing to the increase of the coefficient of 75 
contraction and counterpressure attendant 
the enlargement of the inlet, the same should 
be made of ample section. 

Figure 5 shows a different means for at- 
taining the same purpose. In this case the 80 
rnotors operate like true turbines, the work- 
ing fluid being fully expanded, or nearly so, 
through divergent exchangeable nozzles as 
15, having a throat of sufficient section for 
the passage of fluid required during maxi.- 85 
inum performance. The exhaust opening is 
also correspondingly enlarged, though not 
necessarily to the extent indicated in Figure 
4. The power is varied; by means of a 
throttle valve 16, as used in automobiles, uo 
located in the conduit supplying the air and 
carbureted fuel to the fluid pressure genera- 
tor and mechanically connected to the con- 
trolling lever 14. This apparatus is of a 
capacity adequate to the maximum demand ua 
by which I do not mean that it is necessarily 
much larger than required for normal per- 
formances, but is merely designed to sup- 
ply the working fluid or, broadly stated, 
energy — whenever desired, at a rate greatly loo 
exceeding the normal. In Figure 3 this ap- 
paratus is . diagrammatically indicated by 
17, and may be any one of a number of 
well-known types, producing pressure by 
internal combustion of a suitable fuel or by 105 
external ■ firing of a Steam boiler. ■ In the 
latter case, with constant pressure, the ar- 
rangement shown in Figure 4 is best to em- 
ploy, while the plan illustrated in Figure 
5 can be used to advantage/when both pres- lio 
sure arid quantity of fluid are varied. 

In operation for vertical ascent, the ma- 
chine being in the attitude of Figure 1, the 
aviator will push forward lever 14 and sup- 
ply sufficient primary energy to the motors 115 
for lifting the machine with the desired 
velocity. When the objective elevation is 
reached rudders 7, 7 are manipulated to in- 
cline the machine at a certain angle, the 
aviator simultaneously applying more pres- 120 
sure to the lever and augmenting the fluid 
supply to the motors, thereby increasing the 
propeller thrust in the vertical direction so 
as to prevent the machirie from descending. 

He continues these operations always coor- 125 
dinating the thrust developed with the 
changes in attitude of the machine until a 
certain angle of inclination is attained and 
the machine is supported chiefly by reaction 
of the planes. At this stage he begins to re- 130 
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duce the pressure on the lever and supply 
of working fluid simultaneously decreasing 
the angle of inclination thus finally effect- 
mg, by insensible steps, horizontal flight. 

5 It should be understood that descent and 
alighting, as well as rising in the manner 
-of a true aeroplane may be accomplished as 
usual. In such case the motors wifi be oper- 
ated at their normal rated capacity. How- 
10 ever, when excessive speed becomes neces- 
sary, the effort of the motors may be instant- 
ly and greatly augmented by merely 
manipulating block 13 or valve 16 as de- 
scribed. 

15 Whenever it is desired to descend ver- 
tically, the aviator will reverse the oper- 
ations as applying to substantial vertical 
ascent, which is to say, bring the machine 
gradually into starting attitude, at the same 
20 -time increasing the supply of fluid to the 
motors and the vertical component of the 
propeller thrust, while reducing the hori- 
zontal. Finally, he will steadily reduce the 
j lc * supply and the vertical thrust so as to 
J descend to the landing place at a very low. 
safe velocity. 

In the preceding I have described a flying 
machine characterized by a number of novel 
constructive and operative features and 
’ 1 ) ve ll suited for meeting a pressing necessity 
m the present state of the art. The chief 
improvements consist in first, adapting my 
turbine motor for excessive overload with- 
out appreciable increase of its weight, sec- 
s.i ond, providing large variable inlet ports 
and corresponding 'exhaust openings, with 
the object of meeting the abnormal power 
requirements in the starting, landing and 
other, short operations, and still preserving a 
40 high efficiency in horizontal flight: third, 
combining with the turbine a fluid pressure 
generator of adequate capacity with means 
for control and, fourth, embodying these 
and other features in a suitable structure 
45 improved in various details. These may 
be greatly varied and I wish it to be under- 
stood that I do not limit myself to the pre- 
tty arrangements illustrated and described. 

I claim as my invention: 

C ° j - an aer0 P lan e adapted for vertical 
and horizontal propulsion and change from 
one to the other attitude, the combination 
of means for "tilting the machine in the air, 
a fluid pressure generator of a capacity sev- 
65 eral times greater than normally required 
m horizontal flight, a motor capable of car- 
rying overloads adequate for support in all 


attitudes, and means for controlling the sup- 
ply of the fluid . to the motor in accordance 
with the inclination of the machine. 50 

2. In an aeroplane adapted for vertical 
and horizontal propulsion and change from 
one to the other attitude, the combination 
with means for tilting the machine in the 
air and a system producing thrust approxi- 65 
mately parallel to the principal axis of the 
same and including a fluid pressure gener- 
ator having a capacity several times greater 
than normally required in horizontal flight, 

a motor capable of carrying over-loads 7 " 
adequate for support in all attitudes, and 
means for. controlling the supply of the 
fluid to the motor in accordance with the 
inclination of the machine. 

3. In an aeroplane adapted for vertical 75 

and horizontal propulsion and change from 
one to the other attitude, the combination of 
means for tilting the machine in the air, a 
fluid pressure generator capable of supply- 
ing fluid at a rate several times greater than 80 
required for horizontal flight, a prime mover 
consisting : of a rotor of plane spaced discs 
with central openings and an enclosing cas- 
ing with inlet and outlet orifices of a section 
much greater than required for normal per- 85 
formances respectively at the periphery and 
center of the same, and means for control- 
ling the supply of the fluid to the motor in 
accordance with the inclination of the ma- 
chine. oo 

4. In an aeroplane adapted for vertical 
and horizontal propulsion and change from 
one to the other attitude, the combination 
of means for tilting the machine in the air, 

a thrust producing system having its prin- 05 
cipal energy producing elements designed 
for normal load in horizontal flight but 
capable of carrying over-loads adequate for 
support of the aeroplane In all attitudes, 
and means for controlling the energy pro- 100 
duced in said system in accordance with the 
inclination of the machine. 

*>• In a flying machine of the kind de- 
scribed in combination with means for ver- 
tical and lateral control of two wheel bases 105 
at right angles to one another as set forth. 

6. In a flying machine of the kind de- 
scribed in combination with means for ver- 
tical and lateral control of two wheel bases 
at right angles to one another and having HO 
one or more wheels common to both. 

In testimony whereof I hereunto affix my 
signature. 

NIKOLA TESLA. 
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To all whom it may concern: 

Beit, known that I, Nikola Tesla, acitizen 
of the United States, residing in the borough 
of Manhattan, in the city,, county, and State 
5 of New York, have invented certain new and 
useful Improvements in Methods of Insulat- 
ing Electric Conductors, of which the follow- 
ing is a specification, reference being had -to 
the accompanying drawings, 
to It has long been known that many sub- 
stances which are more or less conducting 
when in the fluid condition become insula- 
tors when solidified. Thus water, which is 
in a measure conducting, acquires insulating 
IS properties when converted into ice. The ex- 
isting information on this subject, however, 
has been heretofore of a general nature only 
and chiefly derived from the original observa- 
tions of Faraday, who estimated that the sub- 
20 stances upon which he experimented, such 
as water and aqueous solutions, insulate an 
electrically-charged conductor about one hun- 
dred times better when rendered solid by 
freezing, and no attempt has been made to 
25 improve the quality of the insulation obtained 
by this means or to practically utilize it for 
such pu rposes as are contemplated in my pres- 
ent invention. In the. course of my own in- 
vestigations, more especially those of tfie elec- 
30 trie properties of ice, I have discovered some 
novel and important facts, of which the more 
prominent are the following: first, that under 
certain conditions, when the leakage of the 
electric charge ordinarily taking place is rig- 
35 orously prevented, ice proves itself to be a 
much better insulator than has heretofore ap- 
peared; second, that its insulating properties 
may be still further improved by the addi- 
tion of other bodies to the water; third, that 
40 the dielectric strength of ice or other frozen 
aqueous substance increases with the reduc- 
tiou of temperature and corresponding in- 
crease of hardness, and, fourth, that these 
bodies afford a still more effective insulation 
45 for conductors carryingintermittentor alter- 
nating currents, particularly of high rates, 
surprisingly-ihin layers of ice being capable 
of wit hstandingelectromotive forces of many 
hundredsaud even thousandsof volts. These 
50 and other observations have led me to the in- 
vention of a novel method of insulating con- 
ductors, rendered practicable by reason of the 


above facts and advantageous in the utiliza- 
tion of electrical energy for industrial and 
commercial purposes. 55 

This method consists in insulating an elec- 
tric conductor by freezing or solidifying and 
maintaining in such state the material sur- 
rounding or contiguous to the conductor, 
using for the purpose a gaseous cooling agent 60 
circulating through one or more suitable chan- 
nels extending through or iu proximity to the 
said material. 

Iii the practical carrying out of my method 
I may employ a hollow conductor and pass 65 
the cooling agent through the same, thus 
freezing the water or other medium in con- 
tact with or clos9 to such conductor, or I may 
use expressly for the circulation of the cool- 
ing agent an independent channel and freeze 7c 
or solidify the adjacent substance in which 
any number of conductors maybe embedded. 

The conductors may be bare or covered with 
some material which is capable of keeping 
them insulated wheu it is frozen or solidified. 75 
The frozen mass may be in djrect touch with 
the surrounding medium, or it may be in a de- 
gree protected from contact with the same; by 
an inclosure more or less impervious to heat. 

The cooling agent may be any kind of gas, as 80 
atmospheric air, oxygen, carbonic acid, am- 
monia, illuminating-gas, or hydrogen. It may 
be forced through the channel by pressure or 
suction produced mechanically or otherwise. 

It may be continually renewed or indefinitely 85 
used, being driven back and forth.or steadily 
circulated in closed paths under any suitable 
conditions as regards pressure, density, •tem- 
perature, and velocity. 

To conduce to a better understanding of 90 
the invention, reference is now made to the 
accompanying drawings, in which — 

Figures 1 , 3 , 6, 7 , 8, and 9 illustrate in lon- 
gitudinal section typical ways of carryiug out 
my invention; and Figs. 2 , 4 , f, and 10, in 95 
section, or partly so, constructive details to be 
described. 

In Fig. 1 , C is a hollow conductor, such as 
a steel tube, laid in a body of water and com- 
municating with a reservoir r', but. electric- loo 
ally insulated from the same at j. A pump 
or compressor^), of any snitable construction, 
connects r' with another similar tank ^. pro- 
vided with an inlet- valve v* The air or other 
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ga 8 which is used as the cooling agent, enter- 
ing through the valve t’ 2 is drawn through the 
tank r*and puiup/> into the reservoir? - ', escap- 
ing thence through the conductor C under 
5 any desired pressure which nmy be regulated 
by a valve v'. Both the reservoirs r' and r 1 
are kept, at a low temperature by suitable 
means, as by coils or tubes i' t' and f f*, 
through which any kind of refrigerating fluid 
lo nmy be circulated, some provision being pref- 
erably made' for adjusting the flow of the 
same, as by valves v'. Tho gas continuously 
passing through the tube or conductor C be- 
ing very cold will freeze and maintain in this 
15 state the water in contact with or adjacent to 
the conductor and so insulate it. Flanged 
bushings of noii-eond acting material, may 

be used to prevent the leakage of the current 
which would otherwise occur, owing to the 
to formation of a superficial film of moisture 
over the ice projecting out of the water. The 
tube being kept insulated by this means may 
then be employed in the manner of an ordi- 
nary telegraphic or ether cable by connect- 
15 ing either or both of the terminals b' b 3 in a 
circuit including the earth. 

In many cases it will be of advantage to 
cover the hollow conductor with a thick layer 
of some cheap material, as felt, this being in- 
to dicated by C* in Fig. 2 . Such a covering, 

• penetrable by water, would be ordinarily of 
little or no use; but when embedded in tlie 

> ice it improves.the insulating qualities of the 
same. In this instance it furthermore serves 
; 5 to greatly reduce the quantity of ice required, 
its rate of melting, and the influx of heat 
from the outside, thus diminishing the ex- 
penditure of energy necessary for the main- 
tenauce of normal working conditions. As 
>0 regards this energy and other particulars of 
importance they will vary according to the 
special demandsi in each case. 

Generally considered, the cooling agent will 
have to carry away heat at a rate sufficient 
45 to keep the conductor at the desired tempera- 
ture and to maintain a layer of the required 

• thickness of the substance surrounding it in 
a frozen state, compensating continually for 
the heat flowing in through the layer and wall 

50 of the conductor and that generated by me- 
chanical and electrical friction. To meet 
these conditions, its cooling capacity, which 
is dependent on the temperature, density, 

' velocity, and specific heat, will be calculated 
55 by the help of data and formulas familiar to 
engineers. Air will be, as a rule, suitable 
for the use contemplated; but in exceptional 
instances some other gas, as hydrogen, may 
lie resorted to, which will permit a much 
60 greater rate of cooling and a lower tempera- 
ture to be reached. Obviously whichever 
gas be employed it should before entering the 
hollow conductor or channel be thoroughly 
dried and separated from all which by con- 
65 densatiou and deposition or otherwise might 
cause an obstruction to its passage. For 
these purposes apparatus may be employed- 


which is well known and which it is unnec- 
essary to show in detail. 

Instead of being wasted at the distant sta- 
tion the cooling agent may be turned to some 
profitable use. Evidently in the industrial 
and commercial exploitation of my invention 
any kind of cooling agent, capable of meeting 
the requirements may be conveyed from one 
to another station and there utilized for re- 
frigeration, power, heating, lighting, sanita- 
tion, chemical processes, or any other pur- 
pose to which it may lend itself, and thus the 
revenue of the plant may be increased. 

As to the temperature of the conductor, it 
will be determined by the nature of its use 
and considerations of economy. Forinstanee, 
if it be employed for the transmission of tele- 
graphic messages, when the loss in electrical 
friction may be of no consequence, a very low 
temperature may not be required; but if it 
be used for transmitting large amounts of 
electrical energy, when the frictional waste 
may be a serious drawback, it will be desir- 
able to keep it extremely cold. The attain- 
ment of this object will be facilitated by any 
provision for reducing as much as possible 
the flowing in of the heat from the surround 
ing medium. Clearly the lower the tempera- 
ture of the conductor the smaller will be the 
loss in electrical friction; but, on the other 
hand, the colder r the conductor the greater 
will be the influx of heat from the outside 
and the cost of cooling agent. From such 
and similar considerations the temperature 
securing the highest economy will be gseer- 
tained. 

Most frequently in the distribution of elec- 
tricity for industrial purposes, as in my sys- 
tem of power transmission by alternate cur- 
rents, more than one conductor will lie re- 
quired, and in such cases it may be conven- 
ient to circulate the cooling agent in a closed 
path formed by the conductors A plan of 
this kind is illustrated in Fig. 3 , in which C' 
and C* represent two hollow conductors em- 
bedded in a frozen mass underground and 
communicating, respectively, with the reser- 
voirs R' and R*, which' are connected by a re- 
ciprocating or other suitable pump P. Cool- 
ing coils or tubes T' 1 " and T* T*, with regu- 
lating-valves v' v" are employed, which are 
similar to and serve the same piirpose as 
those shown in Fig. 1 . Other features of 
similarity, though unnecessary, are . illus- 
trated to facilitate an understanding of the 
plan. A three-way valve V 2 is provided, 
which when placed with its lever 1 as indi- 
cated allows the cooling agent to enter 
through the tubes it' //* and pump P, thus 
filling the reservoirs R' R 2 and hollow con- 
ductors C' G*; but when turned ninety de- 
grees the valve shuts off the compiu mention 
to the outside through the tube u' and estab- 
lishes a connection between the reservoir R 2 
and pomp P throngh the tubes u* and u 3 , thus 
permitting the cooling agent to be circulated 
in the closed path C' C* R* ti* t<* P R' by tho 
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action of the pump. Another valve V', of 
suitable construction, may be nsed for regu- 
lating the flow of the cooling agent. The 
conductors C' C 3 are insulated from the res- 
5 ervoirs R' R 3 and from each other at the 
joints J' J* J 3 , and they are furthermore pro- 
tected at the places where they, enter and 
leave the ground by flanged bushings 1 ' T I 3 
I 3 , of .insulating material, which extend into 
io the frozen mass in order to prevent the cur- 
rentfrom leaking, asaboveexplained. Bind- 
ing-posts B' B' and B 3 B 3 are provided for con- 
necting the conductors to the circuit at each 
station. 

IS In laying the conductors, as C C 2 , what- 
ever be their number,. a trench will gener- 
ally be dug and a trough, round or square, 
as T, of smaller dimensions than the trench, 
placed in the same, the intervening space 
ao being packed with some material (designated 
by M M M) more or less impervious to heat, 
as sawdust, ashes, or the like. Next the con- 
ductors will be put in -position and tempo- 
rarily supported in any convenient manner, 
25 and, finally, the trough will be filled with 
water or other substance W, which will be 
gradually frozen by circulating the cooling 
agent in the closed path, as before described. 
Usually the trench will not be level, but will 
30 follow the undulations of the ground, and 
this will make it necessary to subdivide the 
trough in sections or to effect the freezing of 
thd substance filling it successively. in parts. 
This being done and the conductors thus 
35 insulated and fixed, a layer of the same or 
similar material M M M will be placed- on 
the top and the whole covered with earth or- 
pavement. The trough may be of metal, as 
sheet -iron, and in cases where the ground 
40 is used as the return - circuit it may serve 
as a main, or it may be of any kind of ma- 
terial more or less insulating. Figs. 4 and 
5 illustrate in cross-section two such under- 
ground troughs T' and T", of sheet metal, 
45 with their adiathermanous inclosures, (desig-. 
mated M' and M", respectively,) each trough 
containing a single central hollow conductor, 
as C' C". In the first case the insulation W' 
is supposed to be ice obtained by freezing 
50 water preferably freed of air in order to ex- 
clude the formation of dangerous bubbles or 
cavities, while in the second case the frozen 
mass W" is some aqueous or other substance 
or mixture highly insulating when in this 
55 condition. 

It should be stated that in many instances 
it may be practicable to dispense with a 
trough by resorting to simple expedients in 
the placing and insulating of the conductors. 
6c In (act, for some purposes it may besuflicient 
to simply cover the latter with a moist mass, 
as cement or other plastic material, which so 
long as it is kept at a very low temperature 
and frozen hard will afford adequate insula- 
65 tion. 

Another typical way of carrying out my in- 
vention, to which reference has already been 


made, is shown in Fig. 6, which represents 
the cross-section of a trough, the same in 
other respects as those before shown, but 70 
containing instead of a hollow conductor any 
kind of pipe or conduit L. The cooling agent 
may be driven in any convenient manner 
through the pipe for the purpose of freez- 
ing the water or' other substance filling the 75 
trough, thus insulating and fixing a number 
of conductors co c. Such a plan may be par- 
ticularly suitable in cities for insulating and 
fixing telegraph and telephone wires or the 
like. In such cases an excieedingly-low tem- 80 
perature of the cooling agent may not be re- 
quired, and the insulation will be obtained 
at the expense of little power. The conduit 
L may, however, be used simultaneously for 
conveying and distributing any kind of gase- 85 
ous cooling agent for which there is a demand 
through the district. Obviously two such con- 
duits may be provided and used in a similar 
manner as the conductors C' C*. 

It will often be desirable to place in the 90 
same trough a great number of wires or con- 
ductors serving for a variety of purposes. 

In such a case a plan may be adopted which is 
illustrated in Fig. 7 , showing a trough simi- 
lar to that in Fig. 6 with the conductors in 95 
cross-section. The cooling agent may be in 
this instance circulated, as in Fig. 3 or oth- 
erwise, through the f wo hollow conductors O* 
and C 4 , which if found advantageous may be 
covered with a layer of cheap material mm, 1 00 
such as will improve their insulation, but not 
prevent the freezing or solidification of the 
surroundingsubstance W. The tubular con- 
ductors C' C 3 , preferably of iron, may then 
serve to convey heavy currents forsupplyiug 105 
light and power, while the small ones c' c c , 
embedded in the ice or frozen mass, may be 
used for any other purposes. 

While my invention contemplates, chiefly, 
the insulation of conductors employed in the no 
transmission of electrical . energy to a dis- 
tance, it may be, obviously, otherwise use- 
fully applied. In some instances, for exam- 
ple, it may be desirable to insulate and sup- 
port a conductor in places as is ordinarily 115 
done by means of glass or porcelain insula- 
tors. This may be effected in many ways by 
conveying a cooling agent either through the 
conductor or through an independent chan- 
nel and freezing or solidifying any kind of 12a 
substance, thus enabling it to serve the pur- 
pose. Such an artificial insulating-support 
is illustrated in Fig. 8, in which a represents 
a vessel filled with water or other substance 
w, frozen by the agent circulating through 125 
the hollow conductor C", which is thus insu- 
lated and supported. To improve the insu- 
lation on the top, where it is most liable to 
give way, a layer of some substance to', as oil, 
may be used, and the conductor maybe cov- 130 
ered near t he support with insulation i i, as 
shown, the same extending into the oil, for 
reasons well understood. 

Another typical application of my inven- 
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tion is shown in Fig. 9, in which P' and S' 
represent, respectively, the primary and sec- 
ondary’ conductors, bare or insulated, of a 
transformer, which are wound on a core N 
5 and immersed in water or other substance W, 
contained in a jar. II, and, as before stated,, 
preferably freed of air by boiling or other- 
wise. The cooling agent is circulated in any 
convenient manner, as through the hollow 
io primary I", fur the purpose of freezing the 
substance W. Flanged bushings (/ (if and oil- 
cupsee, extending into the frozen mass, illus- 
trate suitable means for insulating the ends 
of the two conductors and preventing the 
15 leakage of the currents. A transformer as 
described is especially fitted for use with cur- 
rents of high frequency when a low tempera- 
ture of the conductors is particularly desir- 
able, and ice affords an exceptionally-effect- 
so ive insulation. 

It will be understood that myinvention may 
be applied in many other ways, that the spe- 
cial means here described will be greatly va- 
ried according to the necessities, and that in 
15 each case many expedients will be adopted 
which are well known to engineers and elec- 
tricians and on which it is unnecessary to 
dwell. However, it may be useful to state 
that in some instances a special provision 
10 will have to be made for effecting a uniform 
cooling of the substance siirronnding the con- 
ductor throughout its length. Assuming in 
Fig. 1 the cooling agent to escape at the dis- 
tant end freely into the atmosphere or into a 
35 reservoir maintained at low pressure, it will in 
passing through the hollow conductor C move 
with a velocity steadily increasing toward the 
end, expandi ug isother mally, or nearly so, and 
hence it willcausean approxiraately-uniform 
40 formation of ice along the conductor. In the 
plan illustrated in Fig. 3 a similar result will 
be in a measure attained, owing to the com- 
pensating effect of the hollow conductor C' 
and C 2 , which may be still further enhanced 
45 by reversing periodically the direction of the 
flow in any convenient manner; but in many 
cases special arrangements will have to be 
employed to render the cooling more or less 
uniform. For instance, referring to Figs. 4, 
50 5, and C, instead of a single channel twocon.- 
centric channels L' and L* may be provided 
and the cooling agent passed through one and 
returned through the other, as indicated, dia- 
gram matically, in Fig. 10. In this and any 
55 similar arrangement when the flow takes place 
in opposite directions the objectaimed at will 
be more completely attained by reducing the 
temperature of the circulating cooling agent 
a.t the distant station, which may be done by 
60 simply expanding it into a large reservoir, 
as R*, or cooling it by means of a tube or coil 
T* or otherwise. Evidently in the case illus- 
trated the concentric tubes may be used as 
independent conductors if insulated from 
65 each other and from the ground by the frozen 
or solidified substance. 

Generally in the transmission of electrical 


energy in large amonnts, when the quantity 
of heat to be carried off may be considerable, 
refrigerating apparatus thoroughly protected 70 
against the inflow of heat from the outside, 
as usual, will be employed at both the sta- 
tions and when the distance between them is 
very great also at intermediate points, the 
machinery’ being advantageously’ operated by 75 
the currents transmitted or cooling agent 
conveyed. In such cases a fairly -uniform 
freezing of the insulating substance will be 
attained without difficulty’ by the compen- 
sating effect of the oppositely’ - circulating 80 
cooling agents. In large plants of this kind 
"when the saving of electrical energy in the 
transmission is the most important consider- 
ation or when the chief object is to reduce 
the cost of the mains by the employment of 85 
cheap metal, as iron or otherwise, every’ ef- 
fort will be made to maintain the conductors 
at the lowest possible temperature, and well- 
known refrigerating processes, as those based 
on the regenerati ve principle, may be resorted 90- 
to, and in this and any other case the hollow 
conductors or channels instead of merely serv- 
ing the purpose of conveying the cooling agent, 
may themselves form active parts of the re- 
frigerating apparatus. 95 

From the above description it will be readily 
seen that my invention forms a fundamen- 
tal departure in the principle from the estab- 
lished methods of insulating conductors em- 
ployed in the industrial and commercial ap- 10c 
plication of electricity’. It aims, broadly, at 
obtaining insulation by the continuous ex- 
penditure of a moderate amount of energy 
instead of securing it only by’ virtue of an in- 
herent phy’sical property of the material used 105 
as heretofore. More especially, its object is 
to provide, when and wherever required, in- 
sulation of high quality, of any desired thick- 
ness, and exceptionally cheap, and to enable 
the transmission of electrical energy under no 
conditions of economy heretofore unattain- 
able and at distances until now impracticable 
by dispensing with the necessity of using 
costly conductors and insulators. 

What I claim as my invention is— 115 

1. The method of insulating electric con- 
ductors herein described which consists in im- 
parting insulating properties to material sur- 
rounding or contiguous to the said conductor 

by the continued action thereon of a gaseous- 120 
cooling agent, as set forth. 

2. The method of insulating electric con- 
ductors herein described which consists in re- 
ducing to and maintaining in a frozen or so- 
lidified condition the material surrounding or 125 
contiguous to the said conductor by the ac- 
tion thereon of a gaseous coolingagent main- 
tained in circulation through one or more 
channels as set forth, 

3. The method of insulating electric con- 130 
ductors herein described which consists in 
surrounding or supporting the conductor by 
material which acquires insulating properties 
when in a f rozen or solidified state, and main- 
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tabling the material in such a state by the 
circulation through one or more channels ex- 
tending through it of a gaseous cooling agent, 
as set forth. 

j 4. The method of insulatinganelectriccon- 
ductor which consists in surrounding or sup- 
porting said conductor by a material which 
acquires insulating properties when frozen or 
solidified, and maintaining the material in 
10 such state by passing a gaseous cooling agent 
continuously through a channel in said con- 
ductor, as set forth. 

5. The method of insulating electric con- 
ductors, which consists in surrounding or sup- 
15 porting the said conductors by a material 
which acquires insulating properties when in 
a frozen or solidified state, and maintaining 
t he material in such state by the continued 
applicat ion thereto of a gaseous cooling agent, 
20 as set forth. 

G. The method of insulating conductors 
herein set forth which consists in surround- 
ing or supporting the conductors by a mate- 
rial which acquires insulating properties 
2 5 when in a frozen or solidified state, and main- 
taining the material in such state by the cir- 
culation of a gaseous cooling agent through 
a circuit of pipes or tubes extending through 
the said material as set forth. 

30 7. The method of insulating electric cbn- 

ductors which consists in laying or support- 
ing the conductors in a trough or conduit fill- 


ing the trough wilh a material which acquires 
insulating properties when frozen or solidi- 
fied, and then causing a gaseous cooling agent 35 
to circulate through oue or more channels ex- 
tending through the material in the trough so 
an to freeze or solidify the material, as set. 
forth. 

8. The method of insulating electric con- 40 
d uctors which consists in embedding the same 

in a moist or plastic compound which acquires 
insulating properties when in a frozen or so- 
lidified state, and maintaining the compound 
in such state by circulating a gaseous cooling 45 
agent through one or more channels extend- 
ing through the compound, as set forth. 

9. The method of insulating electric con- 
ductors which cousists in laying or support- 
ing the conductors in a trough or conduit, fill- 50 
ing the trough with a material which acquires 
insulating properties when frozen or solidi- 
fied, protecting the trough from thesurround- 
ing medium in which it is laid by an adia- 
thermanous inclosure, and then freezing or 55 
solidifying the material surrounding the con- 
ductors and maintaining the same in such 
state by circulating a gaseous cooling agent 
through one or more channels extending 
through the same, as set forth. 

NIKOLA TESLA. 

Witnesses: 

Drury W . Cooper, 

John C. Kerr. 


